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(i^tSteriet  of  ti)e  Conference. 


Preiidentf 

...  BISHOP  JAMES  M.  THOBURN. 

Secretary, 

...  W.  A.  MAN8ELL. 

Aesittant  Secretary^ 

...  J.  W.  ROBINSON. 

Vernacular  Secretary 

...  S.  TUPPER. 

Correeponding  Secretary,    ...   P.  L.  NEELD. 

8tait9iical  Secretary, 

...  8.  S.  DEASE 

Treasurer, 

...  G.  C.  HEWES. 

;f  fnance  Committee. 

Bishop  J.  M.  Troburn,  President,  Ex-officio. 

B.  W.  Paricbh,   Vice- 

Pretident,             do.         8.  8,  Dbask, 

P.  L  NxBLD,  Secretary,                         do,        8.  Tdfpkb, 

J.  T.  MoMahun, 

do,        L.  A.  Cobb, 

S.  Knowlbs, 

do,        C.  L.  Harb, 

A.  Solomon. 

do.         H.  L  Mukbbji, 

H.  A.  GUTTIlfG, 

do,      .11.  Stbphbn. 

J.  B.  Thomas, 

do.         Alternates, 

P,  T.  WlLSOK, 

do,            J.  H.  ME88M0RK^ 

J.  H.  Gill, 

do,         W.  A.  Mansbll, 

W.  Petbrb, 

do,        S.  Paul. 

SniB  Datt  Sanwau 

* 

aiu&iting  Committee- 

J.  Blaoxroob, 

L.  A.  Core, 

G.  G.  Hbwbs, 

J.  W,  Robinson, 

8.  8.   Dbasb. 

Soarl^  of  Sl^neatton. 

S.  KirowLBS, 

J.  H.  Gill, 

E.  W.  Parkbb, 

P.  T.  Wilson, 

J.  T.  MoMahon, 

J.  B.  Thomas, 

W.  Petbrb, 

L.  A.  Cork,  Secy. 

A.  SOLOM01», 

and  Treah, 

H.  A.  Cutting, 

W.  A.  Mansbll. 

9tatontM  tBotft-Boarlr  of  Sbnpetbi0ton* 

F.  L.  Nbbld, 

Mrs.  Parker, 

H.  Stbphbn, 

Mrs.  Babe, 

L.  A.  Ck>RB, 

Mrs.  Mansbll, 

W.  K.  Bow  EN, 

Miss  THoarRN, 

MiBS  Enolibh, 

DUP.   EXCH    1"    JL'N.     '»904 
DRE'W    TUEOL   SBM,   UB* 


2  CONFERENGE  OFFICERS. 

Sxamftifng  ®ommittee0 

Pint  Ytar.-'i.  Blaokstock,  Yaqub  Shah,  G.  D.  Spbhobr. 
Second  Year.^L.  A.  Cojrb.  Zabur-ul-Haq^i,  F.  Pbbsobatb, 
^AtVflT  Fear — J.  L.  Humphrey,  H.  J.  Adams,  Stbphbs  Paul. 
Fourth  Fear.^F.  L.  Nbbld,  W.  R  Bowbk,  C  Hancock.         | 
Fi/lh  Fear  and  Wrfmwtioi*.— 8.  8.  Dbasb,  S.  Tuppbr,  H.  L.  Mukbrji. 
Local  Ordera.-^G.  L.  Barb,  M.  Stbphbh,  F.  W.  Grbbitwold. 

SStAiilring  eomm(ttee0. 

Siatiaties.^B.  8.  Dbasb,  D.L.  Thoburn,  Q.  E  EBRQuaoN,    G.  D, 

Prbboravb. 
StaU  of  {he  CAttrcA.~C,  L.  Barb,  F.  Pbbsgbayb,  H.  K.  List.  L.  Cutlbr. 
Sunday  Schools. -^L.  A.  Cobb,  G.  H.  Frbt,  J,  F-.  Samubl,  W.  R  Bowbn. 
Temperance.— J,  L.   Humphrbt,   D.   M.  Buti.br,    S.  Paul,  F,  W. 

Grbrnwold. 
Pvhliahing  Minuiei.-^QftctiKtkRiEa  AKD  Agbnts  of.  thb   Publisbxho 

HOUSB,  LUOBBOW. 

Public  Worship,— E,  VS;,  Pabkbr,  J.  W.  Robinsok,  H.  J.  Adams, 

0rier0  of  MpptaU. 

J.  Blaokbtock,  W.  K.  Bowbn, 

W.  W.  Abhb.    .  B.  F.  Gockeb, 

J.  H.  Mbbsmobb,  M.  Stbphbk^ 

J.  H.  Gilu 

eommitUt  on  Sonf$ttntt  Helattons. 

J.    H.   MbBBHPRB,  J.  BLACKBIOqi^, 

p.  L.  Nbbld,  H.  E.  List, 

Jambb  Jordan. 

KptBoti^  S/eajTM— Boarb  of  ftontroL 

J.  B.  Thomab,  L.  a.  Corb, 

If  14/1  Srbldob,  Miss  Gallimorb, 

W.  A.  Mansbll. 

Sbttn&ag  Sb(]ftool  ttttiom 

D.  L.  Thobdrn,  Preiident  G.  C.  Hbwbs,  Sec»  and  Trea$. 

eonUttmt  K^fstovical  ftocietg. 

J.  L.  Humphrbt,  Preeideni,  0.  L.  Barb,  Secretary. 

W.  A.  M4B8BLL,  TreoMurer^ 


CONFERENCE  OFFICERS.  3 

Sritf  rats  ftorfetg- 

8.  S-  Dbabb,  r resident,  J.  L.  Hdmphbet,  Viee^Pre$idmt, 

0irti0tee0  of  t(r  ^^eologfpal  fteminars  atib  Normals 

SScjftool. 

ycrm  ^arptm  Term  Expiree 

L.  A.  Cobb,  ..  1897  S  S.  Deash,                           ,.,  1899 

C.  L.  Babb.  ..    1897  W  R.  Bowbn,                   *    ...   1899 

Ma.  Gborgb  Lukb.  ...  1807  F.  G.  H.   aouaoBW.  E«q  ,    ...  1W9 

JB  Thomas,  ..  1«98  Jirsaop  J.  M.  Thobubst,  D.  D-, 

B.  W.  Pa  bkbb,  ...  1 89  «J  fir-  ry^tf*v. 

E.  A.  Phillips,  Esq,-,  ...  1898 

F.  L.  Nbblb,  Bx'0ffici6,  Secy,  and  Trrae. 

Norih-Weet  India  Conference 

Bombay  Conference  ...         T.  S.  JMirsosr, 

Benyal'Burmah  Conference  H  JaoksoH. 

^trit0tee0  of  tie  Vitib  ftlivistfait  eoUegei  i/ttcRft'6tt. 

K.  Habnax Singh, CI. B.,  1897  R.  Clancy,  ;..  l89ft 

J.  B.  Thomas,  ...  1897  1  E.Scott.  ...  180d 

W.  R.  BowBN,  ...  1«97  E.  W.  Pabbeb,  President      ..   1899 

J.  W.  Robinson,  ...  1898  Bishop  J.  M.  Thobubn,  D.  D.j 

F.  L.  Nbbld,  ...  J893  Ex-Offlcio. 

L.  A.  Oobb,  ...  1898  W.  A.  Mansbll,  Ex-Offieio,  ^e<y. 

l/ocal  eommfttee,  ftafiii  0al  5&c]ftool0. 

J.  H.  MX89M0BB,  T.  J.  SCCTT, 

E.  W-  Pabxbb,  F.  a.  Lbrtb,  Esq., 

F.  L.  Nbbld,  Miss  THOBCBiTy 

J.  L.  HUMPHEBT,  Mb8.  NbRLD. 


(Sonforence  i^olL 


CLASS  A.  -ELDERS  IN  FULL  CONNECTION  WHO  HAVE  COMPLETED 

THE  COURSE  OF  STUDY. 


Names. 


Abbivkd  in 
India  ob 

JOINBD 
CONFBRBNCB. 


NaMK8. 


Abbivkd  in 
India  ob 

JOINBD 
CONFKBKNCB. 


AdMDS,  Hormca  J. 
Bare,  Charles  L. 
Behari  Lall  II. 
Blaokstock,  J.* 
Bowen,  W.  R. 
Batcher,  J.  C. 
Cocker,  Benj.  F. 
Core,  Lewis  A.  * 
Oraveo,  ThoxoM 
Cuttiog,  Hiram  A. 
Cutler,  LuciuB 
Deate,  Stephen  S. 
Dilawar  Singh 
Falls,  Seneca 
Frey,  Geo.  H. 
Foote,  Frank  W. 
GUI,  Joseph  H. 
Oreenwold,F.  W. 
Hancock,  C. 
Hompbrey,  J.  L. 
Hewes,  G.  0. » 
Janvier,  Joel  T. 
Jordan^  James 
Kanhai  Singh 
Knowles,  Samuel 
List,  Henry  K. 
Mansell  W.  A.  » 
McMahon,  John  T. 
Messmore,  James  H. 


...  1874  Mukerji,  H.  L. 

..    1680  Mitchell,  H.  B. 

...  1889  Neeld,  F.  L.  • 

...  1875  Parker,  E.  W. 

...  1882  Patras,  Benjamin. 

...  1885  Pfcul,  Chiddu  S. 

...  1884  Paul,  Stephen 

...  1889  Peters,  William 

...  1870  Phillip,  Samuel 

...  1874  Presgrave.  F. 

...  1885  Robinson,  John  W.* 

...  1881  Hockey.  Noble  L.» 

...  1886  Scott,  Thomas  J. 

...  1886  Scott,  Warren  M. 

;.   1889  Shipley,  C. 

...  1884  Speake,  WiUian  T. 

...  187 L  Spencer,  Guru  Dayal 

...  1879  Stephen,  Matthew 

...  1886  Stunts,  H.  C* 

...  1867  Solomon,  Abraham] 

...  1891  Thomas,  J.  B* 

...  1864  Tupper,  Samuel 

...  188S  Waugh.  James  W. 

...  1887  Wheeler.  Samuel 

...  1858  Wilson,  Uarkiui 

..    1889  WUson,  Peachy  T. 

...  1889  Yaqub  Shah 

...  1870  Zahur-ul-Haqq 
...  1861 


1886 
1886 
1881 
1859 
1887 
1889 
1882 
1879 
1891 
1887 

isn 

1884 
1863 
1888 
1885 

1890 
1869 
1082 
1887 
1879 
1889 
I8b9 
1869 
1889 
1887 
1863 
1882 
1864 


CLASS  B.-MISMBfiRS  IN  FULL  CONN£CTION  IN  THE  STUDIES 

OF  THE  FOURTH  YEAR. 


David  A,  Chowfln» 
Behari  Lall  I, 
Sabin  Mansell, 
ShibDatt  Sanwal, 
Bahadur  S.  PhiUtp, 
Fazl  Masih. 
Ram  Sukh  Franklin, 
John  F.  Samuelf 
Baldeo  Pershad, 
Aaron  Sweet, 
Albert  G.  McArthnr, 
I>avid  L.  Thobum* 
WillUm  W.  Ashe,* 


Rider 

Deacon  '9S 
Elder 

»» 

Deacon  *91 

Elder 

Deacon  *95 

Elder 

Deacon  '98 

Elder 

Deacon 


...  1892 

...  1892 

...  1898 

...  1898 

...  1893 

...  1893 

...  1998 

...  1898 

...  1898 

...  1893 

...  189$ 

...  1898 

...  1895 


*  See  Report  of  Committee  on  Examinaiioo. 
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CLASS  C.-MBMBER8  IN  FULL  CONNECTION  IN   STUDIES 

OF  THE  THIRD  YEAR. 

Karim  Maiih,                             Deacon '92  ...  1898 

JumuiLall,  ,,         *91  1893 

ShadulU  Lawrence,                       „         *92  ...  1893 

David  M.  Butler.                       Elder  ...  1^98 

Mazhar-nl-Baqq                            Deacon  '93  ...  1893 

Joseph  Wahid'Ud-Din,                     ,.        '9i  ...  1894 

Superian  B.  Finch,                     Elder  ...  1894 

George  £.  Feiguson,                   Deacon  '94  ...  1894 

BaaantRam.                                      „        '93  ...  1894 

ChboteLall,                                Elder  ...  1894 

Grafton  D.  Preiigrave,                      „        „  ...  1894 

Harvey  L.  Koecoe  *                     Deacon  '96  ...  1894 

BhikkiLall,                                 Elder  ...  1804 


CLASS  D.— PREACHERS  ON  TRI^L. 

Banai  Dhar,  Deacon     '98  II  Year  ...  1895 

Mohammad  Haaaan  Jan,  „        '94  „  ...  1895 

Bulaqi  Singh,  „        '94  „  ...  1895 

Nizam  AH,  •,        '93  I  Year  ...  1896 


con 

'98 

t» 

'94 

f« 

'94 

t> 

'93 

•t 

'93 

>f 

'94 

II 

•94 

«t 

'96 

t« 

94 

Joahua  S.  Samuel,  »,        '93  „  ...  1896 

Joshua  Solomon,  „       '94  „  ...  1896 

BalliM.  Daaa,  „        '94  „  ...  1896 

Joaeph  Jacob.  „        '96  „  ...  1896 

Bahadur  Singh,  „        94  „  ...  1896 

Ganga  Nath,  „  ...  1896 

Joaeph  Dyiiel],  „        '94  „  ...  1896 

Benjamin  Marqna,  „  ...  1896 


Hinduatani  Membera  of  Conference  ...  •••       86 

Foreign  Members  of  Conference  ...  ••>        67 

Total  ...  ...        83 


Hinduatani  Preachers  un  Trial  ...  ...        12 

*  See  Reppst  of  Committee  on  Examination 


8  CONBBRENOE  APPOINTMEIfTS. 

Lncknow,    Hiodastani    Work,  W.   A.   Mansell,  E.  J.  Adams, 

Babadar  Singh, 
i:  English  Churoh,  J.   W.    Robinson. 

19  Reid  Gbristian  Colkge,  W.  A.    Mansell,   Prtncipal  ; 

D.   L.    Thoburn,   Professor  ;    Ganga  Natb,    iHniiager, 
Boarding  Honse. 
„  Methodit^t   Pablisbing  House,   E.  W.  Parker,  ^   W. 

Kobinson. 
Rae  BareiJly,  G.  H.  Prey. 
Bhahabad,  G.  D.  Spencer. 
Hurdoi,  Samael  Tupper. 
Unao,  Yaqub  Sbab, 

H.  L.  Roscoe,  on  leave  in  America. 


PILIBHIT  DISTRICT. 

A.  Solomon,  P.  E.,  (P.  O.  Fatbhoukj  Wibbt,  Bahbillt  Zii.la). 
Bisalpar,  Mohamad  Basan. 
Fatebguiij  W^st,  Abraham  Solomon. 
Pill bh it,  Crawford  Hancock. 
Siranli,  Bhikki  Lall. 
Milak,  to  be  supplied  by  Jhau  Singh. 
Mirgunj,  ,.  Kalln  Singh. 

Nawabgunj,  to  be  supplied  by  Girdhari   L\ll. 
Pipalthana,  „  N.  R.  Childs. 

Poranpur,  „  Moti  Lall, 

Sbahi,  „  Jhabbu  Lall. 

Rampur..  „  Ase  Ram. 


SAMBHAL  DISTRICT. 

H.  A.  Cutting,  P.  E.,  (P.  0.  Sambhal,  Mobadabad  Zilla). 
Amroha,  B.  8.  Phillip .•  ' 

Babukhera,  to  be  supplied  by  Sadal  Singh. 
Bahjoi,  to  be  supplied  by  Maula-Dad-Khan. 
Bashta,  Earim  Masih. 
Dhanaura,  Warren  Soott. 
Gan^eshri,  Bulaqi  Singh. 
Gunnanr,  R.  S.    Franklin. 
Hasanpur,  Mazhar-uUHaqq. 
Narainiya,  to  be  supplied  by  Lachhman    Singh, 
R^JP'ira.  ,.  Gayan  Masih. 

Rasulpur,  „  Manphul  Singh. 

Sambhal,  H.  A.  Cutting. 
Shahpur,  to  be  supplied  by  Prabhu'  Dasj», 
Sharifpur,  „  Bhola  Singh. 
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SIT  A  PUR    DISTRICT 

P.  T.  Wilson,  P.  E.,  (P,  O.  Sitapur.) 
Baraganw,  Joseph   Dysell. 

Gola  Gokarannath,  to  be  sapplied  by  Sadal  Masib, 
Isapar,  to  be  supplied  by  Yusaf  Lall. 
Kbairabad,  A.  G.  McArthar. 
Eberi,  to  be  sapplied  by  Jiya  Lsll. 
Lakhimpar,  Eanhai  Singh. 
Mobammadi,  D.  P.  Kidder. 
Paintapar,  to  be  supplied  by  Ram   Sukh. 
Panahpur,  Luoias  Cutler. 
Sitapur,  P.  T.  Wilson,  Cbhote  Lall. 
Sidbauli,  to  be  supplied. 
Trdhauli,  to  be  supplied  by  Ajudbtya  Parsbad« 

WOMAN'S  OONFEBENOE. 

BAREILLY  DISTRICT. 

Bareilly,  Girls'  Orphanage    and  City   work,   Miss  Eoglishi  Miss 
Christensen- 

,1        Medical  work,   Miss  Bryan,  M.  D.«   Miss    Dart,   M*  D. 

,,         Woman's  School,  Mrs.  Neeld,  Mrs.   Bare,  Mrs.  Hukerjw. 
Shahjahanpur,  Girls'  Boarding  School,  Miss  fieafer, 

„  City  work,  Mrs.  Blaokstock. 

Badaon,  Girls'  Boarding  School,  Miss  Wilson  ;    one  to  be  svppUed; 

„        City  work,  Mrs.  Thomas. 

QARHWAL    DISTRICT. 
Paori,  Schools  and    Village    work,    Mrs.    Gill,  Misa  Kyle. 

GONDA  DISTRICT. 

Bahraich,    Misa  Peters. 

Gonda,  Girls'  Boarding  School,  Miss   Scott. 

KUMAUN  DISTRICT. 

Bbot,  Miss  Sheldon; M.  D. 

Ghandag,  Miss  Reed. 

Dwarahat,  Mrs.  MoMahon. 

Kaini  Tal,  Hindustani  work,   Mrs.  Messmore. 

„      English  work,  Mrs.  Humphrey. 

„      Bovs'  School,  Mrs.  Dease. 

,,      Wellesley  Girls'  High  8chool,*Mi8s    S.  A.  Baston, 
R.  Sellers,    Miss  Anna   Batcher,  Misa  Curta. 
Pithoragarh,  Miss  Budden,  Miss  Tresham. 
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MOBADABAD  DISTRICT. 

Btjnonr,  Mn.  Enowles. 

Montdabad,  Girls'  Boarding  School,  tf  iss  Oallimore. 

II  City  and  Village  work,  Mrs.   Core. 

„  District  work,  Mrs,    Knowles. 

Miss  Kemper  oa  leave  to  America. 

OUDH   DISTRICT. 

Lacknow,  WomaD's  College,  Miss  Thobam,   Miss   'Niobols,  Ifiaa 
Collins,   Miss  Hardie. 
II        Deaconess  Home,   Miss  Hoge. 
I,        City  Schools,  Mrs.  Mansell. 
II         Bnglish  work,  Mrs.  RobinsoQ. 
n         District  work,  Mrs.  Parker. 
II         Editor  of  the  Eafiq-i-Nihtoan,  Miss  Tbobnrn. 
II        Editor  of  the  Kaukt^^-Bind,  Mrs.  Parker. 

PILIBHIT  DISTRICT. 
Distriofc  work,  Mrs.  Solomon. 

SAMBHAL  DISTRICT. 
Diafinotwork,  Mrs.  Oatting. 

SITAPUR  DISTRICT. 

SttiJpnP,  MtB.  Wilson  ;  Girls*  Boarding  School,  Mt^  C.  Easton. 
Miss  Fnller  and  Miss  Downey  on  leave  to   America. 


DI80IPLIVABT  QUEBTIOKS. 

L — Who    hatx    bbbr    begritbd  by    trahsfbb  ahd  fbqm  what 

COHFEBBirCB  ? 

Daniel  P.  Kidder  from  the  North- Wqst  ladia  Oonferenee. 
II. — Who  rave  bbbn  bb-adm itteo  ?  None. 

III. ~  Who    havb   bbbi^    RECBiyED  on  cbibbntials,  an^  fbpii  wbat 

Ohxtbchbs?  None. 

IV- — W^O  HAVB  BBEN    REOEIVBD  ON  TRIAL? 

(a.)     In  Studiet  of  the  Pint  year. 

Nizam  AH,  Joshaa  S.  Samael,  Joshua  Solomon,  Ball!  If.  D1UB9. 
Joseph  Jacol),  Bahadur  Singh,  Ganga  Nath,  Joseph  B^selL  ^nj^ipui 
Marqas* 

(6.)     In  Studiet  of  the  Third.year,     None. 

V. ^HO  HAVB    BBEB  OONTIBTTBD  ON  TRIAL  ? 

(o.)     In  Studies  of  the  First  year.     None. 

(b,)    In  Studies  of  the  Second  year. 

Bansi  Dhar  Mohammed  Eassan  Jan,  Balaqi  IJin^h. 

{€.)     In  Studies  of  the  Third  year.  None. 

(d.)     In  Studies  of  the  Fourth  y^ar.  iNone. 
VI.-rWHO  HAVB  BBBN  DiscoNTiNUBD  P    Rubin  Bavid. 
YIL — Who  have  bbbn  adi^xttbd  into  full  miim^bs^ip? 

(a,)     Elected  and  Ordained  Deacons  this  year, 

Harvey  L.  Roscoe. 

(b. )    Elected  and  Ordained  Deacons  previously, 

Karim  Masih,  Jamman  Lai.  Shadalla  Lawrenc^,  Davi^  M.  Bptl^, 
Ifashar-nl-Baqq,  Jo^^eph  Wabi<?-ad-Din,  Superian  ^.  l^incS.'  OeoVgo 
fi.  Ferguson,  Basant  Ram,  Chhote  L^L' Graf  ton  'D.  J^sfraY*. 
Bhikki  Lall.  ^    '   ••*^*  ^ 

« 

VIII. — WuAT  MKMBBRS  abb  IN  THR  STODlBS  OF  THB  T8IRD  TBAB? 


t  « •     t  / , 


(a.)     Admitted  into  Full  Membership  this  year, 

Barvej  L.  Roscoe,  Karim  Masih,  Jummah  Lall,  Shadulla  Law- 
rence, David  M.  Butler,  Mazhar-ul-Haqq,  Joseph  Wahid-nd-Din, 
Superian  B.  Finch,  George  £.  Ferguson,  Basant  ^^m,  pblpte 
LmI,  Grafton  D.  Presgrave,    Bhikki  Lall. 

(6.)     Admitted  into  Full  Memhenhip  previously.  None. 
IX. — What  mbmbbbs  abb  jn  thb  studies  of  thb  fourth  trae^ 

David    A.  Gbowfin,    Behari  Lall  I,     Sabin  ManselL    Still)    D. 
Sanwal,  Bahadur  Singh   Pbillip,   Fazl  Masih^  Ram   Sn&h   Fra^JdiL 
John  F.  Samuel,  Baldeo  Pershad,  Aaron  Sweei,  Alberi  &.  MoArtbv, 
David  L.  Thobum,  William  W.  Ashe. 
X, Who  HAVB  ooxplbtbd  thb  Conferkngb  goubsb  of  study? 

(a.)     Elected  and  Ordained  Elders  this  year.     None. 

h.)    JSUcted  and  Ordained  Elders  previously. 

Harkoa  WilBOn,  Samuel  Phillip,  George  0.  HewM. 


IS  DISCIPLINABT  QUESTIONS. 

XL-' What   oxhbbs   hays  bbxv  blsoibd  ahd  obdainbd  Dbaoons  ? 

g;.)     Am  Local  Preachers, 
aniel  Sigler,  Prabbha  Dayal,   Bandarmani,  Gbatur  Singh, 
Bhola  8.  Badden.  Buddha  Robert,  Joseph  Jacob,  Nadir  Shah,  Jhabba 
Lall,  Kwankin. 

(i.)     Dnder  Miesionary  Bute,   None. 
3CII«-*What  othbbs  hayb  bbbn  elbctrd  and  ordaikbd  Elsbbs? 

(a.)    Ae  Ijoeal  Oeaconi» 

Edward  Thomaoni  Moti  Lall,  Oirdhari  Lall. 

(6.)     Under  Miseionary  Bute, 

Aaron  Sweet,  Grafton  D.  Presgraye,    David  M.   Butler,  Sabin 
Mansell. 
XIII. — Was  thb  ohabaoteb  of  bach  prbachbr  sxamikbd  ? 

This  was  strictly  done  as  the  name  of  each   preacher  waa  called 
in  open  Conference. 
XIV. — Who  hayb  bbbn  tbansfbbbed   and  to  what  Oonfkbbhcb  ? 

None. 
XY. — Who  hayb  dibd?    Natha  Singh. 

XY L — Who  hayb  bbbn  locatbd  at  thbir  own  bbqubst  ?   None. 
XYIL— >Who  hayb  bben  located?  None. 
XVIII — Who  hayb  withdrawn  ?  None. 
XIX. — Who  hayb    bbbn    permittbd    to    withdbaw  vndbb  ohabgbs 

0B*00HFLAINT8?    None. 

XX.-^Who  hayb  bbbn  bxpbllkd  ?  None. 

XXL — What  othbb  pbbsonal  notation  should  bb  madb?    None. 

XXII. — Who  abk  thb  sufbenuxbrabt  Pebaohbbs? 

,  Thomas  CraYen. 
XXIII. — Who  abb  thb  svpbbannvatbd  Prbachbbb? 

Joel  T.  Janvier. 
XXIV. — Who  abb  thb  Tbibrs  of  Appbals  ? 

J.  Blaokstock,  W.  R.  Bowen,  W.  W.  Ashe,   B.  F.  Cocker,  J.H. 
Ifessmore,  M.  Stephen,  J.  H.  Oil), 
XXV. — What    is  thb  Statistical   rbpobt    fob  thb  tbab?    See 

Staiiitiei. 
XXVI. — What  is  thb  AeeBBOATB  of  thb  bbnbvolbnt   collbctionb 

AS    BBPOBTED    BT  THB    CoNFBBBNCB    TbBASURBB  ? 

Bs  L655. 
XXYII. — What  abb  thb  claims  on  the  Confebbbcb  Fund  ?  Rs.  804. 
XXYIIL^What  has  bbbn  bbcbivedon  the  olaiks,  and  how  habit 

bbbn  applied  ? 
Full  amount  received  and  paid  to  claimaots. 
J![XIX. — ^Whbbb  abb  the  priachbrs  stationbd?  See  AppointmenU. 
XXX — Whbbb  shall  thb  next  confbrbncb  be  held  ? 
At  Lucknow. 


CONFERENCE  JOURNAL. 


Fii^sT    Day. 


Babbillt,  Wednesday,  8th  January,  1896. 

Opening  lExercises* — The  North  India  Conference  of  the 
Methodist  Bpiacopal  Church  convened  for  its  thirty-secood  annual 
■eflsion  at  Christ  Church,  Bareilly,  on  Wednesday,  the  8th  Janu- 
ary, 1896,  Bishop  J,  M.  Thoburn,  presiding.  A  portion  of  the 
87th  Psalm  read,  the  194th  hymn,  **  Khutih  ^habri  ah  turn  do," 
was  sung,  after  which  Zahur-ul-Haqq  and  Bishop  Thoburn  offered 
prayer. 

Boll  OftU. — The  Bishop  made  a  brief  opening  address,  and  the 
roll  of  the  Conference  was  called  by  the  Secretary  of  the  last  con- 
ference. Sixty  members  and  sixteen  probationers  responded  to 
their  names.  Ten  members  were  absent  and  one  probationer  had 
died. 

Secretaries. — Ou  motion  of  J.  0.  Butcher,  W.  A.  Manseli 
was  elected  Secretary  with  permission  to  nominate  his  assistants. 
J.  W.  Robinson  was  elected  Assistant  Secretary  and  Samuel  Tapper 
Vernacular  Secretary. 

Conference  Treasurer.— On  motion  of  £.  W.  Parker,  Geo. 

C.  Hewes  was  elected  Conference  Treasurer. 

Bnles  of  Order.— On  motion  of  J.  B.  Thomas  the  Eules  of 
Order  of  the  last  Conference  were  adopted. 

Standing  Committees.— On  motion  of  J.  B.  Thomas,  the 
Standing  Committee  as  appointed  nt  the  last  conference  were 
elected,  with  the  exception  of  C.  L.  Bare  in  place  of  H.  C.  Stuntz, 
Chairman  of  the  Committee  on  Temperance. 

Mrs.  Mary  C  Ninde.— Mrs.  Mary  C.  Ninde,  of  the 
W.  F.  M.  S.  in  America,  was  introduced  and  favored  the  Conference 
with  a  hrief  but  inspiriting  address. 

Other  Introductions. — Miss  Baucus,  Missionary  to  Japan, 
Miss  CurtSy  Miss  Dr.  Dart,  new  missionaries,  and  Mr.  Chamberlain, 
Tiitting  from  America,  were  also  introduced  to  the  Conference. 

Conference  Stewards.— On  motion  of  J.  B.  Thomas,  P.  l. 

Keeld,  J.  L.  Humphrey  and  H.  J.  Adams  were  elected  Conference 
Stewards. 

Auditing  Committee.— On  motion  of  J.  0.  Butcher,  W.  W. 
Aihe  and  6.  0.  Hewes  were  added  to  the  Auditing  Committee, 
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Journal.— The  minates  of  the  preceding  sessioD  were  read  in 
EDglieh  and  Yernaoalar,  and  approved. 

Bishop  Walden.— Bishop  J.  M.  Walden  was  introdooed 
and  addressed  the  Conference.  Rer.  £.  W.  Parker  presented  the 
following  resolution,  which  was  adopted  by  a  rising  yote. 


"  Jtc«o/M(i,— That  it  gives  us  great  pleasure  to  have  with  us  in  oar  Gonferenoa 

ly  Bishop  J.  M.  Walden,  D.  D. ,  LL.   D.,  one  of  the  General  Superinteadents 

of  our  Church,  and  we  desire  hereby  to  express  to  him  our  hearty  welcome  to  our 


Oonference  and  to  our  homes,  and  we  trust  that  he  may  remain  with  us  as  long 
as  possible,  and  give  us  the  benefit  of  his  counsel  in  all  our  work." 

£.  W.  Pabkib, 

J.  G.   BUTOHXR, 

Other  Introduotions. — The  Rev.  Spencer  Lewis,  Saperin- 
tendent  of  the  West  China  Mission,  and  the  Revs.  J.  E.  Sc3tt  and 
D.  Osborne,  of  the  North-West  lodia  Conference,  were  also  intro- 
daced  to  the  Conference 

The  Fifth  Question.— The  fifth  question,  "  Who  have  been 
continued  ou  Trial ? "  wis  taken  up.  The  names  of  the  following 
brethren  were  called,  their  characters  passed,  they  gave  their  reports, 
the  committee  reported  on  their  examinations,  and  on  motion  of 
their  Presiding  Elders  they  were  continued  on  trial  and  advanoed  to 
the  second  class:  Bansi  Dhar,  Mohammad  Hassan  Jan,  Balaqi 
Singh.  All  the  above  brethren  were  continaed  with  the  privilege 
ofbringie^  up  their  examination  in  Church  History  next  year. 
Rubin  David  was  called,  and  on  the  motion  of  his  Presiding  Elder 
was  discontinued. 

Priyilefifes  to  visitors.— On  the  motion  of  E.  W.  Parker  the 
visiting  brethren  were  accorded  the  privileges  of  participating  in  the 
deliberations  of  the  Conference. 

Thirtieth  Question. — The  thirtieth  question  was  taken  ap, 
**  Where  shall  the  next  Conference  be  held^?''    Lucknow  was  chosen. 

Committee  on    Sanitariums.— On  the  motion  of  J.  C. 

Batcher,  the  missionaries  of  Naini  Tal,  the  Presiding  Elder  of  the 
Eumaon  District,  and  F.  L.  Neeld  were  appointed  the  Committee  on 
Sanitariums. 

Delegates  to  Central  Conference. —The  order  of  the  day 

was  taken  up  and  the  Conference  proceeded  to  the  election  of  dele- 
gates to  Central  Conference.  F,  L,  Neeld,  L.  A.  Core,  S.  8.  Dease 
and  W.  Peters  were  appointed  tellers,  and  upon  taking  up  the  ballots 
retired. 

Twenty-second  Question.— The  twenty-second  question^ 
*'  Who  are  the  Supernumerary  Preachers  ?  '*  was  taken  up.  The 
name  of  Thomas  Craven  was  called,  his  character  passed*  and 
on  motion  of  his  Presiding  Elder,  he  was  continued  in  the  supernu- 
merary relation.  The  names  of  the  following  brethren  were  called, 
their  characters  were  passed,  and  on  the  motion  of  their  Presiding 
Elders  they  were  made  effective:  F.  W.  Foote,  J.  W.  Waugh,  T.  /. 
Scott,  K.  L.  Rockey. 

Correspondence   with  Brethren  in    America.— On  the 

motion  of  J.  T,  MoMahon,  the  Oorresponding^Secretary  was  requested 
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to  reply  to  Brothflw  8tttiit«,  Scott,  Craven  and  Eookey,  on  Jenve  to 
Amerioa,  who  had  addreasel  fraternal  letters  to  the  Oonferenoe 

Central  Conference  Delegates-First  Ballot—The  report 

of  the  tellers  was  annouaeed  that  the  following  brethrun  were  eleofc- 
^  Central  Oon£e«nee  delegates  :  E.  W.  Parker.  W.  Peters,  P.  L. 
Neeld,  S.  Tapper  8.  Knowles.  8. 8.  Dense,  H.  A.  Cutting.  A  second 
ballot  Was  ordered,  to  eleot  the  remaining  three  delegates  reqnired 

Ninth  Qnestion  -The  ninth  question,  "  What  membera  ^re 
in  studies  of  the  fourth  year?"  was  taken  up.  The  names  of  the 
followingbfethren  were  called,  they  gave  their  reports,  their  oharao- 
tew  were  passed,  the  committee  reported  them  passed  in  their  studiee. 
and  they  were  advanced  to  the  fourth  year's  class  •  David  A.  Chow^ 
Behari  Lai  I,  Sabln  Uansell,  Shib  Datt  8anwal,  Bahadur  S  Phillii,' 
Fari  MMih,RamSakh  Franklin.  John  P.  Samuel,  BideoPer.h.3' 
Aaron  Sweet  (on  motion  of  bis  Presiding  Elder  he  was  also  elected 
n  «j<»"»0"l«"  "''•J"  Missionary  rub);  Albert  G.  MoArthur. 
Ddvid  L.  Thoburn  (passed  in  addition  to  the  English  of  the  third 
year  the  Vernacular  studies  of  the  sec«nd  and  third  years  and  in 
English  translation,  Urdu  translation  and  Mizan-nl  Haoo  of  th« 
fourth  year);  William  W  Ashe  (in  addition  to  the  kngJSJ  ISL 
o^^  the  third  year,  p.„ed  the  Vernacular  studies  of  the  second  you 
With  the  exception  of  Hindi  Grammar).  ' 

Central  Conference   Delegates-Second  Ballot -The 

tellers  reported  no  election  on  the  second  ballot  for  Central  O^ 
ferenee  Delegates,  and  a  third  was  ordered.  °"" 

Tenth Qnestipn.-The  tenth  question  was  taken  up  •  "  Wh.f 
members  have  completed  the  Conference  Course  of  Study?*  The  namM 
of  the  foUowing  brethren  were  called,  they  gave  their  wnorta?^-^ 
•h^«,ters  were  passed,  the  committee  r«Jorted  them  p3in  SS 
studies  and  on  tl  e  motion  of  their  Presiding  Elders  they  wS  Zl.^ 
ed  to  the  class  of  effective  Elders :  Goo.  C^Hewes  (J^llTEnXt 
and  Vernacular  studies  of  the  third  year  except  Persian  O^^lm!^ 
and  Bagh-o-Bahar.  and  in  the  Vernacular  fourth  JSi^  M^f„  ,' 
HBqq);Baikaa  Wilson.  Samuel  Phillip.  ^^^  Miean-nl- 

Central  Conference  Delegates— Third  BallAt  -_Th-  *-iu 

reported  L.  K  Core,  fl.  L.  Muk^Ji  and  C  T  fijf  Jeo^^'cSS 
Conference  Delegates  on  the  third  baUot.  On  motion  «fTn> 
Butcher,  the  three  brethren  receiving  the  next  h.>*l.f  „  L  ^\ 
-TPte.  on  the  first  ballot  after  those  elected.  wJe  chi^n  lZi^\°^ 
namely:  W.  R.  Bowen,  W.  A.  Mnnsell,  J   H   Sll  "'•°"°  *'*«™«»f», 

General  Conference  Delegates—The  conference  hB«.n«^.; 

proceeded  to  vote  for  General  Oonf.renoe  DeteMteVtn  «^«^I^  '^^ 
with  the  order  of  the  day.  and  .  ballot  being  ttkS  the  Sll'StSr^ 
Eleventh  Qnestion.-The  eleventh  questioS  wasSed.'% 
othenhavo  been  elected  and  ordained  Dea^ns?"  The  foUowinir  ^th 
ren  were  called,  they  wore  recommended  by  their  aZft  n  J* 
ferences,  represented  by  their  Presiding  Elders  tLS^'^^.: 
their  reqvred  studies  and  elected  to  Deacon's  orders  wTSJ^ij' 
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en:  Daniel  Sigler,  PrabWia  Dayal,  Saadermaiii,  Ofaatuf  Sing^^  BboU 
S.  Baddeo,  Boddha  Robert,  Joseph  Jacob,  Nadir  Shah,  JbaU>tt 
Lai,  KwankiD, 

(General  Oonferenee  Delegatea  —The  tellen  reported  the 

resnlt  of  the  ballot  for  Geneml  Gonfereaoe  delegatea :  B,  W.  Parker 
and  T.  i.  Soott  were  elected. 

On  motion  of  £.  W.  Parker  the  Secretary  was  itistraoted  to  oaal 
the  bftUct  of  the  Conference  f6r  J.  G.  Batcher  and  T,  Orai^«ti  as  r6> 
aerres. 

AcUoQUlllieat. — The  annoaneementa  were  made,  the  dovdogj 
8ung|  the  benediction  pronounced  by  Bishop  Walden  and  the  Ooo« 
lerenee  aAJournedb 


Fourth    Dat, 


Babullt,  Satvrdat,  11th  Jannaiy,  18M. 

Opening  Bxercifles— Oonferenee  oonTcned  at  11  a.  k,.  Bishop 
Thobnrn  prcsiiding.  The  opening  exeroiBOs  were  conducted  by  JT, 
Blaokstock. 

JoWHttl'^The  minates  of  the  preceding  session  irsre  read  in 
Eogliah  and  Vernftcnlar  and,  after  correction,  approved. 

Bishop  Thobnrn  was  called  away  by  other  business,  sand  in  hie 
absence  Bishop  Walden  took  the  chair. 

Fonrth  Question- — The  fourth  question  was  called,  **.Wbo 
have  been  Keceived  on  Trial  ?  "  The  following  brethren  having  been 
fccommended  by  their  OistrictOonferenoes,  were  represented  by  their 
]^rasiding  Slders,  the  committee  on  Admission  reported  favorably 
upon  each  of  them,  and  after  having  been  called  forward  and 
addressed  by  the  Bishop  upon  the  responsibilities  they  were  about 
to  assume,  they  were  admitted  to  the  Conference  on  trial :  Nisam  All, 
Joshua  8.  Samuel,  Joshua  Solomon,  Benjamin  Marqus,  Belli  It. 
Pass»  Joseph  Jftooh,  Bahadur  Singh,  Oaofs  Nath,  Joseph  Dysell. 
Tne  names  of  Lewis  J,  McGee,  Bbola  S  Budden  and  Bhola  Singh  wens 
called.  On  motion,  their  Presiding  Elders  were  permitted  to  witb^ 
draw  ^he  names  and  to  continue  the  brethren  in  the  work. 

Horth  India  Conference  Minntes  at  Gteneral  Ckmfw- 

ence* — On  motion  of  J.  fl.  Gil),  the  following  extract  from  a  letter 
from  Rev«  D.  S.  Monroe,  D.  D.,  Secretary  of  the  last  General  Con- 
ference! was  ordered  to  be  published  in  the  minutes. 

AiAOOVA,  PBfN^  November  96, 18SS. 
^■^Rsv.  W.  A.  Mabssll, 

Sfy  Jhar  BrolAtfr.^Toun  of  Ootober,  SSrd  ii  to  hand.  The  mimMSB  Of 
the  North  India  Gonferenoe  (1889,  1890, 1891, 1893)  bound  together,  are  In  »? 
pogoenniom.  with  other  Oenml  Oonferenoe  dooumeDts.  They  may  have  reached 
me  alter  adjoonaent.       »  a  e  •  ^       ^ 

(9d.)  D.  8. 
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Bishop  Thoburo  having  reiarned^  reaamed  the  ohair. 

Rev.  T.  8.  Wynkoop— North  India  Bible  Society.— Tb^ 

Bev.  T.  S.  WjDcoop,  Seoretary  of  the  North  India  fiibl&  Society, 
was  iotroduced  to  the  Conferenoe  and  addressed  it  in  behalf  of  tbfl 
Bible  Society. 

F.  L.  Neeld  presented  tbe  following  resolation^  wbif b  was 
adopted. 

Ruoiudj  That  we  have  heard  with  pleasure  the  address  of  Rev.  T»Sk 
Wyokoop^  the'  Secretary^  of  tbe  North  India  Bible  Society,  and  we  rejoice  fsnaX- 
It  in  the  great  increue  in  tbe  circalation  of  Bibles  that  has  been  efifeoted  during 
the  past  year,  and  ve  recommend  that  in  each  of  our  circuits  in  tbe  North  India 
Confereo're  one  day  annnally  be  appointed  for  special  prayer  on  behalf  of  the 
work  of  the  Bible  S«)ciety,  and  that  we  continue  to  take  up  our  annual  colleo- 
tioii  for  that  work.  J.  H«  Giiit,  F.  L.  Neeld,  J.  BLAoaaTOOK. 

Rev.  F-  F.  Longman. — The  Rev.  F.  F.  Longman,  of  the  Lon« 
don  Mission,  Almors,  was  introdnoed  to  tbe  Ounferenoe. 

The  Twelfth  Question.— The  twelfth  qnestioa  was  taken  up: 

"  What  others  have  been  elected  Elders  ? ''  The  names  of  tbe  follow* 
ing  bretbren  were  called,  they  were  recommended  by  their  .  District 
Oonferences,  represented  by  their  Presiding  Elders,  reported  passed 
in  tlte  required  stadies,  snd  were  elected  to  Elder's  orders  as  Local 
Deacons:  Edward  Thompson,  Moti  Lai,  Girdbari  Lai. 

O.  D.  Presgraye,  8abin  Mansell  snd  D.  M.  Butler  were  on 
motion  of  their  Presiding  Elders  elected  to  Eider's  orders  under  tbe 
ICissiouary  Rale. 

Sabbath  Observance.— A  petition  to  His  Excellency  tbe 
Viceroy  and  Gorernojir-Oeneral  on  the  subject  of  enacting  a  law 
making  Sunday  a  legal  d%e9  non  in  India  was  read,  and  on  motion 
of  «r.  W.  Robinson  was  adopted  by  the  Conference,  and  the  Secretary 
instructed  to  forward  tbe  petition. 

Bishop  Walden's  Address— Bi&bup  Walden  at  this  point 

addreeeed  toe  Conference  more  at  length  than  he  bad  previously  had 
opportunity  to  do,  on  general  missionary  topics  and  the  relation  of 
the  mission  fields'to  the  home  church. 

Order  of  the  Day.— On  motion  of  J.  H.  Gill,  it  was  re;- 
solyed  that  on  Monday  at  II  ▲.  m.,  immediately  after  tbe  opening 
of  Conference,  an  address  on  mission  work  in  China  by  the  Rev  • 
Spencer  Lewis,  Soperintendent  of  the  West  China  Mission,  be  mad^ 
the  order  of  tbe  day. 

Beid  Ohri3tian  OoIIege  Trustees.— On  motion  of  W.  A. 

Mansell,  tbe  following  members  were  elected  on  tbe  Bosrd  of  Trua- 
tees  of  the  lieid  Christian  College :  R.  Clancy  to  succeed  K.  Hos- 
kins,  J.  E.  Scott  and  E.  W.  Parker  to  succeed  themselves  on  expir- 
ation of  term,  J.  B.  Thomas  in  place  of  H.  C.  Stuntz,  on  leave  to 
America,  and  L.  A.  Core  in  place  of  J.  C.  Butcher,  on  leave  to  America. 

Theological  School  Trustees— On  motion  of  F.  L.  Keeld, 

the  following  members  were  elected  on  Board  of  Trustees  of  tbe 
Theological  Seminary  and  Normal  School  : — 8.  S.  Beaae  to  succeed 
J.  C.  Butcher,  W.  R.  Bowen  and  F.  G.  H.  Uousden,  Esq.,  to  succeed 
themselves  on  expiration  of  term,  L,  A.  Core  in  place  of  T.  Graven, 


2a  MINUTES  OF  CONFERENCE. 

on  leave  to   Americft,   and  C.   L.   Bare   in    place  of    F.  L,    Neeld 
refiigned. 

Local  Oommitteei  Naini  Tal  Schools— On  motion  af  s.  S. 

Dease,  F.  L.  Neeld  wan  elected  on  the  Local   Committee  of  the  Naini 
Tal  Schools  in  place  of  J   C.  Butcher,  on  leave  to  America. 

A4Joanimeilt  -*-Tbe  aDnouncements  were  made,  the  dozology 
snnp;,  the  henediction  pronoauced  by  J.  £.  Scott  and  the  Confer- 
ence adjourned. 

Fifth    Day. 

First  Session. 

Barbillt,  Mondat,  1 3th  January^  1896.  '' 

OpcninflrExerciseB.—CoDfereDce  convened  at  11  a.  h..  Bishop 
Thoburn  presiding.     S.  iRnowles  condiioted  the  opening  ej^erci^ea. 

Journal. — The  minutes  of  the  preceding  session  were. read 
in  English-  and  Vernacolar  and  after  correction  approved. 

Order  of  the  Day— Address  by  Rev.  Spencer  Leif(ris.--^ 

The  order  of  the  day  was  called  and  the  Rev.  Spencei*  Lewis^ 
Soperintendent  of  the  West  China  Mission  addressed  the  Conferonce 
on  mission    work  in  Chins. 

Oertiflcate  of  Ordination.—The  following  certifioato  of  ordi- 
nation was  presented  by  the  Bishop. 

This  otrtifies  that  in  Bareilly.  on  Sunday,  the  12th  day  of  Januar;*, 
1896,  in  accordance  with  the  Discipline  of  the  Methodis*-  Episco- 
pal Church,  I  ordained  as  Deacons,  Harvey  L.  Rosooe^  David  ^igler, 
Prabhu  DayaK  Sandarmani,  Kwankin,  Ctiatur  Singh,  fihola  S. 
Bndden,  Buddha  Robert,  Joseph  Jacob,  Nadir  Shah,  Jhsbhu  Lai; 
and  as  Eiders,  Grafton  D.  Presgrave,  David  M.  Butler,  Sabin 
Mansell,  Aoron  Sweet,  Edward  Thomsrn,  Moti  Lei,  Girdhari 
Lai.  Given  under  my  ha^id  in  Bareilly  on  the  13tK  day  of  January', 
1896.  J.  M  Thobobn,  Bishop, 

Oommittoe  on  Memoirs — On  motion  of  W.  a.  Mansell  the 

•Oommittee  on  Memoiia  was  appointed.  The  Bishop  appointed  H.  A, 
Outting.  W.  M.  Scott  and  K.  S.  Franklin. 

Vote  on  Amendment  to  Bestrictiye  Rules.— Upon  the 

motion  of  H.  L.  Roscoe^  tbe  Conference  proceeded  to  vote  ou  the 
amendments  to  the  restrictive  rules.  The  proposition  sent  dowh  by 
the  Baltimore  and  Colorado  Conferences  was  laid  before  the  Confer- 
ence. A  vote  being  taken,  thirty-four  voted  in  favour  of  the 
amendment  and  nineteen  against  it.  The  proposition  sent  down 
by  the  General  Conference  was  laid  before  the  Conference.  Tbe 
members  declined  to  vote  upon  it 

Batioof  Ministerial  Representation.— The  Colorado  Confer- 
ence proposition  with  reference  to  ratio  of  ministeiial  representation 
was  laid  before -the  Conference.  A  vote  being  taken,'  forty-six  vote^ 
in  !avour-of  the  amendment  proposed,  and  three  agaiuBt  it.  '    ' 
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Time  of  A<yonrnment.— On  motion  of  E.  W.  Parker  it  was 
resolved  to  adjourn  Conference  after  an  evening  session  this  day. 

Rev.  Spencer  Lewis. — J.  H.  Gill  moved  the  following  resola- 
tion»  which  was  adopted  by  the  Oonferenoe: — 

Retoived,  That  it  has  ^iven  U8  ^at  pleasure  as  a  Oonferenoe^  to  reoeive  a 
visit  from  Rev.Spenoer  Lewis,  Superintendent  of  the  West  China  Mission,  and  to 
hear  hit  address  on  mission  work  in  the  field  where  he  has  labored  for  so  many 
years,  and  that  we  pledge  onrseWes  to  remember  with  prayerful  interest  the  work 
in  that  field. 

J.  H.  OiLL, 

J.  li.  HOITFHBST. 

S.  Kmowlbs, 
J.  Blaokstook. 


of  time  to  speakers. — On  motion  of  J.  W.  KobinspD,. 
the.timA  allowed  to  each  speaker  in  Oonfereiioe  wms  limited  to  two 
minutes. 

Report  of  Oommittee  on  Statistics.-  -S.  S.  Dease  pre- 
sented the  report  of  the  Committee  on  Statistics,  which  was  on  mo- 
tion adopted.    {See  Reporu) 

Financial  Report  of  Reid  Ohristian  College— W.  A. 

Manaell  presented  the  financial  report  of  the  Reid  Christian  CoUegef 
which  was  on  th<>  motion  of  J.W  Robinson  adopted  and  placed  on  file.. 

Financial  Report  of  Methodist  Publishing  House.— The 

Senior  Agent  of  the  Publishing  House  placed  on  the  table  for  file  the 
financial  report  of  the  Publishing  House  which  had  already  been, 
read  in  his  Presiding  Elder's  report. 

Minutes  of  the  Sitapur  and  Oarhwal  District  Oonferen- 

Ces.-ri*he  Presiding  Siders  of  Sitapur,  and  Garhwsl  Districts  placed 
on  the  table  the  minutes  of  their  district  conferences- 

lataqad  Masih,  Rubin  David.— Parchments  returned.— 

The  Presiding  Elder  of  the  Oudh  District  reported  that  the  Parch- 
ments of  lataqad  Masih  and  Rubin  David  had  been  returned 
And  deposited  with  the  Secretary  to  be  placed  on  file.| 

Published  Minutes  made  the  Official  Record. -On  the 

motion  of  J.  W.  Robinson,  it  was  voted  that  the  published  minutes  of 
the  North  India  Conference  for  1898,  1894,  1896  and  1896  be  rec- 
ognized   by  the  Conference  as  its   oflSoial  record. 

England  and  the  United  States.— J.  H.  Gill  presented  the 

following  resolution,   which  was  adopted  hy  the  Oonferenoe. 

WUreeL»^  we  have  noticed  with  pi^nful  interest  that  the  amicable  ralatioiia 
80  long  maintained  between  EngUnd  and  United  States  of  America  have  recent^ 
lybeen  endansered, 

Ruolvtd,  That  we,  the  members  of  the  North  India  Annual  Oonferenoe, 
repreeentinff  a  Christian  comumnity  of  nearly  CO.OOO  people  in  the  N.-W.  P. 
and  Oodh,  deeply  deplore  the  posBibtiity  of  any  armed  conflict  between  these  na- 


tions. That  while  we  watch  the  sitnatlon  we  pledge  ourselves  to  unite  in  prayer  to 
tied  for*  an  honorable  adjustment  of  the  difficulties  not«>d,  that  God  may 
grant  peace  in  onr  day  and  generation,  and  that  the  United  States  and  Englana 


may  be  restrained  from  open  conflict  and  welded  together  in  such  fraternal 
Donids  as  will  continue  to  better  the  leavening  power  of  civilization,  for  which 
tiiey  have  long  been  noted. 

J.  L.   HUKPRBET, 

T.  J.  MoMahon, 
J.  H.  GiLU 
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UisBes  Baird  and  Fiatler. — W.  A.  Manseli  presested  the 

foIlowiDg  resolution  which  was  adopted  bj  the  Conference  by  a  riaiog 
vote,  and  the  Secretary  was  instr acted  to  send  a  copy  to  the  ladies, 
and  to  their    Mission    Board. 

Whereat^  MiRses  Baird  and  Fistler  of  the  American  Fnenda*  Miaaion  have 
been  for  the  past  three  years  aioonj?  us,  hoMing  aiypointmenta  in  oar  misaioii 
for   two   yean,    at  Muttra  in  1893-4  and  Lncknow,  1895,  therefore^ 

Sejoli-Mf,— That  we  put  on  record  our  high  appreciation  of  their  faithful 
serrice  for  the  cause  and  kingdom  of  Christ  in  our  midst.  They  have  been  sue* 
eessfnl  in  all  the  work  committed  to  their  care.  Their  evangelistic  services  have 
been  owned  and  blessed  of  God.  Their  zeal  and  devotion  and  Christ-like  Spirit 
have  endeared  them  to  all  their  fellow- workers,  and  while  we  shall  be  sorry  to  lose 
them  from  our  midst,  we  rejoice  in  the  providence  which  enables  them  to  carry  ont 
their  plan  to  found  a  new  mission  in  unoi>ened  territory.  We  pray  the  Lord  of  the 
vineyard  who  commissioned  them  for  service,  to  grant  them  aisooDstant  pvesence 
aad  blessing  and  rich  reward  for  their  lab<Mr. 

J.  W.  RoBiiiaQR. 
W.  A.  BiANsnu 
K  W.  Pabkbb. 

Exchange  of  Oonference  Minutes  in  India  —G.  G  Hewet 

presented  the  following  resolution,  which  was  adopted  by  the  ood- 
ferenoe. 

fVkereas,  the  missionaries  of  the  various  Conferences  in  India  are  deeply 
interested  in  each  other*8  success  and  desire  all  possible  information  in  regard 
to  each  other's  work. 

SeaolMd,  That  the  Oonferenoe  Seeietary  be  iastmcted  to  send  a  eopy  of 
our  Conference  Minutes  annually  to  each  missionary  of  the  other  oonfereBiCes^ef 
India  and  Malaysia  with  the  request  that  these  conferences  may  co-opeiate  with 
OB  in  this  matter. 

G.  O.  HswBS. 

Memoir,  Nattha  Bingh.— The  fifteenth  qnestion  '*  Who  have 
died?"  was  called.  The  name  of  Nattha  8ingh  was  called,  (ind  th^ 
Oom  miitee  on  Memoirs  read  its  report,  which  was  adopted  (See  EeporU), 

Financial  Report  of  the  Theological  School. — F.  L.  Neeld 

placed  on  the  table  for  file  the  financial  report  of  the  Theological 
Semi  nary  and  Normal  School  for  1695. 

Report  of  the  Oommittee  on  Temperance.— The  report  off 

the  oommittee  ou  lemperauce  was  presented   by  G.  L.  Bare   and 

adopted  by  the  Conference,  (See  Eepori), 

Report  of  the  Board  of  Supervision  of  Deaconess  work. 

— The  report  of  the  Board  of  Supervision  of  Deaconess  work  was 
presented  by  F.  L.  Keetd  and  accepted  by  the  Conference.  (See 
reports.) 

Adjournment. — The  Conference  adjourned  after  the  benedio- 
tion  pronounced  by  Bishop  Thohurn. 

8BCOND  Smsioh. 

Barsillt,  Mohdat,  ISth  January,  1806. 

Opening  Exercises.— The  Conference  convened  for  its  second 
fleesion  at  6  P.  M.,  Bishop  Thoburn  presiding.  J.  Blackstoek  led  fan 
opening  prayer, 

Jonmed. — The  minutes  of  the  preceding  aession  were  read  aad. 
approved. 
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TwenJ^'foorth  Questimi.— Ttte  Tvrenty-fottrth  question  was 
CAlled,  "  Who  are  the  Triers  of  Appeals  ?  "  Oa  motioa  of  J.  B. 
Thdmaa  the  following  were  elected  Triers  of  Appeals :  J.  jfilacksbock, 
W.  W.  Ashe,  J.  H.  Messmore,  J.  H.  Gill,  W.  R.  Bowen,  B.  F. 
Oocker,  M.  Stephen. 

Twenty-sixth  Question.— The  twenty-sixth  qaestlon  was 
called,  **  What  is  the  aggregate  of  the  bene^alent  collections  as  re- 
ported by  the  Conference  Treasurer?"  The  treasurer  reported 
Bs.  1,655. 

Twettty-serenth  Question.— The  twenty  ^seventh  qaestioTi 
was  called^  ^  What  are  the  claims  on  the  Conference  Fund?'' 
The  report  of  the  Conference  Stewards  was  prsented  by  G.  L.  Bare, 
which  was  adopted  and  plaeed  on  file  : 

Standuig  Oommittees.— On  motion  of  J.  B.  Thomas  the  fol- 
lowing were  elected  on  the  Standing  Committees : 

StaHstM.S.  8.  Dease,  D.  L.  Thoharn.  &  B.  Ferguaou,  6.  D. 
Presigra?a» 

State  of  the  Church.— Q.  L.  Bare,  F.  Ptesgrave,  H.  K.  List,  L. 
Oatlar. 

JSunday  Schools,— h,  A.  Core,  6.  H.  Frey,  J.  F.  Samnel,  W, 
R.   Bowen. 

Temperance.^ J.  L.  Humphrey,  D,  M.  Butler,  S.  Paul,  P.  W. 
Greenwold. 

* 

VuhUehing  Minutes. — Secretaries,  and  Agents  of  the  Pablishtog 
House,  Laolmow. 

FubUe  J^0i'ship,-^E.  W.  Parker,   J.  W.  Robinson,  H.  J.  Adams. 

Oommittee  on  Conference  Relations— On  motion  of  j.  b. 

Thomas  the  following  were  elected  Oommittee  on  Conference  Rela- 
tions :  J.  H.  Meissmore,  F.  L.  Neeld,  J.  Blaokstook,  H.  K.  List 
Jaa.  Jordon. 

Xpwortli  League  Board  of  Oontrol.— On  motion  of  J.  (x 

Bnteher  the  following  W(^re  elected  Epworth  Leagae  Board-of  Oosi- 
trol  !  J.  B.  Thona«,  Misa  Sheldon,  L.  A.  Core,  Miss  Gbllimoro, 
W.  A.  Manaell. 

Report  of  tiie  Oommittee  on  the  State  of  the  Ohurch.— 

I#.  A»  Cere^  presented  the  report  of  the  Oommittee  on  the  State  of 
the  Qharoh,  which  was  adopted.      (See  Reports,) 

Finance  Oommittee. — On  the  motion  of  J.  C.  Butcher  the 
Otnferetice  prooeeded  to  the  election  of  the  Finance  Committee.  The 
Risbop  made  the  nominations,  appointed  H.  L«  Roscoe,  W.  Peters, 
H.  A  Cutting  and  J.  H.  Gill  tellers,  and  the  ballot  being  taken 
the  tellers  retired. 

OoQections  fbr  the  Bible  Society.— The  Rev.  T.  S  Wju- 

koopof  the  North  India  Bible  Society  reported  that  Rs.  266  had 
been  collected  from  the  churches  in  this  Confernce,  only  one  of  which 
Inii  ewMbtittd  last  year* 
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Corresponding  Secretary.— On  the  motioa  of  E.  W.  Parker' 

F«  L    Netla  waci  elected  Oorrespoodiog  Beoretarj. 

Bishop  Walden.— At  this  point  fiisbop  Walden^  with  a  few 
earnettt  and  encouraging  words,  bade  farewell  to  the  Conference*  C. 
L.  Bare  presented  tbe  following  resolntioni  which  was  adopted  by  a 
rising  vote. 

Ruoltedt  That  it  has  given  us  great  pleasare  to  haYe  the  Rev.  Bishop  John 
M.  Walden,  D.  i>.,  LL.  D.,  in  our  midBt  and  to  enjoy  bis  inBtmctive  aermon  and 
addreasos  and  bis  wise  coansela.  His  deep  interest  in  every  kind  of  miaaion  work 
has  greatly  impressed  as.  We  trust  that  our  Heavenly  Father  will  prosper  him 
in  his  world-wide  journeys,  and  fipreatly  bless  throngb  bia  services  the  oburob  in 
America,  in  awakening  a  deeper  interest  in  tbe  great  cause  of  ..missions. 

0.  L.  Babb,  Pbaoht  T.  Wzuom, 

8.  TUPPBB,    S.  KVOWLBS, 

B.  W.  Pabksb,  Wic  Prbbs. 

Report  of  Auditors. — /.  0.  Butcher  presented  tbe  report  of 
the  Auditors,  which  was  accepted.     {8te  Beporte.) 

Treasaret  of  the  Board  for  the  Oonference.— On  tbe  motion 

of  F.  L.  Neeid,   E.    W.    Parker  was  nominated  Treasurer  of  tie 
Board  for  this  Gonfereoce. 

Assistant  Treasurer.-— On  the  motion  of  £.  W.  Farker^ 

D.  L.  Thoburu  was  nominated  Assistant  Treasurer  of  theBoard. 

Board  of  Education  Report —L.  A.  Core  presented  the  re- 
port of  the  Board  of  £ductttioD,  wbicb  was  adopted.     (See  BeporU,) 

Report  ot  Oommittee  on  Sunday  Schools.— J.  L.  Hum- 
phrey presented  the  report  of  the  Committee  op  Sunday  Schools, 
wbicb  was  adopted.     {Ste  Beports,) 

Auditing  Oommittee.— The  Bishop  nominated  the  following 
Auditors,  who  were  on  motion  of  S.  Tupper  elected  s  J,  Blaokstock, 
G.  0.  Hewes,  L.  A.  Core,  J.  W.  Robinson,  8.  6.  Dease. 

Oawnpore  Qirls'  High  School.— E.  W.  Parker  presented  the 
following  resolution,  which  was  adopted. 

Beiolved,  That  we  very  much  regret  that  a  wrong  impression  has  been 
made  in  the  General  Bzecutive  Committee  of  the  Woman's  Foreign  Missionary 
Society  concerning  the  Oawnpore  GirlH*  School,  and  we  trust  that  the«  North- West 
India  Conference  may  take  means  to  remove  the  wrong  impression  and  to  con- 
tinue the  school  in  its  present  efficiency  ;  and  further  that  this  eommunieatioa 
be  forwarded  by  the  Secretary  to  the  North- West  India  Conference. 

£.  VV.  PARKia, 

S.  S.    DBASE. 

Philander  Smith  Institute   and  Oak  Openings.— fl.  L. 

Koscoe  presented  the  following  resolution,  which  was  adopted : 

Retoltedj  That  we  appoint  a  committee  of  three  to  meet  a  similar  com- 
mittee apix)inted  by  the  North- West  India  Conference  to  consider  the  advis- 
ability of  uniting  the  Philander  Smith  Institute  and  the  Oak  Openings  High 
School,  and  locating  the  school  for  North  and  North  West  India  at  Oak 
Openings,  Naini  Tal. 

2.  Furtherresolvedthat  we  request  the  North- West  India  Conference  to 
appoint  a  similar  committee. 

H.  L.  Rosoos, 
D.  L.  Thobdbk. 

In  accordance  with  the  above  resolation  the  Bishop  i4>pointei 
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frp^  this  CoQfereiici». 

Hl^toricajl  Records  of  the  Mission*- J.  L.  Humphrey 

presented  Dbe  foUpsring  resolatioD,  which   was  adopted: 

Bsidved,  That  each  preacher-in-chaige  be  reqaented  to  provide  a  suitable 
bl^ok  bopk  and  enter  in  it  a  summarized  statement  of  the  prominent  events  in  the 
history  6[  the  mission  represented  by  him  and  that  a  record  be  kept  of  interest- 
hiff  eveots  that  transpire,  as  a  part  of  the  reoords  of  the  station. 

8.  That  the  Presiding  Uders  be  requesed  to  call  the  attention  oi  the 
brethvea  to  this  subject  and  use  their  influence  to  liave  this  oamfully  attended  to. 

J.  L.  HofPH^Ti 

Sa    Sa 


Oommittee. — The  telleiB  reported  the  resnlt  of 
the  ballot  for  Finance  Como^ittee.  The  following  memberfl  were 
elected :    S.  Tapper,  H.  If.  Mukerji,  S.  S.  Dease,  L.  A.  Core. 

Oa  motion  of  J.  T.  McMahon.  the  Secretary  was  metrocted  to 
cast  the  ballot  of  the  Conference  for  M.  Stephen  and  G.  L,  Bare 
(they  haTiQg  received  the  next  highedt  nnmber  of  votes)  for  the 
reipaining  two  members. 

Finance  Oommittee    Alternates.— On  motion  of  J  a  0. 

Batcher  the  following  were  elected  alternates :  J.  9.  Messmore 
W.  A,  S^AAsaU,  .S.  ]^al,  Shib  Datt  Sanwal. 

Oonference    Historical   Society.— On  motion   of  E.  W. 

Parker  the  following  were  elected  officers  of  the  Qoalereace  Historical 
Society  and  constituted  an  Executive  Oommittee  to  see  that 
the  provisions  of  J.  L.  Humphrey's  resolution  are  carried  oat. 
President,  J.  L.  Hamphrey ;  Sicittary^  G.  L.  Bare ;  Treoiurer^ 
W.  A.  Mansell, 

Conference  Literary  Society.— On  moHon  of  J.  B.  Thomas ' 

the  following  were  elected  officers  of  the  Conference  Literary  Society; 
President,  S.  8.  Dease;  Vice  Preeident^  J.  L.  Hamphrey ;  Se^e- 
iary  and  Treasurer,  C.  L.  Bare;  to  dsUver  the  Lecture  in  1897,  D.  L, 
Thobarn. 

Bishop  Thobnm.— D.  M.  Batler  presented  the  following 
resolution,  which  was  adopted  by  the  Confere|ioe  by  a.  risLoig  vote. 

Ham  Khudi  ke  nih&yat  dar je  Bhukrspzir  haia  ki  wuh  hamto  har  dilr^* 
BiBhopThoburn  SAhib  ko  jo  ham&re  aurtiamiri  mulk  VX  bihhtldi  ke  liya  hazi' 
j4n  ee  fiknnfi^  rahte  haio  salAmatl  ke  sith  wdpas  Uyi,  aiai  ki  wuhhamire  mulk 
ke  liye  bihtair  se  bihtar  intixAm  kp  karne  aur  apnf  dAr-andash  c  ^hair-andesh  naai* 
hatoQ  ae  hamiri  madad  karte  raheo.  Hamiri  du4^  hai  ki  ^udA  un  Iko  aur  un 
ke  Vhtodfti  ko  bail  baiakat  aur  ymr-dac4B4  bal^iahe. 

S.TUFPK9, 

H.  Ja    ADAXSf 

H.  L  MuDcsanii 

BasolntiOtt  of  Tlianks*— D^  L.  Th<^bur;u  prea^tod  the 
following  resolution  which  was  adopted  by  a  risiiig  voie. 


«-^That  We,  the  membera  of  the  NoTth.India  Ooaferanoe,  hereby 
•xprew  oi»  heiarty  thauka  to  the  icissionanes  and  rwide^ty  of  ^ai^lyforthe 
vaqre  xpiBUeot  Airangemenii  u^ade  by  theiq^  f off^the  session  o£  this  Cdnfereuqe.' 

X  W.  ROBINSOM* 

IX  Ik  THOBuaHf  . 
S.  a  DiASi. 
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New  Translation  of  the  Discipline.— On  motion  of  J. 

H.  Gill  it  was  voted  to  auk  the  Central  Conferenoe  to  anthorize  and 
arrange  for  a  new  Hindustani  translation  of  the  Discipline  after 
the  General  Conferencei  and  that  a  yersion  in  Hindi  be  also  re* 
faested. 

Committee  to  call  on  His  Honor  the  Lientenant-Gover- 

nor. — On  motion  of  J.  L.  finmphrey  it  was  resolved  that  a  com* 
mittee  of  tbree  be  appointed  to  call  on  His  Honor,  Sir  Antony 
McDonnell,  K.  G.  8- 1.,  the  newly  appointed  Lientenant-Govemor  of 
these  Provinces,  to  lay  before  him  the  character  and  extent  of  onr 
work,   J.  L.  Hamphrey,  S.  S.  Dease,  and  F.  L.  Neeld  were  appointed. 

Transfer,  D-  P.  Kidder.— The  Biahop  announced  the  trans- 
fer of  D.  P.  Kidder  from   the  North- We^t  India  Conference. 

A4ionrnment.— On  motion  of  J.  C.  Butcher  it  was  Toted 
to  adjourn  after  the  reading  of  the  minutes  and  hearing  the  ap- 
pointments- 

The  Minutes  were  read,  the  Bishop  read  the  appointments, 
ofiered  a  closing  prayer,  pronounced  the  benediction  and  the 
Gonferenoe  adjourned. 

W.  A.  UAKSELL,  J.  M.  THOBUBN. 

S^cretafy. 


PROGBAHMB  OE  ANNIYEBSARIBS  AND   RELIGIOUS 

SERVICES. 

Prayer  meetings  daUy  at  S  oWoeka,  m.,  and  0  cfdoek  p.  m. 

Tuesday,  January  7Ui,  8  ▲.  m.,  Examinations  ;  6  p.  m..  Conference 
Sermon  by  H.  J.  Adams. 

Wednesday,  January  8th,  6  p.  m.,  Conrention  on  Pastoral  Work, 
chairman,  J.  T,  McMahon ;  Speakers,  G.  L.  Bare,  S.  Tupper. 

Thursday,  January  9ih,  6  p.  m.,  Educational  meeting,  chairman,  J. 
Blackstock;  Speakers,  L.  A.   Core,  G.  C.  Hewes,  F.  L.  NeekL 

Friday,  January  10th,  6  p.  m.,  Address  on  Africa  by  Bishop  John 
M.  Walden,  D.  D.,LL.  D. 

Saturday,  January  11th,  6  p.  k.,  Historical  and  Literary  Societies' 
Anniversary,  chairman,  J.  L.  Humphrey;  Speakers,  S.  Enowles,  D.  L. 
Thobum,  J.  L.  Humphrey. 

Sunday,  January  12th,  8-80  a.  m.,  Communion  and  Love  Feast, 
P-  T.  Wilson,  Leader;  1  p.  m..  Sermon  by  Bishop  Thobum  and 
Ordination  of  Deacons ;  5-SO  p.  x.,  Sermon  hj  Bishop  Walden  and 
Ordination  of  Elders. 
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SUMMAaY  OF  8TATX8TI0AL  REPORT. 

COimBINaB  MlMBlBS— 

1895. 

1814 

European 

••• 

•  •• 

••• 

ai 

21 

N»tiT6 

•  •a 

*•■ 

•  »• 

61 

60 

Local  Preaohen 

•  •• 

*•• 

•  ■• 

226 

206 

Total  paid  workers 

lLrv^rBVBonraa» 

■  •• 

.•• 

... 

1,719 

1,575 

Probtttionen 

••• 

... 

•*. 

22,170 

21,204 

roll  members 

.*• 

.«. 

.•• 

13.24i 

11,847 

Adults 

•  •• 

..• 

.*• 

8,292 

4,083 

Children 

••• 

••• 

.«• 

2,59S 

2.854 

Total 

•  •• 

••• 

•  «• 

6,885 

6,937 

SUHDAT  SOHOOLS— 

•  •• 

•  •• 

*•• 

1.0A9 

1.1U 

Scholars— Christians 

•  •• 

•  «• 

•  ■• 

19.468 

20,686 

Non-Chrictians 

... 

•  .• 

16,347 

20,936 

Nativx  CHBmnAH  CoiocuirtrT 

..« 

••• 

49,814 

44,667 

S0BOOL8— 

Boys*  Vernacular 

•  •« 

... 

.«• 

443 

4(45 

Girls'       do. 

■  •• 

(•• 

... 

207 

207 

Boys'  English  and  Angl 

0-Vernaoular 

«•• 

24 

24 

Girls'    do. 

do. 

••• 

... 

11 

12 

Sgholabb— 

< 

Christian  B<yys 
Do.       Girls 

••■ 

... 

.■• 

6,474 

5,280 

••• 

... 

••■ 

2,619 

2,670 

Non-Christian  Boys 
Do.              Girls 

••• 
••• 

••• 

•  •• 
••• 

4,685 
2,062- 

5^456 
2,525 

Total 

••• 

«•■ 

.•* 

14,740 

16,838 

OaujonoHB— 

Missionary 

••• 

••• 

... 

1,637 

1,859 

Children's  Day 

... 

••• 

«■• 

406 

487 

HmSIBBIAL  SUFFOBX— 

From  Europeans 

«•* 

••• 

•  v* 

4.T91 

4.986 

From  Natives 

•a* 

••• 

... 

4,848 

3,899 

Total  Raibid  in  Imdu— 

•  •■ 

.« 

... 

97,352 

100,009 

Tour  Oonunittee  beg  to  report  another  year  of  progress.    This  progruss  has 
TV  been  along  all  the  lineB  of  work  with  perhaps  one  exception. 

State  Afthe'ohnreh.  IJe  numberofUptisms  reported  Us  frilenW^  thereport 
■•m«  ««  Mw  vuikcvH.  ^1  laityear.  But  we  do  not  view  this  fact  with  any  degree  of 
alarm*  First,  becauiethe  number  is  still  very  large  who  have  received  baptism 
this  year.  Second,  there  is  a  disposition  on  the  part  of  our  preachers  to  grow  more 
oonservative  as  to  who  are  fit  suojects  for  ^baptism,  and  what  qualities  and  attain- 
ments should  be  required.  In  the  beginning  of  the  year  not  a  few  Presiding 
Elders  and  Preibchers-in-charge  in  consultation  with  their  workers  resolved  to 
lift  a  little  higher  the  standard  of  knowledge  and  spirituality  to  be  attained 
by  the  candidate  before  he  was  regarded  ready  for  baptism.  But  for  this 
oonservative  attitude  a  far  larger  number  might  have  been  baptized  this  year. 
While  our  numbers  have  not  increased  as  in  former  vears  yet  we  believe  the 
facts  support  us  when  we  affirm  that  our  people  are  enjoying  a  good  deme  of 
spiritual  prosperity.  Indeed,  your  committee  after  heanng  the  reports,  and  care- 
f oll^  inquiring  from  Uie  pre%chers«  are  of  t)ie  opnion  that  the  tone  of  spirituality 
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WM  never  higher.  In  Bopport  of  this  etatement  we  wish  to  call  attention  to  the 
fcdlowingfacts : 

1.  There  have  been  a  very  eratlf  jriog  number  of  Bible  conTersions. 

2.  We  have  never  before  known  our  preachers  to  feel  so  keenly  the  im- 
portance of  holding  revival  meetings  in  the  villages  and  mohollas.  There  is  hardly 
a  circuit  or  station  in  which  re vi\al  meetings  have  not  been  held.  In  Sumeof 
them  many  revivals  are  reported. 

8.  More  from  among  our  poor  Christians  have  attended  the  Christian  Melas 
than  informer  years.    This  we  regard  as  a  signi€cant  and  hoi>eful  indication. 

4.  From  almost  everywhere  we  bear  of  decided  pTT>gre8s  in  the  abandon- 
ment of  heatben  rites  and  ceremonies,  especially  in  the  matter  of  marriages  and 
burials.  Nor  in  this  all.  They  are  year  by  year  accepting  more  fully  our  Chris- 
txan  customs, 

6.  Our  Christians  tare  exerting  a  pronounced  influence  on  their  heathen 
neighbours.    In  some  places  this  has  gone  so  far  that  many  of  these  latter  have 

EaiSiaUv  or  wholly  abandoned  idolatry.    In  more  than  one  instance  heathens 
ave  called  in  our  Christian  teachers  to  pray  at  the  bedside  of  their  sick. 

6.  It  is  gratifying  aUo  to  note  that  progress  has  been  made  in  the  matter  of 
■elfnmpport. 

In  conclusion  we  beg  to  recommend : — 

1.  That  while  we  in  no  degree  abate  our  efforts  in  evangelizing  the  depressed 
olaeses,  that  we  work  and  pray  more  earnestly,  that  a  door  be  opened  to  the  higher 

2.  That  we  strive  with  renewed  vigour  to  impress  on  the  minds  of  our 
Christians  the  great  need  of  regular  and  systematic  giving  for  the  support  of 
the  Gospel.  Tnev  should  be  taught  to  give  something,  even  though  that  some- 
thing be  very  small.  For  the  present  the  forming  of  the  habit  of  giving  is  of 
greater  importance  than  the  value  of  the  gift  itself. 

8.  That  we  put  still  greater  emphasis  on  the  importance  of  holding  revival 
meetings  every  where  in  all  the  villa^  and  mohullas  for  the  convf»rsion  of  the 
inquirers  and  the  deepening  of  the  spiritual  life  of  our  jMople.  We  also  urge 
that  the  quarterly,  district  and  annual  conferences  be  made  more  and  more 
seasons  of  spiritual  revival  and  refreshment.  L.  A  Cobb, 

W.  R.  BOWKN, 

G.  H.  Frbt, 
J.  F.  Sahcbl. 

^Tbere  seems  to  have  been  a  decrease  of  62  in  the  number  of  Sunday-schools  in 

the  bounds  of  the  Conference  during  the  year.       The 

IIL  number  in  attendance  has  fallen  off  6,716.    This  seems 

Bsport  on  Sunday        a  large  decrease  and  just  what  its  significance  may  be 

Sohools.  we  cannot  say.    It  may  mean  a  more  careful  return  of 

the  statistics  and  a  dropping  of  those  that  have  been 

carried  along  in  hope  of  improvement;  but  whatever  the  cause  may  be  there  is 

siill  6ause  for  solicitude  ana  vigilance  on  out  part  that  this  decline  does  not  con- 

.tinue.    The  necessities  of  the  case  clearly  demand  that  t^ere  should  be  an  .in- 

crease  both  in  the  number  of  schools  and  of  those  in  attendance. 

The  number  in  our  Sunday  schools  is  not  what  it  should  be,  when  we  take 
into  account  the  number  of  our  members  and  community.  A  mnch  lai^ger  pro- 
portion ought  to  be  gathered  into  Sunday  schools ;  therefore 

Ru(dved,  That  we  give  increased  attention  to  this  department  of  our  work, 
both  among  the  Christian  community  and  among  those  outside,  both  Hindus 
and  Mohame>JkknB.  J.  L.  Hdiipbbjbt. 

F.  W.  Gbsinwold. 

Christian  missions  have  a^reat  work  to  do  in  this  land  respecting  abstioence 

from  intoxicating  drinks  and  drugs.    To  begin  with,  we 

IV.  labor  among  a  people  whose  idolatrous  and  expensive 

Temperance.  social  and  religiouH  customs  and  consequent  poverty  have 

left  marked  effects  for  bad  upon  the  physical  and  moral 

character  of  the  people.     Moral  courage  and  physical  endurance  are  here  reduced 

to  a  minimum.    lu  view  o!  this  fact  there  can  be  no  two  opinions  regarding  our 

■  duty.    We  should  espouse  the  cause  of  this  people  in  the  highest  dud  best  sense 

of  the  word  ;  we  should  inculcate  the  principles  and  foster  the  habits  of  temper- 
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aflOBunottg  all  people  irveBpeetive  of  i^Hgion;  hat  especially  ehonld  we  Uber 
ixi  every  ponible  way  to  instrntt  oar  GhrUtian  people  in  regard  to  tfae  great  evUi 
growing  oat  of  the  use  of  diarib,  hhang,  charas,  dhatura,  tamb^ku,  eto. 

To  this  end  all  hove  and  girls  in  oar  homes,  orphanages,  tosrding,  city  and 
'Village  schools,  as  well  as  in  oar  Sandav  schools,  should  receive  regular  instruo* 
tlon  txpon  this  great  subject  The  Lai  F ita  f  auj  should  be  encouraged  oTerywhere. 
We  are  a  total  abstinence  church,  and  yet  we  need  another  Fauj  here  in  Northern 
India,  the  Nila  ITita  Faaj  or  **  Blue  Kibbon  Army.  "  in  order  that  in  all  our 
Diatiiot  Conterence.  on  "Young  People's  Day,"  this  most  important  subject 
should  receive  prominent  recognition  in  the  **  m«rch  round  camp  "  and  in  the 
jalsae  which  follow.  An  army  of  total  abstaioers  from  tobacco  a»d  from  all 
intoxicating  drinks  and  drugs  should  be  raised  up  in  all  our  churches,  schools 
and  Inline*,  aad  in  every  possible  way  fettered  and  mainUined.  '  Btemal  vigi- 
lance here  is  the  price  of  liberty.  C.  &.  Bari, 

H.  K.  LiMT, 
Fab£Dum  Pbbbobavi^ 

L.  GOTLIB. 

Malyat  NitthA  Smgh.  SambhaL    Hamiri  ^zfz  bhil  Natthi  Singh  mauze 

Sharif pilir  U  b&shinda  tbi,  us  ne  Dr.  Parker  aihib  ke 

V.  bith  se  baptism^  pdyA  aur  ^rse  danlc  tak  apne  ohaohi 
Xemeir.  Pidri  Bom^eihib  ke  yabip  chaprisi  ki  kim    kiy4  aur 

kuchh  parbni  slkh  liyA;  phir  Padri  Cattingsihib  ke  pis 
Amrohi  Training  Isktl  meo  do  baras  t^lfm  pal,  wahio  se  Baieli  |hn  i>IUhi  ke 
madarse  meo  ie  aur  ba  b&ts  apne  ^Andin  ki  sa^ht  bimiri  ke  sirf  bH  bbar 
slkhne  pAe,  Amrohi  wanaa  gae  wahio  bibi  aur  bachchon  ki  maut  ke  bits  sakht 
ffamgin  ho  sae.  Phir  do  baras  Dhanauri  Gouchar  laktil  parhiyi  aur  kim  men 
IS  oadr  kosbish  o  taraqqi  ki  ki  Siliyani  Kinfarans  ki  ummedwir  ht^i  aur  pikaa 
Ordineshan  bhl  hisll  kiyl  Ab  bhil  par  phir  bibi  aur  baohchoQ  ki  iudil  ki 
■adma  do-bira  gtttri  aur  isi  ranj  o  gam  meo  imsil  8wiB  Ak^obar  ko  is  ni-piedir 
doniyi  se  rihlat  kar  gae^  H.  A.  OurnNO. 

W.  M.  SOOTT, 

B.  8.  Fbameuh. 

Oaz  lohoeU  continae  to  do  good  work*  to  yield  highly  eatirfaetoory  veellts. 

The  Oak  Openings  Boys'  Soaool  has  this  year  earned 

VI.  an  increase  in  its  grant.    Another  noteworthy  fact  is 
Botfd  of  Xdueatton      that  during  the  past  year  the  debt  on  tbeeehool  was  re- 

Beport.  duced  from  about  ninety  thouaaad  mpees  to  a  little  less 

thaa.fif  ty  thousand. 

Boon  after  the  beginning  of  the  year  the  former  Frh|cipa1,  Bev*  B.  G.  Stmts, 
was  obliffed  on  account  of  severe  illness  to  take  leave  to  America  and  Be  v.  8.  S. 
Deaae,  M.  D.,  had  to  be  summoned  from  Bijnour  to  fill  the  vacancy. 

Our  Girls  School  at  Wellesley  under  the  e&cieut  management  of  Miss  Easton 
has  had  an  unusually  prosperous  year.  They  now  eani  a  Government  grant  of 
Aa.  400  per  montbi  whieb  is  we  believe  the  largest  grant  received  by  any  mission 
girls'  school  in  the  whole  of  the  North- West  Proviaoes. 

The  Beid  Ohristian  College  is  doing  excellent  work.  In  the  last  year's  B.  A. 
examination  three  out  of  four  candidates  were  psesed.  It  is  a  matter  of  le^t 
that  owing  to  severe  competition  and  to  inducements' in  the  way  of  aohoUrsbips, 
etc.  offered  b)r  other  and  better  endowed  institutions  the  attendance  in  the 
College  classes  is  still  smsil.  The  Business  Department  this  year  loses  its  Princi- 
pal, BiPV.  H.  L.  Boeooe,  who  is  invalided  home.  The  High  School  department 
made  a  food  record  in  the  Government  examinations,  as  did  also  the  Moradabad 
High  Soiool.  The  attendance  and  grade  of  scholarship  in  both  tbeee  schools  are 
np  to  the  usoal  high  standard.  The  Moradabad  Girls'  School  sent  up  no  candi- 
dates for  the  Government  examinations  this  year. 

The  msgnifioeat  Warren  Memorial  College  for  women  at  Lai  Bagh,  Lnoknow, 
is  now  rapidly  approaching  completion.  With  their  splendid  new  onilding  and 
enlar|red  teaching  staff  we  e&pect  to  hear  of  even  better  results  in  tlie  future. 

The  Theological  Seminary  at  Bareilly  this  year  sent  outeiffhteen  men,  thir- 
teen of  Whom  came  with  ilrst  class  diplomas.  Such  was  the  aemand  for  these 
graduates  in  tftie  variooe  oonferanoee  that  JMf  as  many  more  ooold  readily  have 
found  employsMmt. 
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Our  Primary  Schools  are  doing  better  work  linoe  manaffers  and  inBpecton 
haye  been  appointed  to  saperintend  them.  In  almost  aU  the  diitriots  the 
grade  of  inttmction  has  improved.  With  careful  supervision  these  little  villAge 
schools  are  capable  of  still  better  work. 

Children's  Day  has  beer  very  generally  observed.  Over  seventy  circuits  have 
reported  their  collections.  The  t')tal  Children's  Day  collection  this  year  is  Be.  412, 
showing  a  decided  increase,  especially  from  the  Hindustani  churches. 

L.  A.  GOBB, 
Seey,,  Board  of  JStfiMSttba. 

Presiding  Elders  report  that  they  have  audited  the  books  of  the  dvcuits^s 

follows  :— 
?IL  Oudh,  all  books  to  the  end  of  the  8rd  quaitar,  189B. 

Beport  of  the  Auditing  Sitapur       m  •#  «• 

Committee.  Gkinda         „       for  the  year. 

Sambhal      „  „ 

Moradabad— Books  of  Chandausi  and  I^ajibabad. 
Knmaon— Pithoragarh  to  August,  Naini  Tal  to  2nd  quaiter* 
Garhwal— All  books  for  the  year. 
PiUbhft- 

Budaon— All  books  for  3rd  quarter,  most  of  them  for  the  year. 
Bareilly—       „  „  except  Dr.  Bryan's  and  Miss  Heafer's. 

The  Committee  have  audited  the  books  of  all  the  Presiding  Elders,  those  of 
the  Naini  Tal  Schools,  and  the  Treasurer's,  both  Dr.  Waugh's  and  Dr.  Parker's, 
also  those  of  Secretaries  of  the  Sunday  School  Union  and  the  Children's  Day 
Fund.  J.  C.  BuTOBKB, 

J.  Blaokstook, 
W.  W.  Abhi^ 
D.  L.  Thobubv , 
S.  S.  Dbasi, 

SiissHayeBwho  had  been  received  conditionally  last  year,  was  accepted  on 

^^  the  presentation  of  a  recommendation  from  the  Pithora- 

Tin.  garh  Quarterly  Conference,  dated  March  ISth,  1895,  and 

Report  of  Board  of     her  examination  in  the  language  was  accepted.   Miss 

Bupervision  of  Dea-       Tresham  was  continued  on  trial.  Two  native  deaconess, 

eoneis  Work.  Jasma  and  Kali,  were  recommended  by  the  Pithoragarb 

quarterly  conference  and  receiTed  on  trial. 
Miss  Hardie  was  accepted  as  a  Deaconess. 

The  names  of  the  Deaconesses  were  called  and  their  characters  passed. 
The  following  nominations  were  made :  Mrs.  Bare  in  place  of  Mrs.  Butcher, 
Miss  English  in  place  of  Mrs.  Scott,  Rev.  L.  A.  Core  in  place  of  Rev.  J.  K  Tikomas, 
Rev.  w.  R.  Bowen  in  place  of  Rev.  H.  A.  Cutting. 

FIRST  YEAR. 

Committee  on  the  first  year  met  as  ordemd  by  the  Conference.  Th«>  following 

men  were  examined  in  all  the  studies  of  the  first  year, 
DL  namely :  Bulaqi  Singh,  Mohammed  Hussain,  Banri  Dhar. 

Report  of  Szamnation     All  failed  in  Church  history.       J.  Blaokstook. 
Committees. 

SECOND  YEAR. 

EnjgVuh,'^'B,  L.  Boscoe  passed  in  all  the  English  studies  of  the  second  year. 

Fenuietcfer.— D.  L  Thobnm  passed  in  all  the  Vernacular  studies  of  the 
second  year. 

H.  L.  Roscoe  and  W.  W.  Ashe,  passed  in  all  the  Vernacular  studies  of  the 
secona  year  except  Hindi  Orammar. 

Couth  for  Nntw%  Preachen.-  Mazar-ul-Had^,  Basant  Ram,  S.  B.  Finch,  Ckhote 
Lai  and  G.  D.  Presgrave  passed  in  all  the  studies  of  the  second  year. 

O.  E.  Ferguson  and  S.  Lawrence  passed  in  all  ^be  second  year  studies  except 
Makhzan-!llm-llAhi. 

Bhikkl  Lai  and  Joseph  Wahid-ud-Din  massed  in  all  the  studies  of  the  second 
year,  except  Ma>h»an-|lmJlih  1  and  Thomas'  Introducticn  to  Genesis. 

L.A«COBi, 
2.HAQS. 
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THIBD  YEAR. 

A.  O.  McArihnr,  Baldao  Vetnhad,  Shib  Dutt  Sanwal,  S.  liansell,  Bebari  L«I« 
J.F.  SMDiie]»Fftzl  MMib,K.  S.  Frmaklin,  B.  a  PbiUip,  A.Sweet,JainmAiiLa],K, 
Matib,  D.  M.  Butler^  D.  A.  Obowfin  passed  in  all  (be  studies  of  tbe  tbird  year. 

S.  Paul, 
_    ^  H.  J.  Adams. 

D.  L.  Tbobom  passed  in  English  and  Vernacnlar. 

G.  G.  Hewes  passed  in  Englisn.  Did  not  appear  for  Examination  in  Persian 
Grammar  and  Bag-o-Babar. 

L,  A.  Gore   passed  in  Hindi  Grammar,  finisbing  up  all  in  tbe  second  year. 
W.  W.  Asbe,  passed  in  Enfclisb  in  tbe  tbird  yeaps  ooursei 
J.  W.  Robinson  passed  in  translations  from  Englisb  into  Uidu,  Persian  gram- 
mar and  Bag  o  Babar,  finisbing  tbe  third  year's  ooorse. 

J.  L.  HUMPHSBT, 

H.  J.  Adams, 
S.  Paul. 

FOURTH  YEAR. 
O.  OL  Hewes  passed  in  Mican-nl-Haqq. 

L.  A.  Gore  passed  in  all  tbe  Vemaonlar  studies  except  Aralno  and  the 
Sermon  in  tbe  PBrsian  obaraoter 

Harkua  Wilson,  passed  in  lUl  tbe  studies  of  tbe  fourth  year. 
D.  L.  Thobum  passed  in  Mlzan-ul-Haqq. 

B.  FbiUip,  |>aseed  in  all  tbe  studies  of  the  fourth  year. 

J.  W.  Robmson  pass^inalltbe  Vemaonlar  studies  ezoept  Arabio  and  the 
aermon  u  the  Persian  character.  F.  L.  Nuld, 

For  OommitUi. 

FIFTH  YEAR  AND  ADMISSION. 
J.  G.  Butcher  passed  in  Arabic. 

JAatm2^  Gunga  Nath,  Rsbadur  Singh.  J.  DyseU,  Ninm  All,  J.  a  Samuel* 
J«Solomoii«  B  Marqus,  B.  M.  Dass,  and  J.  Jacob,  passed. 

S.  S.  Dbabi, 

CAatreian. 

LOCAL  ORDERS. 

The  following  biethron  passed  in  tbe  studies  for  Local  Deacon's  and  Elder's 
Orders: 

i)f«eojif.— Joseph  Jaoob^  Buddha  Robert,  Laehman  Singh,  Yusaf  Lai,  Daniel 

S?*?!&^J**^!*,f*^u  ^J»^^®?»  Chatar  Singh,  Sundennanni,  Nadir  Shah,  Kwankio, 
Ghabbu  Lai,  Prabhu  Dayal 

lEUfn.— Moti  Lai,  Girdbari  Lai,  Edward  Thompson,  N.  R.  Ghilds. 

G.  L.  Babi, 

Chairman, 

A    ?F^~I'  ^;?[®®Sl?-.  ^-  ^^^>  *"*  ^<*"»  Palmera'  Arabic  and  Forbes' 
Arabic  Reader,  of  tbe  Proficiency  Standard. 

J.  B.  Thomas  is  back  in  Gnlistan  and  Palmers'  Arabic  and  Forbes'  Arabic 
Reader,  of  the  Proficiency  Standard. 

.    ^-  A-  ^*°*'?  J?  **!?%?  Kempeon's  Syntax,  Pal  men'*  Arabic  and  Forbes' 
Amble  Reader,  of  tbe  Profidenqr  Standard.  -t*««iv  wa  jjorow 


COURSES  OF  STUDY; 


A.— lOB  AKBSIO&K  MISSIONARIES. 

BNOUSH  STUDIXa 
ITam   ]•   Ihttodwotim  to  Hie-Boly  Sadptmn ;   Old  IMMmat^  ffp^  .l^UIV-- 

••   Bttgwift :  SdoottoBa  from  the  Ooipdi. 
&    ^3rltelIlotia  Theology.  VoL  £,  ififfy. 

^   PleiinAeoeRUktof ChHeti«iP)nrfootioi>,    IPiAKlOr- 
To<be.Yeiid :  Weeley*!  Sermoos,  VoL  It. 

IXTeer.    L    Introdootionto  therSkdgrBotiptiuei:  New  Testement,  448»  HO.— 

S.    Xxegeiae.1   SaUetimuilnBi  thePkiiiUiieSpietlee. 

8.    Atonement  in  Cfariit.  JftZiy. 

ii   The.SaciHapeatt :  Baptism  end  the  Lord's  Supper.    WaisoM. 
To  be  jread :  StOTens'  History  of  Kethodism . 

m  Teer.  t.    Exegesis;:  Seleetions  from  the  Peatetisieh. 

t    Studies  ^Theology:    The  Supemetniftl  Book.    Fluier* 

I 

t.    IKbical  j&ermeneotioe.    Tmv* 

TV  Teer.  1.    Exegesh :  Seleotioiis  fjrom  Iseiah. 

Si   Systemiik)  Theology.    Vol.  II,  Jftf^r. 

VERNACUI.AR  STUDXBS. 

I.  This  oonrse  shall  consist  of  three  staodards  of  two  seetions  eaeht  eir.,  Lower, 
Middle,  and  Profidency  Stvidards.  in  both  the  Urdn  end  Hindi  hngoages. 


II.    The  Urdu  ai 
one  seetkm,  either  th» 
erds 


Hindi  of  the  Lower  Standard  shaU  be  oompnleory;  and 
Urdn  or  the  Hindi,  of  the  Middle  Md  PfoftoieD^  Sktm^- 
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m.  The  oandidste  will  be  expected  V>  pam  the  fint  section  of  the  Lower 
Standard  ezMninatioa  within,  or  at  the  close  of,  his  fint  year's  residence,  and 
he  may  be  allowed  to  complete  both  sections  in  that  time;  but  mvit  pass  in  both 
within  two  vears  from  the  time  of  joining  his  conference  in  India. 

IV.  All  conference  examinations  shall  take  place  under  the  direction  of  a 
board  of  six  or  more  examiners  appointed  by  the  Bishop,  which  board  shall,  as 
far  as  possible,  remain  unohatig^  from  year  to  yesr. 

v.  Tht)  annual  conference  examinations  snail  begin  on  the  morning  of  the 
d*y  preceding  the  date  fixed  for  the  opening  of  the  conf erencci  a  majority  of  the 
board  beinir  present. 

VI>    Toe  following  course  of  study,  in  accordance  with  Rule  1,  b  proposed:— 

LOWER  STANDARD. 
A.-URDU:    PIR8T   TBAB. 

1.    Orammar     Platts ',  omitting  chapters  on  Arabic  and  Persian    oona- 

truction  snd  Derivations  and  Syntax  ...  ...    100 

S.    Beiding.    (Roman,  Lithomraph  and  Type): 

Matthew  and  Mark's  GoepelB 
Haqaiq  ul  Maujudat 
3.    TraasUtion. 


(1.)  Urdu-Enfflish :  10  lines  from  Urdu  Sec.  Bk.  G  S.  S. 
igliah-Urdu:  10  lines  from  Eng.  Sec  Bk.  C  £.  S., 
half  written  in  Persian  and  half  written  in  Roman. 


«• 

100 

•  •« 

160 

so 

eo 

40 

••■ 

100 

■• 

100 

(S.)    Definition 

4.  Pronnneiation 
f.    CenversatioA 

Read :  Bishop  Thobum's  India  and  Malaysia 

B. — HINDI  :   8B00ND   IBAB. 

L    Grammar :  (Kellogg's)  ...  ...  ...  ...  ...    100 

5.  Beadiaf.    (Nagnl    Matthew  and  Mark's  Gospels  and 

Dharm  Tula  ...  ...  ...  ...  .««     100 

S.    Translation  ...  ...  ...  ...    ISO 


(1.)    Hindi-English:  10  lines  from  Hindi   Sec.  Bk.  C.  E.  8.  50 

(2.)    English  Hindi :  10  lines  from  Eng.  Sec.  Bk.  C.  E.  S., 

half  written  in  Negri  and  half  written  in  Roman...  00 


(8.)    Definition               ...              ...              ...  ...  40 

^    Preaoneiatlon                       ...              ...              ...  ...  •••    100 

6.    OoBTersation                         ...              ...              ...  ...  •••    100 

Beed:  Hunter's  Brief  History  of  the  Indian  People. 

MIDDLK  STANDARD.— THIRD  YEAR 
(Urdn  or  Hindi  OptionaL) 
A. — VBDU. 

L    Orammar :  Platts ',  the  whole 

Forbes'  Persian    ...  *..  •••  •••  100 

t.    Beading.    (Lithe,  and  Type) : 

Luke  and  John's  Gospels. 
Din-i-Haqq  ki  Tabqiq. 
Mutakhabat  i  Farsi  ...  ...  ...  ...    100 

B.    Translation           •••              •••              •••        —    •••          ^  •?•  •^     W 

(1  )    Urdu-English :  10  lines  from  Urdn  Third  Bk.  0.  E.  S.        60 
(2.      Kaglish- Urdu :  10  Ihies  from  Eng.  Third  Bk.  C.  E«  S., 

half  written  in  Persian  and  half  in  Roman          «  00 

(S.)    Definition              ...              ...              ..•               •••  40 

4.   ProAQAciatiion                       ...              •*•             *••             **■  •••    100 

ft    OottTersation                          •••              •••              ***              ***  •••    100 

Bead;  Moir'^afe  of  Muhammad. 


1 
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B. — HIKDI. 

1.    Onmmar:  (Beview)             ...             ...              ...             ...  -.    100 

9aUAntvn's  Elementary  Sanskrit 

jt    ftfttdlof ;  lAuke  and  John's  GospelB                       ...               ...  ...    100 

Shakuntala,  (Kditea  by  Raja  Lakahman  Binich). 

s.  .]^Da}jitlaD                                                                     ...  ...    160 

(I.)    Hindi.£nflli«h :  10*  line*  from  Bindi  Third  Bk.  C.  £.  &.        M 

(2.;    English-Hindi:  10  lines  from  English  Third  Bk.  C.  £.  8., 

half  written  in  Nagri  and  hall  in  Robsa             ...  CO 

(8.)    Definition               ...               ...                                ...  40 

4.    Pronnneiation                       ...              ...              ...  ...    100 

6.    Convonation                        ...                              ...              ...  ..    100 

BMd :  Wilkin's  Hindu  Mythology. 

PROFICI£I«CT    STAKDARD.-FOURTH  YEAR. 

(Urdu  or  Hindi  Optional.) 

A— URDU. 

1  Gmmmar:  Kempson's  Syntax  and  Idioms  of  Hind astani. 

Palmer's  A raNo     ...               ...  ...               ...    100 

1.    Befiding:  Misan-al-Hac]^. 

Bag  o  Bahar :  Sair  Dusre  Darwesh  ki. 

Forbes'  Arabic  Reader                    ...               ...  ...                     100 

t.    Translation                            ...              ...              ...  ...              ...    150 

(1.)    XTrdu-Ensrlish :  20  lines  from  Urdu  Fourth  Bk.  C    £.  S.    60 
(2.)    English-Urdu  :  20  lines  from  English  Fourth  Bk.  C.  £.  S., 

half  written  in  Persian  and  half  in  Roman  ...              60 
Short  Sermon  in  Persian  Character. 

-  (8.)    Definition               ...               ...               ...  ...              iO 

C    PronnneiaUoB                       ...              ...              ...  ...              ...    100 

if,   Oostertatlon                         ...              ...              ...  ...              ...    100 

Bead:  SeU'i  Faith  of  Islam. 

B. — HINDI. 

frattiniar:  Hindi  (Review). 
'  ^    "*  Monier  William's  Sanskrit  ..  ..  ...  ...    100 

t.    Baading :  Sat  Mat  Nirupan. 
Prem  Sagar. 
Bitopadesha,  first  book       ...  ..*  ...  ...    100 

8.    Truulatlon:         ...  ....  ...  ...  ...    150 

(I.)    Hindi-English:  tO  tines  fkom  Hindi  Fourth  Bk.  O   E.  S.    50 
(2.)    English-Hindi :  20  lines  from  Knglish  Fourth  Bk,  C.  E  S., 

half  written  in  Nagri  and  half  in  Roman  ...  60 

Short  Sermon  in  Nagri  Character. 
(3.)    Definition  ...  ...  iQ 

C  fPronuneiatioa  ...  ...  ...  ...    100 

8.    Oonveraation  ...  ...  ...  ...  ...    100 

Bead:  Monier  William's  Religious  Life  and  Thought  in  India. 


Vii.    The  candidate  in  order  to  paas  must  obtain  at  least  one  half  the  aggre- 
gate marks  (n  each  subject. 

vni.  The  Board  of  Examiners,  through  the  Convener,  shall  at  the  close  of 
Utip  examination,  inform  the  candidate  anci  the  secret^iy  of  the  conference  of 
tK  result. 
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B.— FOR  HINDUSTANI  MINISTERS. 


SILANA  KANFARaKS  KT  ^HWANDAGr. 

B44FhiU  k«  liye— ].    Umroedwir  Urdd  ji  Hindi  QawAid,  JugkAfiy^  AQr  Bbib 
achouui  tarah  sejiae. 

3.  Qadim  Taw^i^  ke  Ikhtisir,  Rom&a-Urdti,  or  Xtandnuifk  of  Andtont 
History. 

Hunter's  Brief  Historyiof  the  Indian  People  in  £ngliih«  Lltbofrattti-Utdd 
or  niodl. 

4.  JugriBya  PAk  Kitib,  y4  Scripture  Goographj. 
8.    Diicipline. 

PAHLA  SAX.. 

1.  Filisafi  dar  ^t> 'Tadbir  i  Najdt,  or  Walker's  Philoeopby  ot  the  Plirfiof 
Salvationi  or  Mat  Parikih4. 

2.  I^butilit  ba-n&m  Jaw^ndn  i  Hind,  or  Mitcheirs  Letters  to  Indiao  Ydtttli«- 
or  Sat  Mat  i^irdpan  aaen  jo  Uiai!id  ki  blbat  bai. 

3.  Hurst's  Sbort  History  of  the  Early  Church  in  fingUsh  Or  in  LifehoMapta* 
UrdA,  or  Caleb's  Intii^lidb  i  TawAril^b  i  Kali«iy4. 

4.  Wayland's  Moral  Science  in  English  or  in  Lithogrftpk-Urdd  ^  BttM 
Bar-baqq. 

6.    Tahrlrl  W^ 

MiidLl^  ki  llye— 1.    Stobart's  Isl4m  or  Taw^rijch  Mohamdi  or  AwdgalVMi' 
Bioh4r.    2.    Din   IsUn  aur  us  ki  Urdid  in  Koman-Urdd  or  in  LiMiogHph 
0rd&. 

DUSKA  SAL. 

L    Binney*s  Gottipekid,  or  Makhsan  }lm  114hf , 

2.  What  think  ye  of  Christ,  (Vanghan's*  or  Masih  IbiK  UUih  6t  D&ina 
Pnstak  se  4dhe  bh4g  meo  Khris^  k4  Sam4ch4r. 

3.  Field's  Hand-book  of  rheology,  one  half,  or  Tariq  ul  Hayit  or 
Dharm4  Dbarm  Pariksh4  Patr. 

4.  .lotrodudtion  to  Thomas'  Comoientary  on  Genesis,  in  Romaft  UfliM. 
fi.    ^Tahriri  w^z. 

M at4l^  ke  liye— 1.  Clark's  six  Lectures  on  the  Aryi  Samiij  i»  Engliah 
or  Urddor  Hindi.  2.  Forman's  Aryi  Sam4j  or  Miftih-ul-Taai«t,  orP4p8o- 
dban  Stddb4nt. 


TISRA  SAL. 

1.    Bushnell's  Character  of   Jesus    ^s4   ki    Sirat.  9.     Tkoiiiaa  ItkiO^ 

ul-TaslU     in     Roman- Urdd.      S.      Fishers'    Manuel  of      GhriBtiiM       Bvi- 

dences  in   English,   or   Tswi   Subdt,    RomanUrdili.    i.  Fields'   Haiid*book  of. 
Theology,  completed.  Sat  Mat  NirCipan  mea  din   fswi  ki  b4bafti    &    Tahrirl 
W^ 

Matal^   ks  liyd— i,    Murdoch's  Popular  Hinduism  or   Lakldnbi  flhttdtor'a 
Primer  of  Biology  in  Urdd  or  Hindi. 

CHAUTHE  SAL  KE  IMTIHAN  SB  SUWALATd 

1.    RtUiini  zindagi  ky4  hai?    Us  kt  asliyat  ba74a  karo. 
%   ^lifikar  m^&m  hot4  hai,  ki  ham  meo  Ruhinisindafi  hiai? 
%    Wiiit  ko  kis  tarah  m^dm  hot4   hai  ki  l^hudi  ne  mojh  ko  w^e  ke  kM'  M' 
wiste  talab  kiy4  hai  ? 

Fabl  1* 

Dindivi  anr  aoqit-  4.   :^h4dim  ud  din  ke  kUuis  k4*i  kav4ki  kar^»  aar 

goiiri  ke  bay&n  mes.  yih  batio  ki  is  khidmat  ke  w4ste  katta  kuttii'  tUl 

wasf  ch4hiye  ? 
.     5.    WuU  kaun  se  tar  iqe  haio,  jin  se  yih  aus4f  barhto  j4te  haio  ? 

tk    Baio   ki   log.jo    ke   gharoQ   par  ahwil-pursi  ka  Uye  jlni  kaM  »lMi 
hai*  aar  yih  kaho  ki  tumhiri  it  kim  meo  kia  qadr  tawaj}«h  hw  7 
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7.  Yih  bfttUo  ki  kis  tarah  parhte  likhte  bo  ? 

8.  Jab  86  turn  Kinf arans  ki  imtihdn-bard&rl  meo  ho,  tab  ee  tain  ne  jitni 
kit&beo  bar  841  dekhi  haio  un  sab  ke  nim  batlio.  ^  .    .  • 

9.  Kutub  i  Muqaddasa  ke  parhne  moQ  tumb4rA  kitni  waqt  sarf  hot*  hai  f 
aor  kis  tariqe  ae  parhte  ho  7 

Fabz.2. 

Baikal  ki  imtihia.  1.  Kis  UtibAr  86  tiun  Baibal  ko  Kalam  i  Ilihi  jiate  ho» 
aur  kin  daldil  86  turn  yih  rie  rakhte  ho  ! 

2.  Ki8dalilS6  MajmCif.  i  ^hd  i  4tiq  ko,  jo  bam  meQ  murawwij  hai, 
mu^tabar  jAate  bo  7    J^hul&sa  bayin   karo. 

8.  Kit  dalil  86  wuh  sab  Kic4beD  jo  is  Majmd^  i  ^d  i  Jadfd  meo  dWul 
mo^bar  o  sahih  jinto  bo  ?    Mukhtasar  bayin  karo  7 

4.  Ki8  tarah  Mubammadioo  ko  in  d^we  ko  ki  Eutnb  i  Mnqaddasa  man- 
■tUrh  ho  gai  haio,  galat  sAbit  karte  ho  7 

6.  fhartj  i  Misr  86  Yashd^  kf  >aut  tak,  Isrielloo  ki  t&ilVh  ki  ^uUba 
batio. 

6.  Daa  firqoB  ki  bagiwat  ke  mnta^liq  jo  ^iss  wiq|it  haiil»  nnheg  ba- 
yiokaro. 

7.  Yah^dioo  ki  silioa  Idea  aur  niz  yib  ki  kia  bit  ke  wiate  muiarrar 
hi&i  thin,  aur  kis  tarah  par  adi  ki  jiti  thio,  batio. 

8.  IPiisa  ^hia8  nabioo  ke  nim  aor  jia  zamine  meo  nnhou  ne  nub^watoo 
kin,  wtth  zamine  aor  niz  yih,  ki  wuh  nubCiwate}  ki«  hire  meu  thig,  bayin 
karo. 

8.  ^hudiwand  Maeih  ki  bitog  ne  kuchh  aial  miaileo  do,jin  86  lihir 
boti  hai,  ki  wuh  Purine  ^hd  ke  nawishtoo  ko  mu^tabar  aamajhti  thi. 

10.  KauQ  vi  pesh-khabariiD  Maslh  se  muta^iliq  haio,  khoetlisan  Q8  ki 
imad  aor  airat  aur  kim  aur.maut  ae  P 

11.  Maaih  ki  zindAffl  ke  hilit  kit  kia  waqt  ke  m^lAm  haio,  aur  muddat 
fhd  i  riaiiat  kia  qadr  thi  7 

12.  Ua  ki  riailat  ke  ^isa  wiq{it  aur  jahio  jahio  ki  wuh  guice  haio 
batlio  7 

18.    ^hias  Vhisa  biteo  mundarja  i  A^mil  i  Baai&l    batio  t 
14.    Mu9jiza  kyi  hai  aur  mu^jizoD  ae  kyi^kar  m^li^un  hoti  hai  ki  Kntab 
i  Muqaddaaa  min  Janib  Allih  haio  P 

TAaLS. 

1.    ^hndi    ki  wajdd   Baibal   ae   kia   tarah   aibit  hoti  hai  P 
Baibal  ki  tfUmit  ke      .  2.    Baibal  ae   Taalia   ki   kyi   aubilt   hai,   y»ne   ki 
bayin  mao.  ek  Jpiudi  meo  tin  aqnim  haio. 

8.    $hadi  kl  ai&t  batio  aur  har  aifat  ki  aubdt  Pik  Mawiahtoo  ae  do. 
%.    $hud4  ke  muja«aam  hone  ^ki  maaala  jo    Kutub  i  Muqaddaaa  meo  piyi 
Jiti  bait   uae   bayia   karo,  aur   yih  batio,  ki   ua  t^im  ko  najit   ke   bandobaat 
■ekyiiliqa  hai  7 

6.    Maaih  ki  IJiCihiyBt  Rutub  i  Muqaddaaa  ae  aibit  karo. 

6.  Baibal   ki   kaua  kauu  si  iyat    Uldhiyat  i  Maaih  ke  mu^bilif   Mnaalmio 
peih  karte  haio,  aur  turn  un  ke  kyill  m^ne  lete  ho  7 

7.  R^  i  Quda  ki  aqnimiyat   ki,  aur    UlCihiyat   ki  aur   ua  ke  kim  ki    Pik 
nawiahtoo  ae  snb^t  do. 

8.  Adam  ke  guuib  ki  natija  ua  kl  aulid  ke  haqq  men  kyi  h6i  ? 

9.  Maaih  ke  kafire  aur  gunihoo  kl  muifi  meo  kyi  {liqa  hai  7 

10.  Maaih  ke  ji  uthne  ki  aubiSit  do. 

11.  Maaih  kfahafi^ki  aaliyat  aur  fiida,  jaiae  Kutub  i  Muqaddaaa  meg 
tflim  hai,  bayin  karo. 

12.  Rtih  ul  Quda  ki  gawihl  ki  niabat  kyi  t^lim  o  dalU  hai  P 

18.  Maaihi  kamiliyat  ki  maaaU  jo  Wealev  sihib  ne  aikhliyi  hai  Qae 
mnW^taaaran  bajrin  karo  aur  Baibal  ae  ua  ki  aubut  do. 

14.  Nai  Paidiiah  aur  kimil  pikizagi  ke  darmiyin  jo  faiq  hai,  uae  asm- 
jhido. 

16.  la  d^we  ke  hire  meo  ki  "Jo  koi  az  aar  i  nau  paidi  hoti  hai  ia  taur  ae 
nahlogiregi,kiikhirikirhalik  ho  jie/'  h%miri  Kaliaiyi  ki  kyi  rie  hai  P 
aor  aibit  karo,  ki  yih  rie  Kalim  i  llihi  ke  bamiljib  hai. 

18.  Batia  ki  Baptiama  kaiai  raam  hai,  aur  kia  garaz  ae  hat »  aur  ky^o  f *>* 
hai  7  har  bit  ki  aubCit  do.  t  -^  -t. 

17«    Sibit  karo.  Id  bachchoo  ko  baptism  i  deni  maninb  hai. 
18.    Baibal   meo  ^ihieRabbini  kl  nisbat  kauu    kaun   ae    mnhiwara  ie 
haio,  aur  wuh  kis  garaz  86  haio  aur  Masihf 00  par  us  ki  minni    kydo  farz  haiP 
.  }^'    ?>»<l^oD  ko  maaale  taniau^h,  y^e  kiyi-paU^  ko  ky&okar  galat  ei* 
bit  karte  ho  P 
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90.  Jiom  ke  Jl  u^e  ke  bib  meo,  Katnb  i  MuqaddM*  men  kyA  t^im  bai, 
hawAlado. 

FASL4. 

Kaliiijak«imtii4m      1.    Kalfiiyi  ke  Urab  Urab    ke  intudmit  bayin  karo. 
•  tartib  ke  bayia  m«B.    */.    Metbo^ist  Bpiskopal  KallaiyA  meo  General  K4n- 

f arane  aar  Annual  Kiofaraoe  aur  Kwir^rli  K^- 
farane  ke  muta^lliq  ky4  kyi  kdm  baio  ? 

S.  Kalidyi  ke  vhdedirua  meo  **Bi8bop"  aur  **  Presaiding  Elder"  aar 
^'Klder"  aur  *-pik«n"  aur  '*  ^Adimud-din"  aur  *<  LokiS  Wife"  aur 
**  MukbOrkir"  aur  Aminatdir"  aur  kilis  ke  U&di  Jo  bain,  un  meo  bar  ek- 
"  ki  kitiiA  ikbtiyir  bai,  aOr  ky4  kirn  maU^iq  bai,  aur  kia  ke  eimbne  jawAb- 
dihibai! 

lii^k  i  Kaliiiy4,-1.  Yab^ioQ  ke  kbAn  firqe  Maaib  ke  waqt  meg  kitne  tbe, 
mi  k4  bayin  karo. 

5.  Awiil  lamiaoo  meo  jo  ^iyatoo  B/£aaibioo  ne  ntbii  baig,  an  ki  kucbb 
bajia  karo. 

at.  Un  waaiilki  bayin  karo,  Jin  ke  sabab  se  ibtidi  meo  Maaibi  mazbab 
babat  ubaili,  iMather  .aibib  kl  TawirSkb  i  Kalieiyi  tlsri  bib  daf»  1,  2,  8,  5 
kodekbo)L 

4  GnoiUkoO  ki  kyi  Ulim  tbi  aur  na  ae  qadlm  Kallaiyi  par  kyi  kbarib 
AMurpari/    iMatberaAbibkiTaw4ri(MaiKaliaiyi  tirribiDdafa  8^.) 

6.  Lntber  aibib  ae  ain  qabl  din  i  ptwi  k4  kyi  bil  bai  ? 

6w  Bari  lalib  i  Masbabi  jo  butber  aibib  ke  waqt  meo  h<Uf  ^  ki  bil  ba- 
lio»  kia  aabab  ae  wub  ialib  b6i  tbi,  aur  kaun  kaun  log  ua  meo  abarik  i  bil 
tba? 

7.  Britiniya  e  Vsma  meo  Metbodiat  Kalfaiyi  ke  muqarrar  bone  ki  aabab 
baUo  aur  Wealey  aibib  ki  tirik^i  meo  kbiaa  log  kaun  tbe  f 

8.  Metbudiat  Epiaoopal  Kaliaiyi  kia  aabab  aeaur  kia  waqt  meo  aur  au%^al 
kabio  baai  ?    (IHMnpUue  ki  t4b  i  auwal  dekho.) 

9.  Uinud  ke  muibtalif  flrqe  aur  yib  ki  wab  kabio  aa  nikle  aur  un  ki  bini 
aar  on  ke  kbiaa  fqida  batio. 

lOi  Mubammftdioo  ke  din  ki  ibtidi  aur  Mobammad  aibib  ki  kucbb  bayin 
karo  aur  mnkbtalif  Arqoo  ki  aur  un  ke  hidioo  k4  kucbb  sikr  karo. 

IL  Sikbon  ke  maabab  ki  ibUdi  kabio  ae  bai  aur  oae  UinM  o  lalim  ke 
maihab  ae  kvi lliqa  bai  7 

12.  Brainmo  mazbab  ki  igis  o  taraqqi  aur  bilit  maoj^kla  aar  kbiaa  ^qidoo 
kA  bayin  karo. 

To  Bl  BEAD. 

h    Tidkb  i  Yi&aufi,  Joaepbua.  (M.;F.  Houae,  Looknow.) 
Xatilf  kame  ka    3,    Brabmo  Maihab.    (M.  P.  Uouae*  Lucknow.) 
Bjt.  S.    Auguatine  ke  IqrirAt  Auguatine'i  Confeaaion.    (N.  I. 

T.  8.) 
A    Hal  ol  Aabkil.    (M.  P.  Houae,  Lucknow.) 
ft.    JimI  ol  Fariis.    (Labore,  Tract  Depot.) 
A    ICiftib  ul  Uin^    (Ai.  P.  Uooae,  Lucknow.) 
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PL4<m 

Tivi. 

PsBiDnr. 

SnOHCTABT. 

1 

lAokoow. 

Deo. 

8-14.  1864 

Biahop  R.  Thompson. 

J.  H.  Graoey. 

s 

Moradabftd. 

Feb. 

1-7.  1866 

Rev.  J.Banme. 

t.  J.  Scott 

s 

9faah}»faaBimr. 

Jan. 

10^17,  1807 

Rot.  J.  T.  Graof^. 

Do. 

4 

Bynouf. 

Jan. 

16-21,  1868 

Rev.  J.  M.  ThobnHL 

Do. 

8 

BarriUjr. 

Jaow 

14-22,  1860 

Rev.  C.  W.  Jadd. 

• 

J.  D.  Brown. 

8 

BMiny. 

Jan. 

2fy-27,  1^0 

Biahot^  C.  Klngsley. 

7 

Luoknow. 

Jan. 

1218,  1871 

Rev.  J.  W.  Wangh. 

J.  H.  Mesamora 

8 

Moradabad. 

Jan. 

18-24,  1872 

Rev.  J.  L.  Hnmphreyv 

S.  S.  Wetherby. 

9 

Bareitly. 

Jan. 

18-22,  1873 

Rev.  T.  S  Johnson. 

Da 

10 

Iincknow. 

Jan. 

743,  1874  !  Biahop  W.  L.  Harris. 

J.  D.  Brown. 

11 

Shabjfthanptit. 

Jan. 

6-1^,  1H75     Rev.  T.  J.  Soott 

Do. 

13 

Caumpore. 

Jan. 

13-18,  1876     Kev.  D.  W.  Thomaa. 

B.  R.  Badley. 

18 

Moradabad. 

Jan. 

8-9,  1677  .  Bishop  E.  6.  Andrews 

Do. 

14 

Baniliy. 

Jan. 

9-15,  1878  1  Rev.  Jk  H.  Mtfeasnor*. 

Do 

15 

Lnoknow. 

Jan. 

9.14,  1879     Biahop  T.  Bowman. 

Pa 

^ 

Gawnporft. 

Jan. 

7-12,  1880  j  ReT.  E.  W.  Parker. 

I)a 

17 

BaraiDy. 

Jan. 

511,  1881  {  Kflfaf^  S.  M.  MerriU. 

D^ 

18 

Ailoradabad. 

^an. 

11-^,1882     Kev.  S.  Kaowles. 

Do. 

10 

Luoknow. 

Jan. 

10-16,  188S     Biahop  R.  S.Fo8ter. 

Da 

90 

• 

Oawnpore. 

Jan. 

9-18,  1884  1  Bev.  T.  J.  Soott 

O.LPai« 

Si 

Bftrmlly. 

Jan. 

7-12,  1888     Biahop  J.  F.flnfst. 

B.  H.  Badlej. 

82 

Luoknow. 

Uao. 

7-12,  1886 

Rev.  H.  Manaell. 

Do. 

88 

Moradabad. 

Jan. 

5-10,  1887 

Biahop  W.  X.  NIodn. 

Da 

84 

Oawnpore. 

Jan. 

4.9,  1888 

Rev.  J.  H.  Gill. 

Do. 

85 

BHMKIly. 

Jan. 

0^18,  1880 

Bishop  Ji  H  Thotaftti 

Da 

96 

Jan. 

2^7.1890 

Do.                 do. 

Da 

87 

Moradabad. 

Jan. 

7-12,  1891 

DOi                 do. 

J.  H.  GflL 

88 

Cawnpore. 

Jan. 

6  11,  1892 

Da                 do. 

Da 

89 

BttMftiy. 

',J%ri, 

1118,  1898 

Do.                 <^ 

W.  A  ManssIL 

80 

Luoknow. 

Jffil. 

8-8,  1894 

!>«.                do. 

Do. 

81 

Moradabad. 

Jan. 

8-7.  IKUii 

Do.                 do. 

Da 

88 

BweiUy. 

Jan. 

818»  &8U6 

Diy.                 do. 

BcK 

UST  OF  LOCAL  PREACHERS. 


Namb. 

SriifDINQ. 

Appointkikt. 

BaBULLT  DiSTfilOT. 

Fail  Ullah 

••« 

91der. 

Khera  Bajhera. 

&.  Turner 

••• 

ti 

^iiranpur  Katra. 

Lakkhan  Singh 

••• 

Deacon  '94 

Sbahjahanpur  Eaat, 

Mathnra  Perobad 

••  • 

fi 

Tutor,  Theo.  Sem  ,  Ramfllor. 

Kundan 

••• 

Tf 

Paraur,  Jalalabad  Giiciiit. 

Mohan  Singh 

••• 

Local  Preacher. 

Faridpur. 

Prabha  DavaJ 
Prem  Singh  ' 

••• 

ft 

Shahjahanpor  9a^, 

•■  • 

II 

It 

H.  Walleakey 

••• 

}i 

Sbahjahanpur  West. 

Daniel  Sigler 

-•* 

•1 

Pa  way  an. 

J.  Tompkinaon 
Jiwan  Singh 

••• 

i» 

Theo.  Sem.,  Baretlly,  ^ludeBt. 

••  > 

II 

Panabpur. 

M.    D.  Seymour 

•• 

II 

Tutor,  Theo.  Sem.«  Barailly. 

Thoe.  Lovelett 

.  •** 

If 

Student        „               „ 

Gulab  Singh 

•  •  • 

)• 

Sbahjahanpur  East 

Moti  Lai 

••• 

II 

,,          West. 

Kalla  Porter 

•v« 

II 

Tilhar. 

LalJi  Mai 
B.  8.  Batler 

t 
•  •  •' 

»  9 
l» 

]^hudagunj,  Miranpui  Kfttra  Ct 

•  •• 

If 

PatehganJ  Ea8t,Khera  Baiheia  Ot 

Keeho 

•  •  • 

•  1                                 "» 

Bareilly. 

CFiah 

•  ■• 

II 

Mahamdi. 

Garth  Maaih 

•  •• 

II 

t> 

Sewa  Bam 

•  •• 

w  ^ 

If 

Allabgunj,  Jalabad  Circuit. 
Student, Theo.  Sem.,  Bueilly. 

Samuel  Willdnson 

>•• 

II 

MiariCharan 

••• 

ft 

Bareilly. 

Jai  Singh 
Jamea  Shaw 

•  •• 

•  •• 

>l 
«l 

Sbahjahanpur  West. 

S.  E.  Chatterji 

•  •• 

ft 

It                  It 

Thomaa  Jacob 

•  •• 

If 

Sbahjahanpur  Eaat. 

BUDAON  DlSTBIOT. 

# 

Gobind  Ram 

•■• 

Elder  *95 

Binawar. 

Wasir  Khan 

*•• 

Local  Preacher. 

Birampore,  Budaon. 

T.  Joseph 

•  *  » 

II 

City.8ohool|        ,| 

C.  Bamaay 

•  •• 

11 

Normal  school,  „ 

Sobran  Singh 
Jhabban  Lai 

•  •• 

la 

Sabaawan. 

•  •• 

»  w 

tJIbani. 
BhatoulL 

D.  Oladiua 

•  •• 

II 

Lekha  Singh 

•  •• 

II 

Usait. 

Popi  SinjB^h 
Kewal  Lahore 

•  •• 

1? 

Oidhaul. 

*•  • 

II 

Ujhani. 

Hulaai  1 

• 

II 

Binawar. 

Hulaai  II 

f»» 

II 

Bisauli. 

Uurram  Singh 

•  •  • 

II 

Binawar. 

BaldeoDem 

M« 

II 

Budaon. 
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Name. 

SXANDIVGa 

Appozntmbot. 

Oabhwal  Dibteici. 

1 

Edward  Thomson 

.•• 

Elder 

Paori  Circuit. 

Snndar  Money 

.•• 

Deacon  ^96. 

•I         II 

Kwankin 

•.• 

1) 

Kainor  Circuit. 

John  Williams 

.  •  • 

Local  Preacher 

Srinagar  Circuit. 
Lansdowne  Circuit 

Bhajni 

••« 

If 

Andrias 

... 

ff 

Rainur  Cireuit. 

GhoDgar  Money 

..  • 

»• 

Panri  Girooit. 

Sangram  Mani 

•*• 

»} 

i»           n 

Charles  Khiyalt 

.  • 

II 

N             •» 

Lama  Wilson 

... 

II 

Ramni  Circuit. 

Sangram  Masih 

••• 

II 

Pauri  Circuit. 

OOMDA  DiSTBICT. 

Badal  Masih 

•■  • 

Deacon  '92. 

Nawabgan] 

Lewis  J.  MoOee 

..» 

II            ^Om 

Nanpara. 

Chatur  Singh 

•  •  • 

Local  Preacher. 

Utraula. 

B.  McKaig 

*•  • 

II 

Gonda. 

D.  H.  Pitamber 

»•  • 

II 

Piyagpur. 

Prem  Das 

.*• 

II 

Rupaidiha. 

Kanhai  Lai 

. .  • 

•1 

Birpur. 

Stephen  Robinson 

•  a* 

ii 

Ekooa. 

Daniel  G.  Biehard 

•  .« 

•> 

Khurgupnr. 

Bnddba  Sinirh 

... 

II 

ElenpuTa 
Gonda. 

LalKaran 

•  a* 

n 

KUMAON  DUTSIOT, 

• 

John  W.  Todd 

a.  • 

Elder. 

Upraria 

John  Barker 

•  a  . 

Deacon '90. 

Naini  Tal. 

B.  Marqus 

www 

11             Wa 

Bbot. 

Balli  M.  Dass 

... 

,1      •9Sa 

Pitboragarh* 

Oauri  Datt 

... 

1,      '93. 

Lobba. 

Pan'cham  Singh 

a  ■  • 

Local  Preacher. 

Bhagwali  Pokhar. 

Walter  Pannchai 

a  a  ■ 

It 

Dwarabat. 

Samuel  B.  Singh 

a  a. 

II 

Naini  Tal. 

Jai  Datt 

... 

II 

n 

Geo.  M.  Abrahsm 

9.9 

II 

II 

Khalia  Wilkinson 

.  #  • 

If 

Gangoli  Hat. 

Chhidda  Singh ' 

a  .  # 

II 

Babalia,  Naini  Tal. 

John  Abraham 

... 

M 

Dwarahata 

Chanchal  Singh 

•  a. 

•  • 

Pitboragarh. 

D.  8.  Hukill 

a  .  4 

ft 

II 

Tima  Benson 

..• 

WW 

•1 

Chandaga 

MOBADABAD  DiSTBIOI 

I 
a 

W.  S.  Plummcr 

•  .■. 

Elder. 

Moradabada 

Babaji  Andrias 

*■ 

II 

II 

B.  McGregor 

•  a* 

II 

Najibabad. 

Peter  MerrUl 

a.  • 

It 

Sherkot,  Bijnour. 

Bala  Dass 

•  a. 

„     "98 

Thakurdwara,  MoradabAd. 

Gulab  Singh 

•■w 

»     "M 

Nnrpur.  BIJnour. 

LIST  OF  LOCAL  PRBAOBEBS. 
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Namx. 

Standino. 

AppoimncBNT. 

Mohan  Singh 

••• 

Elder, 

'94 

Tajpur,  Bijnour. 

Jhabbu  La] 

••  • 

)> 

'95 

Seohara,       ,, 

John  Pusa 

••• 

Deacon  '93 

Bairampur,  Moradabad. 

Bansi  Dhar 

••• 

f» 

'93 

Kiratpnr^  Bijnour. 

KaUu  Singh 

••• 

>• 

'94 

Puraini. 

Dalla  Singh 

••• 

f 

'93 

Moradabad. 

J.  Jacob 

■•• 

t 

,96 

•      II 

B.  S.  Sudden 

••t 

» 

i96 

Kanth,  Moradabad. 

1 

B.  Bobert 

••• 

ti 

,96 

Bijnour. 

Analgarb,  Bijnour. 
Moradabad. 

Nadir  Shah 

••• 

ti 

,96 

H.  C.  Plumer 

■•• 

Local  Preacher. 

C.  8.  Hunter 

•  •• 

«i 

Naitor,  Bijnour. 

Nanhe  Mai 

••• 

•• 

Kundarki,  Moradabad. 

Baldeo  Praahad 

••  • 

>f 

Moradabad. 

M.  C.  Bailey' 
Ileyaa  Singh 

••• 

II 

Bijnour. 

••• 

It 

Nurpur,  Bijnonr. 

. 

Liazar  Shah 

••« 

*> 

Moradabad. 

• 

Jumman  Singh 

••• 

If 

• 

99 

Prem  Singh 
Buddha  Singh 

••• 

II 

II 

••• 

If 

Bijnour. 

Barn  Singh' 

••• 

•  I 

Muzafiara,  Bijnour. 

Chhidda  Singh 

•■• 

19 

Akbarabad,  Bijnour. 

Prabhu  Das 

••• 

II 

Kashipur,  Moradabad. 

Patraa 

•■• 

•1 

Pandiya,           ,, 

Sadhu  Singh 

••1 

>l 

Dbampur,  Bijnonr. 

8.  Hastings 

••• 

1) 

Moradabad. 

B.  Cutler 

••* 

1  > 

Nagina. 

J., David 

••• 

II 

Nagal,  Bijnonr. 

Mnngal  Sain 
Bud&a  Singh 

••• 

••• 

If 

Jhalu,       „ 
Behar,       „ 

Hahal  Singh 

••« 

It 

Tajpor,      „ 

P.  L.  Smart 

•■• 

Iff 

Moradabad. 

Heli  Jacob 

•  M 

11 

II 

ChirvgMashi 
BhojRam 

•  •• 

If 

Chandauai. 
If 

Naiotam  Dasa 

■  •• 

II 

99 

Uiram  Barrow 

•  •■ 

19 

14agina. 

Chiraun  ji  Lai 

•••• 

II 

Dhampur,  Bijnonr. 

, 

U,  Johnson 

•«• 

tl 

Nagina. 

OUDH  DiSTBlOT. 

• 

' 

Phillip  Andrew 
Yaqub  All 

•  •■ 

DcaoonW 

Lncknow. 

t«* 

I* 

'03 

99 

Jukkhan  Lai 

•  •• 

It 

'98 

Bae  Barellly, 

William  A.  Comfort 

•  •• 

•1 

'98 

•                             • 

Henry  C.j,Sigler 
MaitihCharan  Daniel 

•  •• 

II 

'OS 

Bara  Banki. 

•  •• 

If 

'94 

Hardoi. 

Mangal  Singh 
Chhote  Lai  II 

•  •• 

If 

'94 

Bara  Banki. 

«•• 

ff 

Unao. 

Abdnl  Wahid 

•  •• 

II 

-92 

HardoL 

■ 

Albert  Frank 

•  •  • 

Local  Preacher. 

Lncknow, 

• 

Henry  Angelo 
Yaqub 

•  •• 

•  •• 

•1 

«9 

19 

< 

Wasir  Singh 

•  •• 

M 

Hardoi 

- 
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Nahx, 


Cbhote  Lai  Samuel 
Prem  Maelh 
Baldeo  Praahad 
Daniel  Richard 
David  S.  Paul 
John  IW.  Norton 
azj  rShah 
Masih  Charan  John 
Cham  Cbandet  Cb4ti«rjee, 
Tilok  Siogh 
Shib  Lai 
Misri  Lai 
John  D.  Flint 
AziE  8.  Wesley 
Din  Dayal 
Gurdiyal  Singh 
Hamu  Andrew 
Boaz 

Mohan  Nathan 
Kesho  Lai 
Mohan  Dmb 
8harf-ud-din 
Kand'Rain 
Prabhu  Dass  Barney 
Nathaniel  Hamilton 
Benjamin  Cornell ub 
Frank  M.  La  wrie  • 

PiLIBHIT  DiSTEICT. 

Barnabas 
Kallu  Das 
Har  Sahai 
BahadarShah 
J.  W.  Haword 
Ohaasi  Ram 
Dhani  Ram  RajiiA 
James  Brieco 
J.  H.  Walter 
£anh  Mai 
£undan 
Kalyan  Singh 
Many  Ram 
Jhaon  Singh 

Sahbhal  Dibtbict. 

Mania  Dad  Khan 
Manphul  Singh 
BholaSin^h 
■Gyan  Masih 
Prabhu  Dass 
•Ghasaa  Singh 
W.  L.  Spotswood 
Bamuel  Barnard 


Standing. 


Loctil  Preacher. 


9> 
If 
t» 
91 
91 
99 
•9 
99 
99 
99 
99 
«1 
99 
99 
99 
9» 
91 
99 
99 
•  » 
)9 
99 
99 
99 
99 
99 


Local  Preacher. 


APPOINTMlSlrt. 


Hardoi. 

Lticknow. 

Unao. 

Lucknow. 

Unao. 

Rae  Bareilly. 

Bara  Bank!. 

Shahabad*. 

Bara  Banki. 


•J 


Unfto. 

Hardoi. 

Bara  Banki. 

Hardoi. 

Lucknow. 

Hardoi. 


«i 


Bara  Banki. 


19 


Elder 


>ff 


Elder  ^ 
I^eacon  *91 
99       *93 

::    W 

9.      *96 

99 
99 

Local  Preacher. 


Hardoi. 
Shahabad. 
Rae  Bareli. 
Hardoi. 
Shahabad. 
I^ucknow. 
Bara  Banki. 
Hardoi 


Rampur. 
Sirauli. 
Mirganj 
FatebganJ. 

Shahi. 


Pilibhit. 


•f 
Biaalpur. 
Nawabganj. 
Baherij 
Baheri. 
Mehkki. 


Bahjoi. 
Rasulpur. 
Sharifpur. 
RftJpUta. 
Shahpur,  Milak. 
Sambhal.' 
Babukhefa. 
Bhogpur,  Baata. 


wMfia^ 
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Namb. 

1 

1 

Standing. 

Appointmknt. 

Lachhmaa  Singh 

••• 

Local  Preacher.  ; 

1 

Khata,  Narainiyan. 

U.  Jefferson 

•  •  • 

1) 

Riwara,  Gunnour. 

James  P.  Stone 

•  •  • 

>» 

Majkera,  Bahjoi. 

M.  S.  Cutting 
Sakkha  Singh 
Bholn  Chand 

••• 

»i 

Sambhal  Dlst.  Inspector. 

•  •• 

yi 

Cbandpur,  Basta. 

•>M 

«) 

Bachbraun,  Dhanoora 

Kesri  Singh 

••■ 

tt 

Parla,  Basta. 

Lai  Singh 

... 

>l 

Chandpur,  Basta. 

John  Little 

•"• 

>l 

Marakpur,  Amroha. 

B.  Milton 

...  , 

}| 

Sambhal. 

Kashi  Nath 

... 

9 

Sambhal. 

Fazl  Masih 

(M 

» 

Uayatnagar,  Basulpur 
Pitnkhera,  Haaanpur. 
Hatim,  Sarae  Samohal. 

B.  Benjamin 

•  •  • 

f> 

Samuel  Smith 

•  •  * 

9) 

Chun  Til  Singh 

•  .. 

II 

Hasanpnr. 

R.  White 

... 

II 

Saidnagli,  Hasanpnr. 

Karim  Masih 

tm-* 

II 

Rajjabpur,  Narainiya 

Kalim  Ullah 

»•• 

II 

Ainobwara,  Sharif  pur. 

Alexander 

... 

l» 

Sirai,  Sambhal. 

G.  B.  Walter 

.•• 

II 

Dbawarsi,  Gangesri. 

SlTAPUB  DlSTKIOT. 

Sadal  Singh 
AJudhia  rarshad 

Deacon  '03 

Golagakarnath. 

•  •  i 

Local  Pxeaeher. 

Urdauli. 

George  Mayall 

..« 

II 

Khairabad. 

John  Uigganbotham 

•  *• 

II 

Fazalnagar, 

JiaLal 

*•  • 

)i 

Khiri. 

William  Street 

V  •  • 

II 

Sitapur. 

£.  Silas 

k.. 

1} 

11 

Jam  Sokh 

.  .• 

II 

PaintepUT. 

Rawahir  Lai 

*•• 

)i 

Sitapur,  Saddar  Baxar. 

H.  W.  Gilbert 

.  •  • 

1) 

»*fc 


PRESIDING  ELDERS'  REPORTS. 

KUMAON  DISTRICT. 

Rev.  J.  T.  MgMahov,  Presiding  Elder. 

At  the  last  Conference  one-third  of  the  territory  was  made  into 
a  new  district,  leaving  for  Kumaon  the  civil  districts  of  Almora  and 
Naini  Tal  and  two  circuits  in  the  east  of  Garhwal  Thanks  are  due 
the  friends  who  have  sent  about  Rs.  3,400  for  destitute  children 
and  for  buildings  in  Bhot.  In  visiting  circuits,  conferencea  and 
finance  committee,  I  have  spent  one  hundred  and  thirty-four  days. 
I  am  under  •  bligntions  to  the  men  and  women  and,  in  some  cases,  too, 
children,  who  have  wrout^ht  with  me  in  the  work  of  the  year. 

Bhot. — Hurkua  Wilson,  one  preacher,  one  teacher;  Uisa 
Sheldon,  two  Native  deaconesses,  and  three  Bible-women  ;  and 
thirteen  members  and  probationers.  A  house  costing  Rs.  500 
has  been  built  for  Benjamin  Markus^  at  Chaudas.  Dr.  Sheldon, 
too,  has  built  a  house  there,  costing  Rs.  1,000,  for  her  two  deaconesses 
and  herself.  Mr.  Blackstone  has  this  year  given  $400  for  buildings 
in  Bhot.  Dr.  Wilson  made  a  succ«)ssful  trip  into  Thibet  and 
was  well  received  at  a  Buddhist  Conference  of  four  hundred  Lamas 
and  one  hundred  and  fifty  wom'cu  Lamas. 

Bungidhar, — ShaduUah  Lawrence,  two  preachers,  two  Bible- 
women.  ''I  came  to  this  new  circuit  in  March.  I  had  five  diflScultiea 
to  contend  against;  (1)  No  place  to  live;  (2)  New  work;  (S) 
Famine  ;  (4)  No  one  to  help  me  ;  (5)  Sickness  in  my  family — two  of 
my  children  having  died  ;  (6)  I  do  not  like  the  district.  I  have 
built  a  small  parsonage  at  a  cost  of  Rs.  349-13-6.  I  hope  for  a 
better  time  the  coming  year.*' 

Dwarahai.^M.T.  and  Mrs.  McMahon,  eight  preachora  aad 
teachers,  one  Native  doctor,  nine  Bible- women  and  teaehera  ;  fifty- 
nine  church  members,  thirty-two  girls  and  fifty-nine  boys  make  up 
the  Christian  church  here  and  at  three  out  stations.  John  Abrahain 
has  treated  during  the  year  6,597  patients.  Two  thousand  tracts 
have  been  distributed  and .  one  hundred  and  eigliteen  books  sold 
for  Rs.  l^.  The  famine  in  £gypt  lasted  seven  years;  high  prioaa 
have  ruled  here  sinco  189G,  and  in  1890,  1892,  1894  the  Qovem- 
ment  gave  famine  relief.  This  scArcitv  filled  ur^the  orphanages.  These 
boys  and  girls  do  all  ttieir  own  work,  make  their  own  olothingp 
cut  and  carry  their  fuel  from  the  woods,  tw^  miles  away,  and  are  a 
great  comfort  to  us— except  when  half  a  dozen  or  so  of  them  run  away 
in  one  day.  Five  Sabbath  schools  with  one  hundred  and  forty 
pupils,  and  a  day  Bible  class  of  a  dozen  young  men  only  two 
years  out  of  heathenism,  are  hopeful  branches  of  the  work.  '*  A  settled 
aversion  to  working  between  meals,"  is  the  weak  point  on  this 
circuit. 
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Lohha, — Pandit  Oanri  Dutt,  one  preacher,  two  Bible-women, 
and  twenty-f onr  church  members  have  broaght  in  and  baptized  sixteen 
converts.  The  two  Sunday  schools  are  attended  bj  sixty  pupils. 
A  year  ago  two  acres  of  land  were  bought  for  Hs.  84  On  this 
site  two  small  parsonacres  have  been  built,  costins:  Rs.  458-12-0.  A 
**  William  Butler  Chapel "  in  beinj;  built  on  the  same  land,  to  cost 
Ks.  125  Mr.  Dutt  expects  the  people  to  pay  Hs.  25  of  this.  Lobha 
was  an  out- station  of  Dwarahat  until  last  Conference.  It.  is  on 
the  pilgrim  r.>ute  from  KAdarnati*  and  Badrinath.  Thus  many 
people  hear  something  of  the  Gospel,  and  in  this  way  the  workers 
fow  beside  all  waters. 

Saini  Tal. — (£>  gliiah  and  Native  work.) — Dr.  and  Mrs. 
Humphrey,  seven  preachers,  thirteen  teachers  ;  Mrs.  Messmore,  three 
assistanti,  and  five  Bible-women  and  teachers.  Dr.  Humphrey 
writes  :— "  Last  Conference  I  was  appointed  to  both  circuits.  Mr. 
StuntE  expected  to  help  me  in  the  English  work.  Illness  sent  him 
home.  I  desire  to  express  my  thanks  to  Dr.  Dease  and  visiting 
brethren  for  their  help.  The  congregations  are  large,  and  pay  liber- 
ally for  pastoral  support.  The  native  boys'  day  school  continues  to 
improve  in  numbers,  in  aniount  of  fees  collected  and  in  efficiency. 
The  Simday  school  of  three  hundred  pupils  is  very  interesting  aad  its 
influence  is  stamped  upon  the  place." 

Mrs.  Messmore  has  a  boarding  school  for  native  girls,  day 
schools,  and  zenana  work.  Mrs.  Messmore,  though  in  India  since 
1861,  is  still  strong  to  go  out  and  come  in. 

Miss  8.  E.  Easton  of  the  High  school — '•  Wellesley  " — has 
added  a  new  school  house  costing  Rs.  25,000,  «nd  nn  debt.  The 
school  is  crowded  with  English  and  Eurasian  girls.  Misses  Sellers  and 
Batcher  are  teachers  in  '*  Wellesley." 

Oak  Openings  for  English  boys  was  fortunate  to  secure  the 
services  of  Dr.  and  Mrs.  Dease.  The  debt  has  been  reduced  by  over 
Rs.  80.000.  The  sch-ol  does  go<  d  work  for  the  Master.  Mr. 
and  Mrs.  Stnntz  are  missed  in  Naini  Tal. 

iVlAora^arA.— Shib  D.  Sanwal,  eleven  preachers,  and  twenty 
women  workers  ;  Miss  Budden,Mi^s  Heed,  Miss  Tresham  aad  three 
assistants.  This  circuit  has  had  seventy  baptisms.  8o  in  this,  it 
leads  the  district.  Eleven  Sunday  schools  with  ^v^  hundred  and  fifty 
pnpils.  and  thirteen  day  schools  indicate  the  vigor  with  which  the  work 
is  conducted  in  this  flourishing  mission.  A  partial  famine  ran  up  the 
orphans  to  one  hundred  and  fifty- seven,  which  tried  the  finances  of  the 
agents  in  charge  of  the  work. 

Miss  Reed  has  an  interesting  work  among  her  seventy-five 
lepers.  She  now  has.two  complete  establishments— one  for  the  men 
a  mile  away  from  the  quarters  of  the  women.  She  also  superin- 
tends four  preachers,  who  travel  and  teach  the  people  for  miles 
around.  This  looks  as  though  Miss  Rped  was  *'  in  the  General 
Conference.''  The  many  friends  of  Miss  Rted  will  be  glad  to  learn  she 
is  in  excellent  health. 
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GARHWAL  DISTRTCT. 


Ret.  J.  H.  Gill,  Presiding  Elder. 

Garbwal,  <vhich  long  appeared  in  the  report  as  a  circuit,  was 
in  Jannary,  1895,  made  into  a  district  with  eight  appointments.  Three 
of  these  appointments  were  left  **  U)  be  supplied  *'  by  unordained  local 
preachers  and  for  one  ihere  was  no  preacher.  Two  ordained  native 
brethren  were  at  the  same  time  transferred  to  another  district. 

The  entire  absence  of  wheeled  vehicles  of  every  kind  makes  the 
cania|i;e  of  grain  difficalt,  for  it  has  to  be  imported  on  the  backs  of 
coolies  and  ponies  ;  so  when  scarcity,  through  failure  of  the  crops,  pre* 
vails,  the  people  in  the  a£fected  territory  must  suffer.  This  year  such 
a  scarcity  did  occur  to  the  north  and  east  of  Pauri.  Unsolicited  sub- 
scriptions from  Colonel  Graves  of  Lansdowne,  Rs.  100,  Miss  Kempert 
Rs,  25,  Mrs.  Mukerjee,  Rs.  6,  Mrs,  Gill,  Rs.  25,  enabled  us  to  pur- 
chase grain  for  distribution  to  a  few  of  those  in  distress.  Government 
also,  as  in  previous  times  of  famine,  advanced  small  sums  of  money 
to  parties  owning  land,  to  be  recovered  later  in  better  times.  Our  grain 
was  given  to  those  in  real  need,  whether  Christians  or  not.  Another 
subscription  of  Rs-  5  was  handed  me  in  Lansdowne  and  I  spent  it  for 
necessities  for  a  sister  who  was  then  dying  in  that  station. 

Oadoii  Circuit. — Rev.  W.  W,  Ashe,  M.  D.,  missionary,  and 
two  native  helpers.  This  is  a  compact  appointment  where  brother 
Ashe  this  year  began  his  missionary  career.  He  has  cheerfully  put  up 
with  the  inconvenience  of  living  in  a  small  uncomfortable  native  house 
and  has  given  some  time  to  studying  the  Hindi  language  and  a  good 
deal  of  time  to  getting  in  hand  the  large  estate  which  lately  came  into 
our  possession.  He  has  had  forty-five  Christian  boys  in  training  and 
has  superintended  and  personally  worked  at  the  erection  of  a  needed 
mill,  the  machinery  of  which  came  mostly  from  Calcutta,  besides 
handling  a  number  of  men  who  are  at  work  on  the  new  school  building 
for  the  Woman's  Foreign  Missionary  Society,  to  which  the  Paori  Girls' 
school  will  soon  be  transferred.  He  has  also  given  some  attention  to 
his  profession  as  a  physician  and  his  visits  to  us  at  Chopra  have  been 
greatly  appreciated.  We  hope  to  see  him  supplied  with  a  complete  set 
of  instruments  and  a  complete  stock  of  medicine,  but  both  are  lacking 
so  far  for  want  of  funds.  Attention  could  but  partially  be  given  to 
fanning  but  what  little  was  done  yielded  some  fruit.  For  some  time 
to  come  the  erection  of  buildings  must  occupy  the  time  of  the  missionary 
here.  The  need  of  a  house  for  the  missionary  to  live  in  is  urgent. 
Several  baptisms  have  taken  place  during  the  year.  The  training  of 
forty-five  Christian  boys,  as  it  is  the  most  important  work  of  all,  so  it 
is  the  most  hopeful  for  future  results. 

Kainur  Circuit. — Supplied  by  Kwankin,  local  preacher  ;  four 
native  helpers.  Brother  K  wank  in  has'  in  his  circuit  moved  among  a 
people  who  in  the  early  part  of  the  year  were  pressed  with  famine. 
He  had  many  offers  of  the  gift  of  children  and  he  undertook  the  care 
of  a  few.  Did  funds  permit  we  might  collect  a  large  number  of  little 
ones,  who  in  coming  years  would  greatly  help  the  work.    Bro.  Ewankin 


4  PRESIBTNO  BLDXBS'  REPORTS. 

has  eondacted  the  work  in  his  charge  with  great  discretion  and  energy. 
He  needs  to  be  ordained  aud  is  worthy  of  the  office.  The  inhabitants 
of  his  circait  are  rude  but  accessible  aud  he  finds  much  favor  with  the 
people.  The  country  itself  is  a  succession  of  highlands  with  beauti- 
foUy  terraced  farms,  pine  and  oak  forests  and  lovely  ravines.  The 
caste  people  in  Kainur  village  are  Rhassias,  who  have  not  learned  to 
wear  the  sacred  thread  of  Hinduism,  and  who  have  the  peculiar  custom 
of  sprinkling  with  dean  water  each  person  who  enters  their  dwelling. 
We  had  some  baptisms  here  during  the  year. 

Koidwara  Circuit. — Supplied  by  Mohan  Lall,  local  .  preacher, 
and  one  helper.  Kotdwara  is  the  ''  dwar ''  or  door  to  the  hills.  Here, 
too,  the  river  *'  Koh  "  finds  an  outlet  to  the  plains.  It  is  a  new  circuit 
and  the  brother  in  charge  is  not  ordained.  The  climate  is  malarious 
and  twice  during  the  year  Mohan  Lai  was  prostrated  with  fever.  So  was 
the  family  of  his  assistant.  The  chief  hope  of  fruit  here  is  among 
the  people  who  are  attempting  to  convert  the  jnuKle  land  in  the  vicinity 
ibto  farms.  Canals  are  laid  out  carrying  water  into  the  bhabar,  or 
diy  lands  and  here  many  farms  have  been  made.  Our  preacher  visits 
these  settlers.  Part  of  the  time  a  small  school  is  maintained  at  Kot- 
dwara. 

Latudoume  Gircuii. — Fredrick  W.  Greenwold,  native  minister, 
with  four  native  helpers.  This  circuit  has  four  points  where  work  has 
been  carried  on  during  the  year.  A  teacher*s  house  has  been  built  at 
Kokan;  Bro.  Qreenwold,  by  the  assistance  of  a  teacher,  keeps  up  a 
good  school  in  Lansdowne  Oantonmeut,  where  he  lives.  Several 
Christian  families  connected  with  the  regimental  bands  attend  the 
Mission  services.  Some  half  dozen  Methodist  lads  from  Pauri  school 
are  regular  attendants.  These  lads  enlisted  and  were  assigned  to  duty 
in  the  band  of  one  of  the  regiments,  ^ot  long  ago  I  had  o^er  fifty 
persons  at  a  service  in  one  of  tbe  rooms  of  Mr.  Qreenwold's  house. 
We  hope  to  build  a  school  house  here  next  year,  in  one  room  of  which 
we  may  hold  our  preacning  service.  I  had  the  pleasure  of  preaching 
to  the  Buropean  residents  sometime  ago  while  spending  a  Sabbath 
at  Ijansdowna.  Whetner  a  minister  be  present  or  not,  Colonel  Graves 
does  not  omit  the  English  service.  Most  of  the  Europeans  in  Lans- 
downe are  officers  in  the  regiments.  A  parlour  in  the  commandant's 
house  is  the  place  where  divine  service  is  now  held,  but  Government 
has  given  generous  help  for  the  erection  ot  an  English  church,  which  is 
now  well  on  toward  completion  The  mission  needs  a  church  build- 
ing, too,  for  vernacular  services.  Lanstiowne  Circuit  has  a  thick 
population  scattered  over  the  neighbouring  hills  and  valleys  and  if  prop- 
erly worked  and  the  people  visited  in  the  villages  much  fruit  may  be 
gathered.  In  two  successive  years  the  wives  of  the  two  preachers 
stationed  at  Dadamundi  took  sick  and  died.  The  house  there  is  cer- 
tainly unhealthy  and  must  be  moved  to  a  better  site. 

Patir»,^Bev.  Joseph  fl.  Gill  and  Mrs.  Gill,  missionaries ;  Revds. 
DaTid  A.  Ohowfin  and  E.  Thomson,  native  ministers,  and  twelve 
helpers  ;  three  assistants  of  the  W.  F.  M.  Society.  All  the  services 
usually  held  in  a  central  mission  station  are  maintained  in  Pauri. 
Onr  premises  are  one  mile  distant  from  the  village  and  post  office  but 
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at  this  writing  a  fintler  cbapel  and  school  hoQSe  are  in  process  of 
erection  in  the  village  of  Pauri  itself,  close  to  the  village  water 
spring.  The  ministers  named  take  tarns  in  the  ministerial  work  of 
the  mission  head  quarters  and  ontstations  also. 

A  boys'  school  is  well  attended.  A  girls'  school  is  also  well  at- 
tended. The  latter  is  largely  a  boarding  school  and  the  former  abont 
half  boarders  and  half  day-scholars.  Four  smaU  schools  are  kept  up 
in  adjoining  villages.  This  Panri  circuit  has  preachers  or  teachers  living 
at  the  foUowing  centers :  Dekhwale,  Than,  Paidol,  Nishni,  Masson, 
Pipali,  Ramtilla,  Kandere  and  fihawani.  Some  of  these  places  ought 
to  be  attached  to  Oadoli  and  the  balance  made  into  two  sub-cirouits, 
if  there  were  ordained  ministers  to  take  care  of  them.  The  young 
brother  of  a  rajah,  while  attending  an  examination  at  our  head-quarters, 
pitched  his  camp  in  our  compound  and  spect  ten  days  with  us.  During 
his  stay  a  great  many  people  came  to  see  him  and  they  crowded  our 
little  meeting  room  in  the  central  school  on  the  two  Sabbaths  of  his 
stay.    A  number  of  baptisms  occurred  during  the  year. 

Ramni. — Rev.  Sabine  Mansell,  native  minister,  and  two  native 
helpers.  The  magistrate  kindly  granted  our  request  for  a  building 
site  in  RamnL  The  village  is  on  a  beautiful  broad  plateau  on  a  high 
mountain,  close  to  the  snows  and  within  a  few  miles  of  the  OohnaLake, 
which  was  so  famous  last  year.  The  bursting  of  the  lake  carried  away 
in  a  very  swift  torrent  every  habitation  in  the  Upper  Ganges  valley, 
including  Srinagar,  It  is  our  purpose  in  beginning  work  here  to  influ- 
ence not  only  the  residents  in  the  vicinity  but  also  the  Bhotias  of 
Oarhwal,  who  never  take  up  a  residence  in  the  lower  hills.  Bro.  Sabine 
has  already  visited  the  Niti  pass  into  Thibet  and  has  many  friends 
among  the  people  called  Bhotias,  whose  language  and  customs  differ 
from  those  of  the  Hindus.  Bro.  Sabine  went  to  his  appointment  eariy 
in  the  year  before  the  snow  had  all  melted.  Later  he  returned  and 
took  with  him  his  family  and  Bro.  and  Sister  Fongu  and  their  children. 
They  have  up  till  this  time  no  permanent  dwelling  house  but  we 
hope  to  erect  one  on  the  site  granted  by  the  government.  At 
Bainole  (to  the  south  of  Ramni)  a  preacher  belonging  to  Bamni 
circuit  is  now  living  and  carrying  on  a  school. 

Srinagar. — John  Williams,  local  preacher,  and  one  native  helper. 
The  old  town  was  abandoned  after  the  flood  of  last  year.  For  a  long 
time  the  inhabitants  dwelt  in  grass  huts.  Now  a  new  town  on  a 
new  and  higher  site  has  been  begun  and  in  its  center  we  have 
secured  a  small  lot  for  a  bazar  chapel.  Bro.  Puran  and  his  family 
are  temporarily  located  on  the  abandoned  ruins.  We  are  hoping  to 
buy  a  house  built  by  Government,  but  owing  to  its  location  not 
suitable  for  their  purposes,  while  very  suitable  for  oars.  Bro.  John 
Williams  is  quite  advanced  in  years  and  an  invalid  but  Bro.  Puran 
cares  for  our  few  Christians  and  is  assisted  by  preachers  from  Paun. 

Tehti, — This  is  the  territory  of  a  native  rajah,  just  across 
the  Alakmundi  river.  It  is  of  great  extent  and  thickly  popu- 
lated. Our  attention  was  often  drawn  to  it  as  a  field  for  evange- 
lization and  last  year  we  hoped  to  have  a  brother  appointed  there. 
Scarcity  of  funds  needed    to    erect   suitable    dwelling    houses    for 
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workers  prevented  immediate  occapation,  though  daring  the  year 
two  brethren  visited  the  chief  town.  Anything  done  here,  beyond 
the  British  border,  will  have  to  be  carefnUy  planned  to  avoid 
annecessary  friction  with  the  rajah*s  officials.  In  the  meantime 
some  independant  missionaries  have  been  prospecting  here  with  the 
purpose  of  settling. 

I  will  close  bf  saying  that  I  am  to  start  in  the  morning  for  a 
three  weeks  tonr  in  camp.  On  my  return  I  hope  to  meet  the  district 
conference,  in  connection  with  which  will  he  heid  our  camp  meeting. 
Here  with  God's  blessing  we  expect  an  outpouring  of  the  spirit  on 
the  entire  working  force  of  our  preachers  and  teachers.  For  this 
we  pray. 

MORADABAD  DISTRICT. 

Rbv.  S.  Knowlbs,  Presiding  Elder. 

Moradahad.'-'Oi  this  large  circuit  Brother  L.  A.  Core,  preacher- 
in-charge,  writes  : — 

*'  The  ^oradabad  circuit  has  been  for  many  ye<in  one  of  the  most 
fruitful  fields  of  work  in  Rohikhand.  It  is  an  old  work  and  an  im- 
portant one.  Preachers  and  teachers  have  gone  out  from  here  into 
almost  every  part  of  the  empire.  The  circuit  has  yielded  a  great  num- 
ber of  Christians,  especially  from  the  Mehtar  class,  while  not  a  few 
from  amon^  the  Chamars  and  other  classes  have  gone  to  do  noble 
work.  But  in  late  years  the  Chainar  work  has  left  much  to  bo  desired. 
Many  converts  have  lapsed,  while  new  oues  come  in  slowly.  While 
few  have  openly  confessed  Christ,  yet  our  teaching  has  made  so  deep 
an  impression  that  now  it  is  not  always  easy  to  find  an  out  and  out 
idolator  among  them.  Another  thing  has  encouraged  us:  On  more 
than  one  occasion  Chamars  on  their  beds  of  sickness  have  sent  for  our 
preachers  to  come  and  read  the  Bible  and  pray  with  them.  The  day 
cannot  be  far  distant  when  this  caste,  with  its  scores  of  thousands  in 
Moradabad  district,  must  come  out  on  the  Lord's  side .  The  number  of 
baptisms  this  year  is  smaller  than  usual,  and  will  continue  to  grow 
smaller,  until  there  is  an  opening  made  in  some  other  caste,  for  nearly 
all  of  the  Mehtars  in  and  around  Moradabad  have  been  baptized. 

Our  Boys*  High  School  is  flourishing.  This  year  the  boys  came 
flocking  into  school  in  such  numbers  that  we  had  to  refuse  admission 
for  want  of  room.  There  are  now  in  the  Ooucher  Boarding  House 
one  hundred  and  thirty-five  boys  of  all  ages,  from  ten  to  twenty-two. 

The  Epworth  League  continues  to  do  effective  work  and  to  be  a 
potent  influence  for  good.  In  the  four  years  since  my  connection  with 
the  work  here,  I  can  see  marked  progress  among  our  Christians  in 
spiritual  life.  If  we  take  as  a  standard  of  comparison  our  home  Chris- 
tian communities  the  result  is  discouraging.  But  when  we  note  what  a 
vast  difference  there  is  now  between  even  the  lowest  and  most  ignorant 
of  our  Christians  and  their  heathen  neighbours  then  we  '*  thank  God 
and  take  Courage." 

Bijfiour. — The  transfer,  at  the  beginning  of  the  year  of  Brother 
and  Sister  Dease  from  this  most  important  circuit  to  the  Naini  Tal 
School,  though  of  great  benefit  to  this  English  school,  was  not  to  the 
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adyantage  of  the  ext^neiye  natiTe  work  here.  And  though  Mrs. 
Knowles  and  myself  have  done  the  hest  ve  conid  in  the  station  and 
circuit,  jet  having  the  interests  of  thirteen  other  circuits  to  look  after, 
we  could  not  give  that  attention  to  details  so  absolutely  necessary  to 
the  prosperity  of  the  whole  work.  Under  the  immediate  charge  of  . 
Brother  Dilawar  Singh,  the  work  has  been  carried  on  f«irly  well.  We 
have  had  seventy-nine  baptisms  to  the  end  of  September.  This  makes 
the  number  of  our  native  Christians  in  this  circuit  one  thousand  and 
sixty-two.  Our  two  boarding  schools  for  the  boys  and  girls  of  our 
native  Christians,  have  done  well  during  the  year,  and  have  bfen  well 
reported  on  by  the  Inspector  of  Government  schools.  The  Girls* 
Boarding  ^^chool  had  been  under  the  Misses  Collins,  and  the  boys' 
under  Brother  Dilawar  Singh. 

Nujihahad. — There  are  seven  hundred  and  thirty-five  native  Chris- 
tians in  this  circuit,  to  which  number  have  been  added  ninety-five  by 
baptism  this  year.  Brother  McGregor  and  his  five  helpers  have  done 
good  work  through  the  year.  The  five  small  schools  have  been  well 
reported  on  by  our  Inspector,  Brother  David. 

Mandawar. — Brother  R.  FaUs  is  in  charge  of  this  large  circuit, 
and  with  his  eight  workers  has  accomplished  a  good  work  during  this 
year.     He  shows  one  hundred  and  sixty-two  baptisms  to  the  close  of 
September,  and  a  membership  of  one  thousand  two  hundred  and  thirty-r^  » 
five.     His  four  schools  have  all  been  well  reported  on. 

Vagina. — There  are  not  so  many  Christians  in  this  place  as  in 
others  on  our  district,  and  yet  Brother  Shipley  and  his  nine  helpers 
seemed  to  have  done  their  best^  They  have  had  many  difficulties  to 
contend  with,  and  one  has  been  the  fearful  epidemic  of  cholera  that 
swept  away  thousands.  They  have  had  to  work  between  the  living 
and  the  dead.  Twenty-four  baptisms  have  been  recorded,  that  giving 
US  a  total  of  five  hundred  and  fifty-eight  native  Christians  in  this  cir- 
cuit.    The  four  schools  are  in  excellent  condition. 

Dhampur. — This  circuit  has  a  membership  of  four  hundred  and 
sixty,  and  about  as  many  probationers.  There  have  been  thirty-seven 
baptisms.  There  are  six  small  schools  among  the  Christians  in  their 
different  villages.  Fazl  Masih  and  his  seven  helpers  have  done  encourag- 
ing work  all  through  the  year. 

Kiratpur, — This  is  a  small  circuit,  but  very  good  work  has  been 
done  on  it  during  the  year.  There  are  eight  hundred  and  ten  Christians 
here,  with  the  addition  of  sixty  by  baptism.  Brother  Bunsi  Dhar  and 
bis  six  fellow  laborers  have  worked  hard  and  faithfully  during  a  very 
unhealthy  year  in  the  circuit.  They  have  done  well  in  the  matter  of 
self-support. 

Afurpur, — There  are  four  hundred  and  sixty-one  native  Christians 
in  this  city  and  circuit,  who  have  had  to  suffer  some  persecutions  from  a 
few  bigoted  Mussalmans,  but  they  are  all  the  stronger  and  more  spiritual 
for  it.  At  Tajpure,  Baja  Siyam  Singh  has  been  of  great  help  to  our 
work.  There  have  been  fifty-six  baptisms.  The  three  schools  are  making 
good  progress.  Brother  Gulab  Singh  and  his  five  co-workers  are  doing 
an  encouraging  work. 
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Sh§rkot — Brother  Merrill  and  his  eleven  helpers  have  defied  maburia 
and  epidemics  and  carried  on  their  work  bravely  and  faithfully  daring 
a  most  unhealthy  year.  They  have  had  great  success  in  their  preaching 
and  teaching.  One  hundred  and  five  baptisms  is  one  of  the  results  of 
their  labors.  There  are  about  eight  hundred  Christians  spiritually  cared 
for. 

ThcJcurdwara, — Bala  Das  and  his  eleven  fellow-workers  have  thh 
most  difficult  circuit  on  our  district.  Their  report  has  not  come  to  hand, 
so  we  cannot  tell  the  number  of  baptisms.  There  are  about  six  hundred 
Christians  in  this  jungly  circuit. 

Kanth. — 1  am  sorry  I  am  not  able  to  say  much  of  this  circuit ;  bui 
hope  such  arrangements  will  soon  be  made  as  to  alter  the  working />«r- 
•onnel,  and  let  in  a  m  >re  healthy  influence  to  work.  This  is  the  only 
circuit  we  cannot  report  favourably  upon.  All  the  others  are  doing  a 
work  that  is  promoting  the  glory  of  Qod  and  the  everlasting  redemption 
of  the  people. 

BODAON  DISTRICT. 

Bbv.  J.  B.  Thomas,  Presiding  Elder. 

«^  The  past  year  has  without  doubt  been  the  most  prosperous  one 
within  the  history  of  the  Budaon  mission.  God  has  been  with  us  and 
given  success  in  a  greater  or  less  degree  to  ever}  department  of  His 
work  represented  in  the  district.  The  lives  of  all  our  workers  have 
been  spared  and  all  have  been  active  in  the  discbarge  of  the  duties 
which  have  been  assigned  them. 

CIBCUITB. 

In  the  Budaon  district  there  are  nine  circuits,  an  increase  of  one 
over  last  year.  The  Aonla  circuit  was  divided  and  a  new  one  formed 
with  Bhamora  as  its  head.  Rev.  Tusuf  Lall,  a  recent  graduate  of 
the  Bareilly  Theological  Seminary  is  in  charge  and  doing  a  good  work 
for  the  Master.  Each  of  these  circuits  is  in  charge  of  a  native 
ordained  preacher,  who  looks  after  all  the  details  of  the  work  in  his 
respective  field  of  labor. 

CHBISTIAV   COMIIUNITT. 

Mission  work  was  began  in  Budaon  zillah  in  1859.  At  that 
time  there  were  not  more  than  twelve  or  fifteen  Christians  found  in  the 
entire  district  and  these  had  wandered  in  from  the  little  band  at 
Bareilly.  To-day  by  the  blessing  of  Almighty  God  we  have  a  Native 
Christian  community  of  about  ten  thousand  souls  and  these  live  in  more 
than  five  hundred  different  towns  and  villages,  where  their  lives  testify 
for  Christ  and  exercise  a  Christian  influence  upon  the  heathen  round 
about  them. 

BAPTISMS. 

Between  eight  and  nine  hundred  have  received  Christian  baptism 
this  year.  Many  more  could  have  been  baptised  if  we  had  pastors  to 
take  care  of  them. 
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NBW  WOBC. 

While  we  feel  that  all  onr  time  could  be  spent  rery  profitablj  in 
'^  shepherding  *'  the  flock  which  has  already  been  gathered  in,  yet  we  hare 
not  been  unmindfol  of  those  who  are  still  out  of  the  fold.  Special 
efforts  for  nearly  three  years  past  have  been  made  to  open  work  among 
the  Chamar  class.  So  far  no  baptisms  to  speak  of  have  occurred  but 
we  have  reason  to  believe  that  whole  communities  of  this  class  are 
just  ready  to  receive  Christ.  In  fact  many  who  have  not  been  baptized 
have  thrown  their  idols  away  and  pray  to  the  God  of  the  Christians. 
Other  classes  also  among  whom  Christian  work  is  being  done  secfln  to 
h%  very  favourably  impressed  with  the  truths  of  Christianity. 

• 

SUNDAY    SCHOCTLS. 

Sunday  schools  are  a  most  valuable  agency  in  carrying  on  mission 
work.  In  these  schools  thousands  of  heathen  boys  and  girls  learn  the 
truths  of  the  Christian  religion  and  while  they  may  not  speedily  accept 
them  yet  they  are  sure  to  make  an  impression  upon  their  lives  for  good. 
In  this  district  we  have  one  hundred  and  thirty  of  these  schools  attend- 
ed by  six  thousand  boys  and  girls.  What  a  splendid  opportunity  for 
sowing  gospel  seed ! 

DAY  SOHOOLS. 

The  day  schools,  which  are  one  hundred  and  thirteen  in  number,  are 
in  a  fairly  pro8perous]condition.  These  schools  are  kept  up  at  a  great  cost 
to  the  mission  but  when  properly  managed  the  money  is  well  expended. 
An  inspector  has  been  appointed  who  visits  and  examines  e&ch  school 
once  a  quarter  and  notea  the  daily  progress  of  each  boy  and  girl.  Many 
boys  and  girls  from  these  schools  in  the  villages  have  come  into  our 
boardbg  schools. 

BOA&DIKO   SCHOOLS. 

In  Budaon  station  there  are  two  boarding  schools,  one  for  boys 
and  the  other  for  girls.  The  boys*  school  has  an  enrollment  of  one 
hundred  and  fifty.  The  girls  school  oE  eighty.  The  character  of  the  work 
done  in  both  of  these  schools  is  praiseworthy  and  reflects  credit  upon 
the  managers  and  teachers.  A  new  home  has  been  built  this  year  for 
Miss  Wilson  and  her  assistants,  which  adds  greatly  to  their  convenience 
and  comfort. 

PT7BLI0   WOBSHIP. 

Efforts  are  made  to  have  regular  preaching  in  every  place  Where 
Christians  live  and  these  services  in  most  places  are  well  attended. 
Our  church  in  Budaon  is  full  every  Sunday  and  much  interest  is  mani- 
fested. Revival  meetings  have  been  held  by  our  preachers  in  charge 
in  most  of  the  circuits  and  we  believe  many  have  received  the  for- 
giveness of  their  sins.  Still  we  have  to  confess  that  there  is  not  as 
much  revival  meeting  work  done  among  our  people  as  ought  to  be. 
Many  of  our  native  preachers  need  a  baptism  of  the  Holy  Spirit  and 
for  this  we  are  praying. 
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llBv.  E.  W.  Paekbr,  Presiding  Elder,  (P.  0.,  Lucknow.) 

This  district  at  present  is  made  up  of  the  five  zillas  or  counties 
of  Lucknow  :  Barabanki,  Rae  Bareilly,  XJnao  and  Hardoi,  with  a 
population  of  about  five  millions  of  people.  The  district  is  divided 
into  six  circuits  and  forty-seven  sub-circuits. 

Lvchnow  Circuit, — Lucknow  Circuit  has  the  city  of  Lucknow 
for  its  centre,  and  contains  our  two  colleges,  one  for  Jboys  and  one  for 
girls  ;  our  two  High  schools  connected  with  these  colleges,  with  other 
efficient  smaller  schools  ;  our  Publishing  House,  our  English  and 
Hindustani  churches,  the  Deaconess  Home,  and  other  important  work. 
This  circuit  is  under  the  charge  of  missionaries,  while  the  other  work 
of  the  district  is  under  the  charge  of  native  preachers.  The  colleges 
have  had  a  prosperous  year,  but  have  met  with  all  the  difficulties  of  a 
new  work. 

Rev.  W.  A.  Mansell,  Principal  of  the  Reid  Christian  Ooliega 
reports  : — The  Reid  Christian  College  and  High  School  has  had  a 
fairly  prosperous  year.  The  attendance  in  the  College  is  about  the  ^ame 
but  there  is  a  tendency  in  the  High. School  towards  an  inorease.  The 
number  of  applicants  for  admission  from  our  preachers  and  mission 
helpers  who  cannot  afford  to  pay  their  children's  expenses  in  school  is 
increasingly  large.  If  funds  were  niore  abundant  we  would  have 
many  more  students  from  the  ranks  of  our  own  mission  workers. 

The  results  in  the  last  examinations  were  on  the  whole  satis- 
factory. Three  oat  of  the  four  students  sent  up  for  the  B.  A.  Exam- 
ination passed  creditably  and  have  received  their  degrees  from  the 
Government  University. 

The  teaching  staff  of  the  College  is  now  very  satisfactory,  and 
we  hope  that  our  patrons  and  the  governing  body  of  the  College  will 
see  the  necessity  of  retaining  it  in  its  present  state  of  efficiency. 

Brothers  Thoburn  and  Hewes  have  charge  of  the  English  and 
Science  classes  respectively  and  have  done  good  and  faithful  work. 
Mr.  Thoburu  is  constantly  urging  the  need  of  a  copy  of  the  Century 
Dictionary,  the  Century  Dictionary  of  Biogiaphy,  and  good  diction- 
aries of  dates,  allusions,  etc.,  and  Mr.  Hewes  is  asking  for  a  donation 
of  suitable  physical  apparatus  or  the  means  of  getting  it. 

In  pursuance  of  our  plan  to  make  the  College  as  widely  useful 
as  possible,  a  new  department,  for  training  a  class  in  practiofd  printr 
ing,  has  been  opened. 

The  Business  Department  under  the  charge  of  Mr.  H.  L. 
Roscoehas  made  steady  progress.  Mr.  Roscoe  writes  concerning  it. 

•^Notwithstanding  the  fact  that  we  were  obliged  to  close  this 
department  of  our  work  for  nearly  four  months  during  the  past  year, 
on  account  of  the  illness  of  the  Manager,  we  can  report  a  very  success- 
ful year,  *'0f  the  fourteen  pupils  eiirolled  during  the  year,  seven  are 
still  prosecuting  their  studies,  six  have  secured  lucrative  appoint- 
ments, and  one  left  before  completing  the  course." 

We  again  have  to  report  a  change  in  our  headmasters  as  Mr. 
Chatterji,  who  was  serving  us  very  satisfactorily  last  year,  left  to 
accept  ft  better  position  elsewhere.     We  have  succeeded  in  getting  a 
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very  satisfactory  educator  to  fill  his  place  but  feel  impeUed  to  urge 
again  the  advieability  of  meeking  the  headmastership  a  missionary 
mppointment., 

It  would  be  well  if  we  conld  realise  onr  pre?ioas  plan  and  secure 
the  services  of  a  young  man  from  home,  who  would  be*  willing  to  come 
out  and  to  remain  with  us  in  the  capacity  of  a  high  school  principal^ 
and  who  could  work  up  our  school  to  a  high  standard  of  proficiency 
by  his  personal  attendance  and  teaching  in  the  classes,  and  atten- 
tion to  the  detailed  arrangements  of  the  school.  Such  a  work  would 
be  truly  a  missionary  work.  If  these  words  meet  the  eye  of  an  accom- 
plished and  successful  teacher  of  America  who  is  willing  to  devote  five 
years  of  his  life  to  the  work  of  God  in  India  on  the  same  compensa- 
tion which  other  missionaries  receive,  the  Principal  or  the  Secretaries 
at  New  York  will  be  glad  to  correspond  with  him. 

The  moral  and  religious  life  of  the  students  is  a  subject 
of  special  care  and  effort.  Mrs.  Mansell  has  taken  charge  of 
a  class  oE  the  smallest  boys  for  special  religious  instruction,  aud 
other  classes  are  taken  weekly  by  the  professors  of  the  College. 
Nearly  all  the  students  are  members  of  the  Epworth  League,  and 
as  such  cannot  fail  to  receive  additional  inspiration  and  encoarage- 
ment  for  preparing  themselves  for  effective  work  for  the   Master. 

Finaneial. — Our  receipts  for  the  year  show  a  slight  advance  over 
last  year,  but  we  still  find  that  the  amount  from  patrons  at  home  for 
temporary  scholarships  is  not  sufficient  to  meet  the  demand.  We 
need  more  money  and  there  is  no  source  to  look  for  it,  except  from  the 
patrons  at  home  who  are  interested  in  the  work  of  the  school.  If  we 
had  the  endowment  that  we  are  asking  for,  it  would  relieve  our  present 
necessities  and  provide  for  the  work  as  it  should  be  provided  for,  but 
until  it  comes  we  must  look  for  temporary  help,  and  hope  that  none 
of  our  patrons  will  overlook  the  importance  of  this  work,  but  will 
earnestly  strive  to  spread  the  knowledge  of  this  institution,  and 
awaken  an   active  interest  in  it. 

We  have  received  a  donation  of  SlOO,  from  Mrs.  E.  J.  Noyes  of 
Hardwick,  Vt.,  which  will  support  a  student  for  three  years,  and 
another  permanent  scholarship,  the  third,  from  Oliver  Allen,  Esq., 
of  Clinton,  Mich.  Mr.  Allen  has  been  a  staunch  supporter  of  this 
enterprise  for  many  years  and  we  are  glad  to  see  his  continued 
interest  in  his* investments.     Would  that  many  more  Brother   Aliens 

might  be  raised  up  ! 

If  any  one  should  ask  us  what  is  the  greatest  need  for  our 
school  after  the  spiritual  blessings  of  God's  approval,  we  should 
unhesitatingly  answer  Endowment,  Endowment,  Emdowmbnt, 
We  need  it  for  the  College,  for  the  successful  prosecution  of  the 
plan  to  make  it  a  success ;  we  need  it  for  the  education  of  the  boys 
who  are  constantly  coming  to  us  and  who  need  help  in  greater 
measure  than  we  can  hope  to  give.  Every  year  makes  its  necessity 
more  apparent  and  more  pressing.  We  would  earnestly  ask  our 
friends  and  patrons  at  home  to  unite  with  us  in  special  prayer  that 
Gk)d  will  this  year  open  the  hearts  of  some  o!  his  stewards  to  send 
U8  the  money  that  we  need. 


18  PMM  SJDJUG  HL£16'  SMfOJRTS. 

Sams  in  any  amonnt  may  be  forwarded  to  the  Principal,  to  Bishop 
Thobam,  or  any  of  the  Missionary  Secretaries.  Let  no  one  imagine 
a  gift  will  be  onappreciated  if  it  is  small.  If  the  donor  states  to  what 
purpose  the  money  is  to  be  applied,  bis  wishes  will  be  oaref ally  followed, 
but  otherwise  the*  money  will  be  expended  where  there  is  the  greatest 
need.  In  eyery  case  the  donation  will  be  personally  acknowledge 
by  the  Principal  and  pnblished  in  the  next  annual  report  of  the  Col- 
lege.    Reports  will  also  be  sent  annually  to  each  donor. 

77ie  Lai  Bagh  WomarCa  College  reports  an  attendance  in  the 
College  classes  of  eleven  pupils,  in  the  High  school  classes  sixteen,  and 
in  the  other  classes  one  hundred  and  fifteen,  a  total  of  one  hundred 
and  forty-two  girls  in  the  school.  Four  passed  from  the  College  in 
the  last  Government  examination,  and  two  from  the  Entrance  class. 
One  received  passing  marks  such  as  to  entitle  her  to  a  Government 
scholarship. 

This  institution  has  an  excellent  staff  of  twelve  teachers,  Ameri- 
can and  Hindustani,  led  by  Miss  Thoburn.  The  school  is  in  every 
way  prosperous  and  steadily  growing. 

Five  trained  teachers  were  sent  out  during  the  past  year  to 
teach  in  girls  schools  of  different  grade  in  other  places,  and  two 
young  women  who  came  from  boarding  schools  to  learn  Kindergar- 
ten teaching  returned  to  teach  in  the  schools  from  which  they  came. 

The  new  building  is  approaching  completion.  This  new  college 
bailding  is  a  large,  beautiful  structure  two  stories  high,  containing  a 
large  college  hall  where  public  lectures  may  also  be  given,  pleasant 
dormitories,  large  airy  class  rooms,  and  a  large  dining  room,  with  a 
lights  long  library  and  reading  room. 

The  Methodist  Publishing  House  reports  another  prosperous  year. 
An  earnest  effort  has  been  made  to  get  rid  of  the  once  heavy  debt 
and  it  has  now  been  reduced  to  about  $6,000.  When  this  is  all  paid 
the  Press  will  be  able  to  accomplish  much  more  in  the  line  of  direct 
mission  work.  Nevertheless,  during  this  year  with  our  ten  presses 
and  one  hundred  and  twenty  workmen  we  have  issued  about  35,000,000 
pages  of  literature.  The  Scott-Whedon  commentary,  on  which  work 
has  been  done  for  some  years  past,  has  made  little  progress  lately 
owing  to  the  absence  of  Dr.  Scott  in  America,  and  the  lack  of 
funds  for  that  purpose.  The  New  Testament  wUi  be  finished  soon, 
and  then  work  will  be  begun  on  Isaiah.  Tract  publication  has  been 
carried  on  to  a  greater  extent  than  before  and  yet  we  have  not  been 
able  to  supply  the  demand.  Through  the  aid  of  our  tract  society 
and  of  some  kind  friends  in  India,  England  and  America  we  have 
been  able  to  put  out  about  3,000,000  pages,  but  could  circulate  several 
times  that  amount,  if  we  had  the  funds  for  printing.  Our  periodicals 
circulate  over  all ,  India,  and  the  call  for  them  continues  to  increase. 
The  Children's  Friend  in  two  languages,  (Hindi  and  Urdu)  has  a 
circulation  of  50,000  pages  weekly  ;  the  Woman's  Friend  in  two 
languages  has'  40,000  fortnightly ;  the  Kaukab-i-Hind,  (Roman- 
Urdu,  for  native  Christians)  of  30,000  weekly,  and  Sunday  School 
periodicals  of  7,700  copies  quarterly.  A  plan  is  now  being  perfect- 
ed whereby  with   the  aid  of  the  North   India   Tract  SOMty   we  will 
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isane  fortaightiy  an  mterdeDominational  paper  in  Hindi  and  also  in 
Urdn,  intended  for  nse  among  the  villagers,  thereby  displacing  the 
cheap  anti-Chnstian  newspapers  that  now  circulate  so  widely, 

n«  English  Chureh  is   self-supporting,   as  the  members  nav  for 
as  much  of  their  Pastor's  time  as  is  given  to  them ;  for  besides  LiZ 
pastor  of  the  church.  Mr.  Eobinson  is  also  one  of  'the  Agenfs  of^t^e 
Pubhshmg  House,  and  has  given  very  faithful  service  to   that  institu- 
tion dormg  the  past  year.    The   services  in  the  English  church  We 
never  been  bett«r  attended  than  during  the  present  year     SnndlJ 
evenings  the  chnrch  is  usually  crowded.      The  young  peoDle's  m«e«n« 
are  very  successful.     The  Dasehra  meetings,  held  dn^bg^he  DatSS 
holidays,  were  meetings  of  great  profit,  and  special  spiritual  erowth 
The  congregations   were  large."     This  English  church   shKave  a 
pastor  of  Its  own,  and  should  make  special  efforts   to  secure  all  the 
services  of  its  pastor.   The  missionary  collection  this  year  was  Rs.  30o! 
Tfu  Hindustani  Chureh  is  also  self-snpportang,  although  dnrinir 
»h.A"  i*^  Europeans   attending   the  services  have  «*ded  som^ 
^?l^  .V'®''  subscriptions,  but  we  hope  that  in  future  the  chnnh 
will  be  self-supporting  from  the  subscriptions  of  the  Hindustani  mem- 
bers.    The   Epworth  League   connected  with  this   church  is  a  verv 
prosperous  young  pebple's  society,  and  is  doing  much  good.   The  conftil 
gations  on  Sabbath  evening  average  from  three  to  five  hundred  persons. 
The  evangehstic  work,  in  connection  with  this  circuit,  has  been  carried 
on  through  the  laboura  of  five  native   preachers  aided  by  the  young 
men  m  connection  with  the  coUege.    In  one  of  the  sub-circuits  a  verl 
encouraging  new  work  has  been  opened,  and  the  native   preacher  is  to 
.«>n«/»t"J»ted  on  his  success  in  commencing  an  interesting   chnrch 
Th*  «'  ^eaconeu  Home"  "  Home  for  Homeless  Women."  and  the 

.J^^B*"*/°f  A  ^'^T  w^*'  ^^'^  '^"«*  °^  *''«  1?<1'«8  Misses  PisUer 
and  Baitd,  of  the  Friend's  Mission.    The  work  under  their  charire  has 

been  very  successful.     The  Home  is    well  managed  and  all  the  work 

^i^u  ''f^  **P*  •".?  ^y  *•"''"•  '^^  '*'*"  ^  «°"y  t°  lose  them,  but 
shaU  follow  them  with  our  prayers  and  best  wishes  in  the  new  work 
to  which  they  go.  "" 

The  foUowmg  report  wiU  show  the  work  in  connection  with  the 
country  circuits : — 

BaroianW.— This  circuit  is  in  charge  of  Rev.  S.  Paul,  assisted 
by  fourteen  preachers  and  exhortors.  Tht  work  is  divided  into  £ 
snlMJircuits  scattered  over  the  county,  which  is  about  sixty  miles 
square  There  are  openings  into  certain  classes  in  different  parts  of  lio 
zilla  which  give  encouragement  of  more  successful  work  within  a  short 
time.  Chnstians  reside  in  nineteen  villages,  and  number  one  hundr^ 
andsixty-seven.    There  have  been  seventy-sit  baptisms  during  the  past 

Hae  Bareitty.— This  circuit  is  under  the  charge  of  Rev    W  R 
Bowen,  assisted  by  ten  preachers  end  exborters.  .There  are  dne  subl 
circuits^  and  the  two  hundred  and  six  Christians  lire  intwenty-six  vH 
lages.  There  have  been  forty-six  baptismsduring  the  pastyear.    This  is  a 
very  '.hard  field,    and  the  preachers  have   been  at  times   very  mich 
duoouiaged  in  this  work.  ^        *'" 
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Unao. — ^This  circnit  is  in  charge  of  Rev.  Yaqab  Shah,  assisted  by 
sixteen  preachers  and  Christian  teachers.  The  work  is  divided  into  nine 
sub-circaits  ;  and  Christians  are  residing  in  thirty  yillages.  There  are 
four  hundred  and  fifty  Christians  in  these  circuits ;  and  there  have 
been  one  hundred  and  fourteen  baptisms  during  the  past  year.  The 
little  boarding  school  here  is  quite  encouraging,  and  helpers  are  being 
pi*epared  for  future  work. 

Hardoi  is  under  the  charge  of  Rev.  S.  Tupper,  assisted  by 
twenty>eight  preachers  and  Christian  teachers.  The  work  of  this  circuit 
is  in  many  respects  very  encouraging  indeed.  There  are  more  open- 
nings  for  work  among  different  classes  of  people  than  in  the  other  circuits 
mentioned  above.  During  the  past  year  a  number  of  schools  have  been 
opened  under  the  direction  of  Mr.  Holmes  of  America,  who  has  sent 
funds  for  them  ;  and  these  schools  bid  fair  to  give  a  very  special  aid 
to  all  the  work  of  the  circuit.  Baptisms  have  already  taken  place 
through  the  aid  of  these  schools,  and  we  hope  for  great  success 
through  them.  In  the  beginnint?  of  the  year  the  labourers  prayed  for  five 
hundred  converts  this  year.  Five  hundred  have  not  been  converted, 
but  one  hundred  and  seventy-five  have  been  baptized,  and  much  teaching 
has  been  done  preparatory  for  gathering  in  the  five  hundred.  The 
entire  number  of  Christians  now  in  this  circuit  is  five  hundred 
and  thirty-six,  and  three  hundred  fifty  children  are  being  taught  in 
day  schools. 

Shahahad. — This  circuit  is  under  the  charge  of  Rev.  G.  D.  Spencer, 
aided  by  twenty-one  Christian  workers.  This  iscopiparatively  a  small 
circuit,  not  having  more  than  three  hundred  thousand  people  within  its 
bounds,  while  the  other  circuits  average  quite  eight  hundred  thousand. 
The  work  in  the  circuit  has  prospered  very  greatly  during  the  past  year. 
Eighty-four  persons  have  been  baptized,  and  there  are  at  present  one 
hundred  Christian  children  in  the  schools,  opened  by  Mr.  Holmes, 
located  in  this  circuit  These  have  started  out  very  successfully. 
Christians  are  scattered  through  the  villages,  and  the  prospects  seem 
good  for  successful  future  work. 

In  all  these  circuits  there  are  very  snecessfi^  Sunday  schools.  The 
whole  number  of  Sunday  school  scholars  in  the  district  is  five 
thusand  six  hundred  and  seventy- four.  At  each  quarterly  meeting 
one  service  is  always  given  to  the  Ep worth  League,  and  the  new 
converts  are  called  in  from  the  country,  and  take  part  in  the  League 
exercises,  while  the  children  of  the  new  converts,  and  of  the  older 
Christians  contribute  to  make  these  quarterly  meetings  very  inter- 
esting services  indeed  ;  and  they  give  an  opportunity  for  ihe  pr^ 
siding  elder  to  see  how  fully  the  new  converts  have  been  taught.  In 
over  sixty  day  schools  there  are  over  six  hundred  Christian  pupils* 
Sunday  services  are  also  kept  up  faithfally;  and  in  connec- 
tion with  these,  faithful  efforts  are  made  for  teaching  the  new 
converts  and  building  up  the  new  church.  The  progress  in  the  province 
of  Oudh  is  slow,  yet  everywhere  there  is  improvement  and  real  success. 
The  opposition  is  greater  also  in  this  province  than  in  any  other 
part  of  our  work,  but  this  also   will  be  overcome.     The  field  is  being 
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taithfally  cnltiyated,  and  the  Hindustani  preachers  are  growing  stronger 
and  stronger,  and  more  and  more  spiritnal  every  year.  At.  onr 
workers'  meeting,  in  April,  all  the  workers  were  very  greatly  strength- 
ened; and  our  discussions  concerning  the  methods  of  work  have  proved 
a  benefit  to  all.  At  the  beginning  of  this  year  another  district  was  cat 
off  from  Ondh,  so  that  the  Sitapur  and  Lakhimpnr  connties  are  now 
reported  in  a  separate  district;  and  our  statistics  will  therefore  seem  to 
be  less  than  last  year,  though  in  reality  there  has  been  progress  in  every 
part  of  the  field  now  occupied  by  the  district.  Beside  the  new  work 
opened  through  the  aid  of  Mr.  Holmes,  in  which  he  supports  twenty 
schools  and  aids  in  training  the  teachers  for  these  schools  by  keeping 
five  men  under  training  all  the  time,  another  plan  has  been  institnted 
and  is  being  carried  into  perfection  for  training  young  men  for  future 
work.     A  number  are  already  under  training,  and  more  will  be  secured. 


QONDA  DISTRICT. 

Rbvd.  W.  Pbtbrs,    Presiding  Elder  (Hindustani). 

"Then  Samuel  took  a  stone,  and  set  it  between  Mizpah,  and. 
called  the  name  of  it  Ebenezer,  saying,  hitherto  hath  the  Lord  helped 
us." 

Xhis  is  the  second  year  si  ace  this  district  was  separated  from 
Oadh.  During  the  year  under  review  the  district  was  divided  into 
eight  circuits. 

I  inspected  some  of  these  twice  and  soma  thrice,  according  as 
ocoasion  arose.  It  is  a  wide  fiel^ — too  wide  for  the  mere  handful  of 
workers  we  can  afford  for  the  time  being — the  Philistines  of  the  Devil 
being,  humanly  speakinf?,  too  many  for  us  to  oppose  successfully,  but 
the  same  God  who  has  helped  us  hitherto,  will  sooner  or  later  come  to 
our  aid,  and  eventually  give  us  the  victory.  I  take  courage  from 
the  fact  that,  so  far  as  I  have  during  my  inspections  been  able 
to  judge,  and  as  far  as  my  exam  I  nation  of  the  converts  goes,  they 
are  not  without  sound,  though  elementary,  instruction.  Our  small 
body  of  faithful  workers  is  doing  its  best  under  the  circumstances. 
True,  these  latter  have  at  times  appeared  to  be  slack  or  UDable 
to  proceed  on  a  regular  plan,  and  therefore  not  so  successful  as 
might  be  desired,  yet  on  the  whole  they  have  done  well  according 
to  their  light,  and  under  the  difficulties  they  have  to  meet ; 
guidance  and  advice,  with  prayer  with  them  and  for  them, 
will  in  time  bear  the  fruits  we  wish  to  present  to  the  Lord.  Our 
trouble,  however,  is  that  the  Lord  has  given  us  in  spite  of  the  world's 
oppositions,  so  many  converts  and  so  much  work  in  all  directions 
that  we  are  often  led  by  our  own  oonsciousness  of  weakness  to  des- 
pair and  appeal  to  the  Lord  to, either  strengthen  our  hands  or  limit  ovr 
responsibilities  to  the  extent  of  our  capability.  But  he  knows  best, 
and  is  probably  educating  us  in  this  manner  to  fight  on,  even  against 
odds,  till  we  conquer.  His  people  in  Europe  and  America  may  also 
be  meanwhile  brought  to  a  vivid  realisation  of  their  own  share  as 
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oo*wortEers  with  the  Sayioar  of  the  world.  So  far  as  oarselyes  are  con- 
cemedy  we  are  doing  our  little  best  in  this  direction.  Thirty-five  Christian 
boys  from  seven  to  seventeen  years  of  age,  have  been  secnred  for  oar 
boarding  school,  and  there  are  also  yoang  men  and  wpmen  under  in- 
strnotion.  Some  of  these,  it  is  hoped,  will  in  time  be  induced  to  qnalify 
themselves  for  mission  work  in  the  distiicts  of  Gonda  and  Bahraich. 
About  four  hundred  of  our  flock  attended  the  lai^t  district  conference 
I  need  hardly  add  that  these  meetings  are  everywhere  the  means  of 
grrace.  Here  too  a  number  of  our  dear  brethren  and  sisters  made  an 
open  declaration  of  what  the  Lord  had  done  for  them,  giving  to  the 
outBide  world  a  practical  illustration  of  what  is  known  among  us  as 
the  communion  of  saints  ;  and  many  bore  witness  to  the  genuineness 
of  what  they  heard,  saying  that  of  a  truth  a  great  change  has  taken 
place  in  the  lives  of  these  Christians.  New  openings  have  been  made 
for  as  and  people  have  yielded  themselves  up  to  Christ. 

Oonda. — Preacher  in  charge,  O.  D,  Fresgrave.  There  are  fifty-one 
villages  inoladed  in  this  circuit.  The  two  schools  here  for  boys  are 
in  a  condition  of  efficiency.  The  work  in  the  town  and  sarrounding 
villages  is  going  on  satisfactorily ;  many  have  accepted  Christ,  and 
new  converts  as  well  as  Christians  of  some  standing  receive  religions 
instruction  and  all  the  aids  to  faith  and  piety  for  building  them  up. 
The  workers'  meeting  has  been  the  means  of  animating  and  strength- 
ening our  auxiliaries  and  new  plans  have  been  projected  and  tridd  for 
the  dissemination  of  God's  glory  in  these  parts.  Our  people  have 
subscribed  a  little  more  than  last  year  for  the  Pastor's  fund  ;  and  the 
church  here  is  growing  in  grace  and  in  numerical  strength. 

Bahraich, — Supplied  by  J.  Solomon.  This  brother  reports  that 
fifty  more  souls  have  been  added  to  the  church  in  this  circuit. 
Eight  male  and  female  workers  and  two  teachers  are  on  the 
staff.  Forty^five  Christian  boys  attend  school  Thirty-five  villages 
and  eight  mohuUas  (town  wards)  constitute  the  field  of  operations. 
The  Sunday  schools  are  eight  in  number.  Our  religious  instruction 
includes  the  Lords'  Prayer,  the  Apostles  Creed,  the  Ten  Command- 
ments, and  the  Catechism,  as  stepping  stones  to  higher  religious 
knowledge.  Public  worship  is  held  regularly.  The  class  meetings,  too, 
are  never  neglected.  The  church  is  gradually  growing  not  only  in 
numbers,  but  also  in  stability.  The  Pastor's  fund  shows  an  increase 
of  Rs.  36,  as  compared  with  last  year's  receipts.  The  school,  in 
which  there  are  one  hundrei  and  sixty-five  pupils,  shows  good  progress. 
In  fact  we  have  in  all  respects  received  encouragement  from  the  Lord. 

Qaisarganj. — Baldeo  Pershad,  preacher-in-charge.  Work  has 
been  opened  in  twelve  new  villages  ;  a  preacher  has  been  stationed 
at  Pakhipur  ;  and  two  Sunday  schools  have  been  started.  About 
twelve  families  have  joined  the  fold  of  Christ. 

Nanpara. — L.  J.  McGee.  There  are  a  number  of  villages  in 
this  circuit  within  easy  reach,  and  the  work  in  them  is  idready 
giving  promise  of  success  in  the  near  future  ;  but  a^i  Nanpara  itself 
we  have  not  been  able  to  effect  much  up  to  this. 

Bupaidiha, —  Brother  Prem  Das  is  in  charge  of  the  very  success- 
ful work  carried  on  here.    This  station  is  just  on  the  fr>n tiers  of 
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Nepal  territory.  Twenty-five  conyerts  have  j  recently  been  added  to  the 
church,  raising  the  number  of  Christians  in  this  circuit  to  one  hundred 
and  forty-two.  They  are  mostly  poor  day  laborers,  earning  their  own 
livelihood.  Divine  service  is  regularly  held  and  attended  by  the  brethren 
as  mach  as  possible  under  the  peculiar  circumstances  in  which  they  are 
placed.  There  is  a  small  Christian  village  in  the  place,  whence  bits  of 
the  good  tidings  of  great  joy  are  diffused  all  around,  reaching  Nepal 
itself.  We  are  preparing  a  few  young  men  here  to  go  forth  as  light 
bearers  from  this  center  of  gospel  illumination  to  the  very  head 
quarter  of  this  independent  Hindu  principality, 

I  feel  no  hesitation  in  recording  here  that  the  church  at  Rnpai- 
diha  is  firmly  established,  and  its  foundations  cannot  now  be  shaken. 
This  is  not  only  my  own  conviction  but  of  other  servants  of.  God 
who  have  visited  the  place  aod  seen  the  work.  To  the  Lord  be  tho 
glory,  who  has  chosen  so  suitable  a  base  for  missionary  operations  in 
these  regions. 

Bhinga.^3,  F.  Samuel,  preacher-in-charge.  In  this  circuit,  too, 
our  work  has  shown  much  progress.  Besides  the  places  already 
reached,  ten  new  Tillages  have  been  brought  into  our  circle  of  opera- 
tions. The  latter  are  within  accessible  distance  of  the  stations 
occupied  by  the  subordinate  preachers.  It  is  a  very  large  circuit, 
the  branch  stations  being  almost  all  about  twenty  or  twenty-five  miles 
away  from  headquarters  ;  and  there  being  no  railway  here,  our  workers 
have  to  go  about  on  foot.  The  most  difficult  of  access  are  villages 
beyond  the  Babti  river  ;  but  the  people  there  being  simple  and  inclined 
to  accept  the  gospel  the  trouble  ingoing  to  them  is  amply  repaid. 
Indeed  so  extensive  is  this  field  that  even  fifteen  or  twenty  men  would 
not  fully  meet  our  requirements.  The  Lord,  however,  is  Himself  carry- 
ing on  His  own  work  and  will  continue  to  do  so.  The  League  in  this 
circuit  is  one  of  the  most  promising  features  of  the  work  ;  by  this 
means  our  people  learn  much  and  set  about  devising  new  plans  for 
accomplishing  as  much  more  for  Christ  as  possible.  The  school  is 
also  in  a  good  condition.  The  number  of  Christians  and  of  baptisms 
may  be  seen  in  the  statistics  appended. 

,,  Mankapur, — Preacher-in-charge  Samuel  Wheeler.  The  work 
here  is  also  going  on  well ;  a  few  new  places  have  been  opened  for 
work  :  most  of  these  places  are  near  the  railway  station  ;  but  at 
Nawabganj  the  work  has  not  yet  shown  any  kind  of  progress,  as  the 
people  appear  to  be  hard-hearted  ;  we  are  however  trying  our  best  and 
hope  for  fruit.  In  other  places  the  work  is  in  a  flourishing 
condition,  many  having  embraced  Christianity.  More  teaching  is 
required  in  the  schools.  The  League  meetings  are  als(»  properly  con- 
ducted. The  converts  are  doing  well  spiritually  with  the  exception  of 
those  in  one  or  two  places.  Religious  lessons  are  given  and  the  people 
learn  with  great  eagerness.  . 

Balrampur. — Preacher-in-charge,  fiehari  LaL  Six  stations  are 
included  in  this  circuit,  where  the  preachers  work.  This  is  a  very 
large  circuit,  the  stations  being  some  thirty-eight  and  others' 
twenty- five  and  fifteen  miles  distant  from  Balrampnr.  Besides 
these,  each  preacher  has  fifteen  or  twenty  villages  to  Tisit  and 
preach  in.      Almost    in  eyery  village    there   are    two    or    three 
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Christian  families,  and  in  some  places  there  are  many  inquirers, 
too.  These  new  conyerts  are  not  very  strong  in  religions  knowl- 
edge, the  reason  being  the  converts  are  many  bnt  the  teachers  few. 
To  meet  the  case  we  have  decided  to  have  the  more  advanced  converts 
instructed  separately  so  that  they  may  be  able  to  teach  their  weaker 
brethren  hereafter  ;  but  time  is  required  for  this.  In  other  respects 
the  work  is  being  carried  on  pretty  well.  The  Sunday  school  and 
League  show  much  progress  I  am  thankful  to  say  the  League  has 
been  a  great  help  in  every  place,  The  number  of  Christians  and  bap- 
tisms  will  be  found  in  the  statistics. 

Colonelganj. — Supplied  by  J.  8,  Samuel.  The  preachers  work 
in  three  principal  places  ;  every  preacher  has  charge  of  ten  or 
twelve  villages  ;  the  number  of  Christians  is  gradually  increasing. 
This  year  has  been  better  than  the  laet,  but  not  so  satisfactory  as 
expected.    The  schools  are  getting  on  fairly  well. 

League  meetings  are  held  at  every  small  place  in  this  district ;  at 
some  once  a  month,  at  others  twice.  They  promise  to  be  greatly 
instrumental  in  spreading  abroad  the  good  tidings  of  (Prist's 
kingdom. 

SAMbHAL  DISTRICT. 

Bev.  H.  a.  Cutting,  Native  Presiding  Elder. 

In  our  work  there  is  improvement  in  every  department  except 
m  school  and  baptisms  this  year.  This  year  we  tried  our  best  to 
obtain  good  collections  from  our  Christian  community.  In  the  very 
beginning  of  the  year,  I  fixed  a  certain  amount  for  each  circuit  to  be 
collected  from  our  people  who  are  not  on  mission  employ,  and  request- 
ed the  preachers-in-charge  to  collect  this  money  and  pay  it  to  the 
pastors.  The  whole  amount  fixed  has  not  been  realized,  but  the  sub- 
scriptions received  from  these  people  this  year  have  been  two  or  three 
times  more  than  in  any  of  the  previous  years. 

This  year  in  our  first  quarterly  conference  resolutions  were  passed 
that  none  of  our  workers  and  church  members  will  take  part  in  any 
child  marriage,  and  thac  if  any  be  found  so  doing  shall  be  punished. 
These  resolutions  turned  several  of  our  new  and  old  converts  against 
us,  who  taught  the  people  not  to  give  us  any  subscription.  Two  of 
our  pastor  teachers  were  suspended  for  such  fault.     Now,  however,  the 

?eople  are   getting  pacified,  seeing  the   evil  of  the  child- marriage, 
'hey  are  now  making  promises  to  try  their  utmost  to  have  this  evil 
practice  rooted  out  from  among  them. 

The  temporal  as  well  as  the  spiritual  condition  of  our  people  is 
getting  better  every  year.  They  keep  their  houses  clean,  wear  clean 
clothes,  and  are  becoming  more  industrious.  In  one  of  my  tours  I 
put  up  with  a  poor  Christian  family.  Food  was  prepared  for  me  by 
my  host,  but  for  mj  Mohamedan  servant  arrangements  were  made 
with  a  Hindu  for  his  food,  because  a  Mohamedan  does  not  eat  at  a 
Christian's  house.  My  host  went  to  the  Hindu  so  engaged,  and  request- 
ed him  to  feed  the  Mohamedan  in  his  brass  plates,  and  lend  him  some 
for  the  use  of  hia  Christian  guests.  The  Hindu  in  answer  said  to  him 
that  he  would  not  allow  the  Mohamedan  to  touch  any  of  his  vessels, 
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fox  the  Mohamedans  were  a  filthy  people,  and  that  theroifore  he  shoald 
be  serred  in  earthen  yessels  which  could  be  thrown  aveay  afterwards. 
Bat  in  regard  to  tbe  Christian  guests  of  my  host,  the  Hindu  said 
*'yoa  can  take  any  number  of  my  ressels  for  your  Christian  guest  and 
6Ten  my  milk  jug  which  is  full  with  milk  you  can  take  for  your 
muiister,  for  I  am  convinced  of  the  cleanliness  of  the  Christians.'* 
It  is  a  matter  of  great  gratitude  that  our  people  be  thus  spoken  of 
by  their  non-Christian  neighbours. 

On  account  of  sickness  among  our  workers  inquirers  have  not 
yet  been  baptized.  It  is  hoped  that  two  hundred  or  two  hundred  and 
fifty  persons  shall  be  baptized  before  the  ensuing  annual  conference. 
Our  scholars  are  getting  on  well.  Many  of  our  preachers  and  ezhortera 
teach  schools,  as  well  as  preach.  The  zenana  work  (work  among  the 
secluded  women)  is  making  progress.  There  are  two  schools  here 
maintained  by  the  W.  E.  M.  S.  having  a  roll  of  one  hundred  and 
ninety  girls.  The  monthly  cost  of  these  two  schools  is  only  Ba.  16.  All 
the  scholars  are  Mohamedans.  We  work  among  all  classes  of  the  people* 
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Rky.  Abbaham  Solomon,  Native  Presiding  Elder. 

There  are  eleven  circuits  in  this  district.  The  number  of  Chris- 
tians IS  increasing,  but  it  does  not  yet  occupy  even  the  .thousandth 
part  of  the  population  of  the  district,  which  is  991,886  soula.  Our 
Christians  are  growing  in  spirituality,  and  are  helping  their  pastors 
in  their  support.  The  following  have  been  the  collection  received 
from  our  Christians  this  year: — 

For  the  Pastor's  Fund                       ...  ...  Rs.  528  0  0 

For  the  India  Missionary  Society       ...  -.  t,  81  0  0 

For  the  Missionary  Society  and  the  Bishops  ...  i>  68  0  0 

For  the  Bible  Society     ...                ...  ...  „  11  0  0 

For  the  Children's  Day  Collection       ...  ...  „  14  0  0 

For  Sunday  Schools        ...                 ...  ...  „  20  0  0 

For  Central  Conference                      ...  ...  ,9  10  0  0 

From  poor  Christians  whose  occupation  is  cultivation  „  62  0  0 

Total  ..      789    0    0 

There  are  sixty-six  schools  for  our  Christians,  where  nine  hundred 
Christian  students  receive  instruction.  Our  people  live  in  five  hundred 
and  twenty-eight  villages.  Seven  hundred  and  twenty  persons  were 
baptized  this  year.  The  spiritual  meetings  were  held  this  year  in  which 
Rev.  Dr.  Scott  and  Rev.  Mr.  Neeld,  gave  great  help. 

I  am  thankful  to  God  that  He  has  helped  me  in  collecting  some 
money  for  building  a  chapel  at  Fatehgunj.  A  fine  chapel  has  been 
btdlt  and  dedicated  to  the  service  of  God.  The  Epworth  League,  tbe 
Lai  Fita  Fauj  (anti-tobacco  army),  and  the  Kauriya  Paltan  (shell 
brigade)  are  helpful  to  the  work  of  God  in  this  district. 

FaUhgunj  Circuit, — Rev.  A.  Solomon,  and  Rev.  Ali  Bahadur, 
ministers.  There  are  in  this  circuit  three  local  preaoherS;  isix  exhorters, 
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fiye  pastor  teachers,  and  ten  teachers.  Onr  people  at  Fatehgnnj,  nam- 
bering  eighty  in  all,  assemble  together  in  mj  honse  every  morning  for 
the  reading  of  the  Bible  and  prayer,  and  this  work  goes  on  with- 
out interruption  even  in  my  absence,  for  my  wife  takes  the  class  when  I 
am  away.  Ninety  persons  embraced  Christianity  this  year  in  this 
circuit.  Twelre  men  and  their  wires  are  prepared  here  for  the  work 
of  the  Lord.  Four  persons  were  prepared  and  sent  out,  and  they  are 
doing  the  work  well.  There  are  eighty-seven  boarders  here  receiving 
instruction.  The  number  of  Christian  children  in  this  circuit  receiving 
instruction  is  two  hundred,  with  whom  many  non-Christian  children 
are  taught.  Our  Sunday  schools  are  attended  by  all  the  day  scholars. 
The  Epworth  League  is  held  once  a  month.  The  number  >of  the  Senior 
League  is  one  hundred  and  twenty-five,  and  that  of  the  Junior  is  fifty. 
The  meetings  of  the  Lai  Fita  Fauj,  and  the  Kauria  Paltan  are  regular- 
ly held.     The  church  of  Fatehgnnj  supports  its  pastor. 

Sampur  Circuit, — Rev.  Ase  Ram,  minister.  There  are  in  this 
drcuitt  one  local  preacher,  two  exhorters,  one  pastor  teacher  and  five 
teachers.  Fifty-eight  persons  embraced  Christianity  this  year.  There 
are  many  inquirers  here  of  all  castes  and  creed. 

Many  Hindus  and  Mohammedans  of  this  circuit  buy  and  study 
the  Bible.  The  people  are  not  opposed  to  our  work.  They  sold 
houses  to  us  for  mission  work.  We  teach  and  preach  and  worship 
God  in  this  Mohamedan  kingdom  unmolested.  The  Christian 
congregation  is  increasing  daily. 

Milak  CircuiL — Rev.  Jhau  Singh,  minister.  This  circuit  is 
in  the  kingdom  of  Bampore.  There  are  two  exhorters  and  five 
teachers  in  this  circuit.  Twenty- 6 ve  persons  received  baptism  this 
year.  We  are  trying  hard  to  give  proper  instructions  to  our  new 
converts.  The  number  of  Christians  in  this  circuit  is  five  hundred. 
There  are  many  inquirers  in  this  circuit.  We  have  six  schools  here 
for  oar  children.  We  teach  and  worship  God  in  peace  in  this 
Mohamedan  kingdom. 

Mirgunj  Circuit, — Bev.  Girdhari  Lai,  minister.  ^There  are 
two  exhorters  and  four  teachers  in  this  circuit.  Twenty -eight  persons 
were  baptized  this  year.  Our  people  are  growing  in  spirituality. 
They  gladly  attend  all  our  meetings.     They  support  their  pastor. 

Shdhi  Circuit, — Rev.  Jhabbu  Lai,  minister.  There  are  in 
this  circuit  two  local  preachers,  two  exhorters,  one  pastor  teacher, 
and  seven  teachers.  The  number  of  baptisms  this  year  were  fifty.  Our 
people  are  growing  in  spirituality.  They  gladly  attend  all  our 
religious  meetings.  The  Indian  Missionary  Society  is  firmly  estab- 
lished among  them.  The  number  of  its  membership  is  increasing. 
Our  people  support  their  pastor. 

Sirauli  Circuit, — Rev.  Bhikki  Lai,  minister.  There  are  two 
local  preachers,  three  exhorters,  one  pastor  teacher,  and  seven 
teachers  in  this  circuit.  Our  peeple  are  growing  in  spirituality.  The 
Butler  chapel  is  too  small  now  to  accommodate  our  people. 
TUis  church  is  self-supporting. 

Baheri  Circuit, — Rev.  Francis  Peter,  minister.  There  are 
two  local  preachers,  two  exhorters,  and  six  teachers  in  this 
cijpoiiit^     Thirty-seven    persons    were*   baptized    this    year.      Our 
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schools  are  getting  on  well.     The  ohoroh  of  this  place  is  self-snpport- 
ing.     Oar  people  gladly  attend  all  oar  religions  meetings. 

Nawahgunj  Circuit. — Rev.  Kalla  Singh,  minister.  There 
are  in  this  circuit  two  exhorters  and  foar  teachers.  The 
Sabbath  attendance  in  this  circuit  is  very  good  and  our  people  are 
growing  in  spirituality.  The  number  of  baptisms  this  year  were  twenty- 
seven.     Our  schools  are  improving. 

Puranpar  Circuit — Rev.  Moti  Lai,  minister.  There  are 
in  this  circuit  one  exhorter  and  thiee  teachers.  Thirty- 
seven  persons  received  baptism  this  year.  Schools  are  getting  on 
very  well.  Non-Christian  boys  and  girls  receive  instruction  in  the 
Bible  at  my  house. 

Bi9alpur  Circuit. — Rev.  N.  R.  Childs,  minister.  There  are  one 
local  preacher,  three  exhorters,  and  eight  teachers  in  this  circuit.  One 
hundred  and  six  persons  received  baptism  this  year.  This  church  is 
g^wing  in  number  and  spirituality.  It  supports  its  pastor^  Our 
day  and  Sunday  schools  are  getting  on  very  well. 

Pilibhit  Cireaii.—'EieY.  C.  L.  Bare,  missionary,  and  Rev.  Mobi^ 
mad  Hasan,  pastor.  There  are  in  this  circuit  two  local  preachers, 
three  exhorters,  and  seven  teachers.  Forty  persons  received  baptism 
this  year.  Our  Sunday  schools  are  getting  on  well.  Oar  work  is 
hopefoL 

BAREILLT  DISTRICT. 

Rev  J.  C.   BuTOHiR,   Presiding  Elder. 

The  number  of  baptisms,  seven  hundred  and  seventy-one,  is  larger 
than  for  any  previous  year  in  the  Bareilly  District.  Yet  the  number  of 
Christians,  four  thousand  four  handred  and  sixty-three,  seems  to  be 
very  small  compared  with  the  million  and  a  half  who  know  not  our  Lord 
Jesus  Christ.  '  These  Christians  live  in  five  hundred  and  seventy-one 
villages  and  muhallas,  so  that  Christianity  has  a  representative  in 
about  every  sixth  village  of  this  territory.  Last  year  we  reported  one 
Christian  to  every  three  hundred  and  ninety  of  the  population,  this 
year  we  claim  to  have  one  in  three  hundred  and  fifty.  Our  staff  of 
workers  has  remained  substantially  the  same  except  that  we  sent 
twelve  of  our  young  men  to  the  Theological  Seminary,  and  two  of 
our  preachers-in-charge  were  transferred  to  other  districts  others 
coming  in  their  places. 

The  following  report  of  the  Theological  Seminary  has  been  sub- 
mitted by  the  Principal. 

Theological  Seminary, — F.  L.  Neeld,  Principal,  C-  L.  Bare  and 
H.  L.  Mukerji.  We  have  had  a  prosperous  year  of  steady  teaching  and 
training,  and  expect  to  graduate  nineteen  men.  Seven  women  go 
out  from  the  Woman's  School  with  their  husbands  to  engage  in 
work.  Tbe  Seminary  has  sent  out  into  the  Urdu  speaking  territory  for 
work,  three  hundred  and  one  men,  one  hundred  and  ninety-six 
women,  besides  sixty-one  trained  teachers  from  the  Normal  School 
thus  making  a  total  of  five  hundred  and  fifty-eight  trained  workers. 
We  now  have  enrolled,  seventy-eight  men,  forty-three  women' 
and  ulao  twenty  children  in  the  kindergarten.  ^ 
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Never  before  ha?e  we  felt  so  deeply  the  neoeeaity  laid  apoa  ua  to 
g^and  our  young  ministers  and  their  wires  in  the  Bible  and  its 
teachings.  Scrappy  knowledge  and  partial  views  'of  Biblical  troth  is 
characteristic  of  even  the  Jiest  men  that  come  in  for  training.  If  oar 
ministry  is  to  have  anything  like  an  adequate  conception  of  the  plan 
of  salvation  revealed  in  the  Bible,  they  must  be  given  the  opportunity 
to  study  and  the  needed  help. 

Many  friends  in  America  are  praying  for  us»  and  giving  us 
that  substantial  help  without  which  the  Seminary  would  be  able  to 
train  only  half  the  present  number  of  ministers.  Some  of  our  Amer- 
ican friends  who  would  like  to  be  here  at  work  personally  are  thus  able 
to  support  substitutes  or  proxies. 

Bareilly, — In  charge  of  J.  G.  Butcher  and  G.  H.  Fray.  Seven 
hundred  and  forty-seven  Christians  are  reported  living  in  twenty 
villages  and  fourteen  muhallas,  eighty-two  of  whom  have  been  baptis- 
ed this  year.  The  woman's  hospital  has  had  an  unusual  number  of 
in-patients  this  year,  and  Dn  Bryan  hss  missed  the  help  of  Dr. 
McGregor,  who  was  compelled  by  ill-health  to  return  home.  The  staff 
of  the  Oirl's  j^Orphanage  was  strengthened  by  the  arriyal  of  Miss 
Ohristiansen,  and  the  orphanage  has  had  a  year  of  prosperity.  The 
Boy's  Boarding  School  has  been  full  during  the  latter  part  of  the 
year,  and  we  have  been  able  to  erect  choice  and  commodious  buildings 
for  their  accommodation. 

Sadr  Bazar  GircuU^-^ln  dharge'  of  Jo«ph  Wahid-ud-din.  Two 
hundred  and  ninety-nine  Christians  are  reported  as  living  in  thirty- 
two  villages ;  seventy-two  were  baptised  this  year. 

Farid'pur  Circuit — In  charge  of  C.  S.  Paul.  Faridpur  is  an  im- 
portant tahaili  town,  twelve  miles  south  of  Bareilly,  and  the  site  of  our 
annual  camp  meeting.  Four  hundred  and  sixty-two  Chriatians  are 
reported  as  living  in  seventy-seven  villages.  Seventy- three  were  bap- 
tized this  year. 

Khera  Bajhera, — In  charge  of  Fazl  UUah,  a  local  elder,  who  reports 
two  hundred  and  seventeen  Christians  living  in  twenty-one  villages  ; 
thirty-seven  have  been  baptized  during  the  last  year. 

TUhar. — In  charge  of  H.  K.  List.  This  is  a  large  town  of 
seventeen  thousand  two  hundred  and  sixty-five  inhabitants,  in  the 
Shahjahanpur  Zila.  We  had  two  pieces  of  property  here,  an  old 
unroofed  school  house,  and  a  city  lot.  We  sold  the  city  lot  and  put 
a  roof  on  the  old  school  house,  which  makes  an  elegant  residence  for 
our  native  helpers.  Four  hundred  and  seventeen  Christiana  are  re- 
portedy  living  in  forty-six  villages  ;  forty-three  have  been  baptized 
this  year. 

Miranpur  Kaira^-^ln  charge  of  K.  Turner,  a  local  elder.  This 
is  an  important  little  town  of  six  thousand  two  hundred  and  thirty, 
on  the  railway  north-west  of  Tilhar^  in  the  Shahjahanpur  Zila.  Eight 
miles  east  in  this  circuit  is  the  town  of  Ehudaganj,  where  we  have  a 
local  preacher  and  other  helpers.  In  all  there  are  two  hundred  and 
forty-nine  Christians  living  ^in  thirty-five  villages  ;  forty-nine  have 
been  baptized  this  year. 

Jalallahad. — In  charge  of  Bihari  Lai.  An  important  tahsili 
town,  twenty  miles  west  of   Shahjahanpur^  containing  six  thousand 
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seven  hnndred  and  twenty-nine  inhabitants.  This  is  the  centre  of  a 
large  circnit  containing  nearly  three  hundred  thonsand'sonls.  Of  these, 
three  hnndred  and  seventy-two  are  Christians,  living  in  fifty-fonr  vil- 
lages.    Seventy-seven  baptisms  are  reported  for  the  year. 

Patoa^an.— In  charge  of  A,  Sweet.  This  is  another  tahsili  town, 
seventeen  miles  east  of  Shahjahanpnr  on  a  bteam  tramway.  The 
population  of  the  town  is  five  thousand  five  hundred  and  forty-eight, 
and  of  the  circuit  about  two  hundred  thousand.  Of  these  three 
hundred  and  forty-two  are  Ohristians,  living  in  ninety-one  villages. 
Ninety-one  baptisms  this  year. 

Shal^ahanpur  in  charge  of  S.  B.  Finch.  This  is  a  large  city 
of  seventy  eight  thousand  five  hundred  and  twenty-two  inhabit, 
ants.  This  year  as  often  before  it  has  been  left  without  a 
resident  foreign  missionary.  Bro.  Finch,  the  native  minister, 
has  bravely  taken  hold  of  the  work,  in  which  he  has  received  some 
assistance  from  the  presiding  elder  and  the  Rev.  J.  Black  stock,  wao 
lives  in  the  village  of  Lodipur,  which  is  separated  trom  the  city  by  the 
Khanaut  river.  In  the  circuit  there  are  three  hundred  and  eighty-one 
.Christians  reported  living  in  forty-four  villages  and  muhallas  ;  eighty- 
eight  baptisms  have  been  administered  this  year,  a  number  far  in 
advance  of  any  previous  year.  The  Boys'  Boarding  House  has  been 
given  up  for  the  present  and  their  quarters  used  for  the  Normal 
school,  'u  which  some  twenty  men  and  fifteen  womenhave  been  preparing 
for  the  work.  The  City  Boys'  Anglo-Yemacular  school  has  continued 
to  prosper,  and  the  expense  to  the  missionary  society  considerably 
reduced.  At  the  last  middle  examination  eight  out  of  nine  boys  were 
again  successful.  The  Girls'  Boarding  school  in  charge  of  Miss  Heafer 
has  greatly  prospered,  over  ninety  girls  having  been  in  attendance.  A 
fcood  beginning  has  been  made  on  the  new  school  house,  though  some 
temporary  trouble  has  been  caused  bf  the  death  of  the  contractor. 

Shahjahanpur  East, — In  charge  of  J.  Blackstock  and  B.  7. 
Cocker.  Three  hundred*  ninety-four  Ohristians  are  reported  in 
twenty-one  villages  ;  twenty-six  baptisms  this  year.  Tha  Salvation 
Army  has  entered  one  of  the  villages  in  this  circuit,  Bamapur,  and 
seduced  some  of  our  people  with  worldly  inducements,  as  they  have 
also  at  Bareilly  City.  It  is  too  soon  to  say  yei  what  influence  they 
will  have  upon  our  work.  So  far  they  have  taken  nothing  from  us 
but  unsatisfactory  characters.  The  orphanage  has  this  year  oared  for 
one  hundred  and  eighty  boys,  the  largest  enrollment  in  recent  years, 
and  twenty  more  than  the  number  allowed  for  by  the  missionary 
society.  The  Anglo- Vernacular  school  in  the  orphanage  has  enrolled 
one  hnndred  and  ten  pupils,  who  have  made  ratherbetter  progress  than 
usual.  A  new  department  has  been  added  to  the  industrial  school-^ 
a  dairy,  which  is  doing  a  business  of  Rs.  800  a  month,  and 
the  prospect  is  that  the  profits  of  the  year  will  be  sufficient  to  pay 
for  the  entire  plant.  Mrs.  Blackstock's  Widows'  Home  continues  to 
shelter  a  number  of  homeless  women,  who  earn  their  own  food  by 
grinding  grain.  The  boys  and  teachers  in  the  orphanage  have  as 
usual  done  a  good  deal  of  preaching  and  Sunday  school  work  in  the 
neighbouring  villages. 

Panahpur. — In  charge  of  Lucius  Cutler.    This  is  our  Chnstian 
Tillage,  which  formerly  belonged  to  the  MisBionaiy  Society,    It  luui 
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been  a  sonrce  of  perplexity  to  the  missionaries  for  many  years,  and 
this  year  we  sold  it  to  a  Christian  gentleman  and  land-holder,  Mr. 
Alfred  Powell,  who  will  doubtless  be  able  to  manage  the  Tillage 
better  than  missionaries,  who  do  not  understand  the  laws  and  cus- 
toms governing  the  relations  of  lani-lord  and  tenant.  The  work  has 
gone  on  as  usual.  We  held  our  annual  mela^  March  1-8,  and  had  a 
profitable  meeting,  though  the  minds  of  the  people  were  somewhat 
disturbed  over  the  change  of  land-lords.  Three  hundred  and  eighty-five 
Christians  are  reported  as  living  in  nine  villages,  and  the  baptisms 
for  the  year  have  been  fifteen. 

Mahamdi, — In  charge  of  C.  Hancock.  This  is  our  farthest 
outpost,  a  tahsili  town  in  the  Kheri  Zila  of  Oudh.  One  hundred  and 
ninety- eight  Christians  are  reported  as  living  in  twenty-seven  viUagea, 
and  Uie  baptisms  for  the  year  have  been  one  hundred  and  twenty.  This 
was  formerly  considered  to  'be  oar  most  barren  and  unpromising 
field,  but  this  year  the  number  of  baptisms  is  greater  than  in  any 
other  circuit  of  the  Bareilly  district. 


8ITAPUR  DISTRICT. 

Bkv,  Pkaoht  T.  Wilsok,  Presiding  Elder,  (P.  0.  Sitapnr.) 

This  district  was  cut  from  the  Oudh  district  at  our  last  con- 
ference ;  it  contains  two  circuits,  the  Sitapur  and  Lakhimpur,  with 
their  sab-stations. 

We  have  about  two  millions  of  people  in  our  field,  and  the  district 
is  bounded  on  the  north,  by  the  native  state  of  Nepaul  and  extends 
about  eighty  miles  south  by   forty  to  sixty   wide. 

For  many  years  faithful  Christian  work  has  been  done  in  this 
field  and  from  time  to  time  a  scant  harvest  has  been  gathered  ;  but 
probably  the  abundant  reaping  is  still  future — indeed  it  is  true  now  as 
in  the  days  of  Christ  that  '*  One  soweth  aad  another  reapeth."  We  are 
expecting  the  day  soon  to  come  when  the  seed  sown  in  other  days 
wiU  spring  up  and  the  long  deferred  harvest  be  gathered  in.  Only 
yesterday  -a  young  man  of  good  family  came  to  us  to  consult  as 
to  how  he  might  profess  Christ  without  enduring  great  financial 
losses,  and  much  persecution  ^ from  relatives  and  friends;  but  I 
could  point  out  to  him  no  new  way  whereby  he  might  take  Christ 
and  escape  the  cross  and  the  shame  that  would  be  heaped  upon 
him  if  he  received  and  followed  his  Lord.  Many  would  accept 
Christ  at  once,  were  it  not  for  the  hatred  that  Satan  has  put  into 
the  hearts  of  both  Hindus  and  Musalmans  towards  Christ; 

Many  from  the  lower  walks  of  life  are  casting  their  lot  with  us. 
We  have  been  compelled  to  think  of  erectiog  a  boarding  house  for 
Christian  boys  who  come  to  us  wishing  to  attend  our  excellent  city 
school ;  already  near  fifty  of  the  one  hundred  and  twenty  boys  attending 
the  school  are  Christian  lads,  and  I  plan  to  build  dormitories  for  them 
as  soon   as  I  get  one  thousand  dollars  for  the  purpose. 

We  have  just  completed  a  neat  substantial  Bulter  chapel  at  the 
Lai  Kurti  Bazar,  where  we  have^a  school  for  enquirers  and  where  a  few 
OhristianB  live. 
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George  Mfljal  is  doing  good  service  as  headmaster  at  Ehyraliad 
while  A.  G.  McArthiir  is  in  supervision  of  that  part  of  our  evungelis- 
tic  work;  oar  pa^st  t,  Chho'e  Lai.  of  8itapur.  nttends  to  the  pastoral 
and  eyangelistic  work  at  Sitapur,  while  K.  Silas  is  doing  well  in 
charge  of  the  city  school  here. 

Rev.  Kanhdi  8ingh  of  Lakhimpnr  has  a  fine  field  extending  to 
the  ii'itive  state  of  Nepaul ;  he  is  aisled  l>y  Sadal  Si n^h  and  other 
hrethren ;  they  have  baptizt^d  one  hundred  and  ten  persons  daring  nine 
month;*,  and  there  is  every  probab  lity  of  a  great  work  opening 
up  ere  long,  especially  among  the  ChaniMrs  of  that  region. 

Some  time  in  the  year  I  was  led  to  ask  God  to  give  as  a  hundred 
thousand  converts  on  my  district  during  the  coming  ten  years  ; 
I  see  no  visib  e  nigns  of  this  great  revival  yet ;  the  sky  is  clear 
and  the  rains  are  apparenrly  still  distant ;  bur.  God  is  still  the  henrer 
of  prayer  as  in  the  days  of  Hliijah,  and  I  think  I  see  in  vision  the 
rising  storm,  hear  tiie  rolling  thmidors,  see  the  vivid  lightnings  as 
they  leap  from  cloud  to  cloud,  and  if  it  please  God  may  not  the 
little  cloud  not  bigger  than  a  man's  hand,  soon  arise  ont  of  the  sen,  and 
such  a  spiritual  rain  descend  as  has  never  yet  fallen  npon  oar  Indian 
field.  If  God  annoint  us  all  with  the  Holy  Ghost  we  shall  see  all  his 
pleasure  cominflr  to  pass  among ns;  and  may  we  not  then  ex[>ect  the 
Hoi  J  Spirit  to  awaken  sinners,  and  to  cause  them  to  come 
as  doves  to  their  windows.  God  hasten  the  day.  1  have  to 
thank  Miss  Eastcn  in  charge  of  t^ie  Girls'  Boarding  School,  A!rs. 
'Wilson  in  charge  of  tlie  zanana  and  evangelistic  department  of  the 
W  P.  M.  Society,  with  the  other  ladies,  brethren,  sisters  and  friends 
who  have  helped  us  in  the  Lord's  work. 
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1330 
1001100 

75  ...I 
135 1073. 
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lot  6 
5 
4 


6 
8 

4 
8' 


6 

11 

2 

4 


50| 


38 


2091124 


16 
12 
11 
12| 
19 
6 
12 


190 
119 
24 
45 
105 
30 
98 


20 
80 
60 


400: 
199 
526 


235 

250 

•  •• 

175 

30 

105 

275 


«)7 
205 
146 
416 
260 
Sn6 
428 

8808 


1623 

1630 

125 

1513 
489 
700 
231 


4704638 


8S  611 


68 
65 
244 
25 
7o 
S> 
26 


1079  7811 


168  liO 
280  49 
160  120 

65'  55 
188|  100 

30  89 


64 


528 


44 


586 
513 
548 
190 
463 
114 
282 


955  507  2601 


940 
120 

^0 
180 
420 
190 
120 
390 
220 
340 
400 


3390 


6364 


500 
480 
464 
1.% 
diBO 
100 
199 

2273 


SpRTH  JSDIA  CONFERSlfCB  SJ^ATISTICS, 
For  the  ytar  ending  ZUt  December,  1895. 
StJNDAY  SCHOOL  STATISTICS. 


KAMB  OJ  CIROUIT. 


No.  OF  Sunday 

SOBOOIS. 


^ 


»4 

S 


iTo.  OF  Offi- 

CBBB  AND 

TsAaHEfta. 


No.  OF  Scholars  of 

ALL  AQES. 


o 

fa 

.s 
•I 

o 

•s 

CQ 


o 


Babfilly  Distriot. 

Bareillj 

Bareilly  Sadar  Bazar 

Faridpur 

Kbera  Bajebrn 

I 

Miranpnr 
TUhar 
Jalalabad 
FAWayan 

Shahjahaopur  West 
Bhahjabanpur  £as^ 
Panah  pur 
Hohamdi 

Total 


■ 

28 

13 

7 

2 

5 

2 

5 

2 

6 

8 

12 

1 

7 

8 

14 

8 

8 

5 

13 

2 

8 

1 

1 

1 

109 

98 

^ 
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28 

1138;   : 
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/ 
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'  ;    "i 
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AfKtets  of  the  Conference. 


f 


Presideni, 


f  BISHOP  CYRUS  D.  P0S8. 
—  \  BISHOP  JAMES  M.  THOBIJRN, 
Secretary,      ...  ...J.W.ROBINSON. 

Asaistant  Searetary,  ...Q   C    HEWES. 

Vernacular  Secretary,       . .  .S  TUPPE R. 
Correspondiny  Secretary  ...F.  L.  NEELD. 
StatUticnl  Secretary,     '    ...N.  L  ROCKBY.  .     . 
Treaeurer,  . .  .D.  L  THOBURN. 


Bishop  J.  M.  Tbobursy,  President,  Ex- officio. 


E.  W.  Pakkks,  Vtee- Pretident, 

F.  L  Nbbld,  Seeretairy. 
D.  L  Thobuhn,  Treasurer, 
S  En  >WLE6, 

J.  U    MfitiSMURB. 

S  Paul. 

H.  A.  CUTHNG, 

P:  T.  WiLSO.v, 
J.  H.  Gill, 

W.  PlT«R8, 

W.  A.  Mansbll, 


J.  W.  ROBINSOK, 

J.  Blaokstook, 
L.  A.  Cobb, 


S.  Knowlbs, 
E  W.  Parkbb, 
J.  H  Mbssmore, 
W.  Pbtbus,  . 
S.  Paul, 
H.  A^t3uttiir0, 

J.  H.  Gill, 


do. 
do. 
do. 
do. 
do. 
do. 
do. 
do. 
do. 
do. 
do. 


tMbitinu  eotttnif  ttt« 


J.  N.  West, 


T.J.Sdorr, 

8.  TUPPBR, 

L..A«  CoRB| 
C.  L.  Bark, 
H.  L.  MuxBBJtr 

M.   ST1£PHBN, 

AUernatei^ 

J.  L.  HuMraRtT, 
J.  W.  Robinson, 

W.  R.  BOWBN, 

A.  Solomon. 

•r 

Hbs.  Pabkxs^  , 
h.  l.  mukbrji^ 
Miss  Hogb, 


P.  T.  WlLBON, 

W.  A.  MansblLi 
L.  A.  Curb,  &6  ant 
—  Trfcku 

J.  W.  RoBiNaoir,  ,. 

C.  L.  Barb» 
^^  ^   .T.  J.  Soon; 
F,  iM  NBftD. 


r       •<\ 


•  •»•         -!- 


DUP.  EXCB    15   JTTN.    i904 


DREW    TUEOL  SBM.   LIB* 


CONFBRBNCB  OFFWBRS 


,* 


J.  L  Humphrey, 
F.  L.  Nkkld, 
J.  W.  .tt(>k'5is<Ji, ' 


»   y».»    - 


W.  R.  BOWEN, 


Bofftlr  of  St8m(nrr«« 

T.  J.  Scott,  Chairman, 

S.  TUPPER, 
*' .  fj   L    MUKKRJI, 

'  F.  W.  GRERNWOU>r 

D.  M.  BUTLBR. 

•••      A.  O.  McARtHCtt. 

•  •      •  .  •  • 

•   •  • 


Statittics.-^T^.  Ik  Rocrtri  8.  B.*  Finch,  X3.  E.  Furobik>k, 

Gi  D.  Prbsqhave;     . 

Statioffhe  Church — T..J.  Sott,    3..h   Humpbrey,  O.  C. 

Hewes,   a  SoLokow,  Basant  Ram,    G.  O. 

Sj'WiiiBB,  H..JK.  List.  .  .    ;    -'    .        • 

SuncUff'^  Seliioa—D.    L.  Thoburk.    W.  W.  Ashe,    Q.  C- 

.  -^^       -^    ffEWrS,  M     STKHHKN.  J-  JaCOB: 

Tempei^dni^.^B:  8.  Dease.  A.  G.  McArthtjr,  W.  T.  Spkat^e, 

''^:'*  ^  tf.  H.  PttRY, 


♦  ?     > 


SJ,        I 


Pubti^h^iit^  jSinuteft — Skcrrtarifs,  and  Agent  of  the;  Pcb-; 
'      ,.  .  .u^hing' House,  LucKNow.        ,■..-/. 

!f^*^feg^liiffh^' Annual  Sermon. — J.  W.  Robin^so^  ;  alternlite; 


I-  -* 


^i* 


J.  Blackstogk,* 
S.  S.  Dbase^      ^. 
N.L  I15«Kb$,^' 


ft  A.  Cutting. 

« 


#>v>. 


^W.  R.  BoWEX, 
S.  Paul, 
M.  Stephtex, 


X  y  ••■••  • 


W.  W.  Ashe. 
ttnmmittte  oti^tfonfeVettre  Slel8t{on0« 


«   • 
'»    4 


^        •        *  * 


T.  J.  Scott, 
L.  A.  Core,/ 


Vr" 


Q.  H.  Prey. 


J.  Blackstock, 


SptMi^  S/eagtte—Soar)^  of  Control. 


J.  W.  Robins^,  : 
Miss  SHELDOKr.  ^ 


"  X 


k'< 


%  ^Jtk^KU.. 


D.  L  Jsomroif/ 

Miss  Sel];.4BR  . 


COSFERBSCB  CFPICESS.  5 

J.  L.  Hdmphret,  Chairman.  MiSS  Enql\  SH, 

S  ToppKic,  MKa  Parkbu. 

MStkphkn,  Mrs  Bake. 

W.  R.  BowKN,  M«e.  Kkowles, 

Miss  THonntif. 

»tiiid«a  ftfjooi  iir*fj»». 

D.  Il  TaoBOBw,  P*4$uknt.  &.  C.  H&wes,  Seey.  and  Tntu. 

Jw  I*  HoMPHRBY,  Pretideia,  C.  L.  Babk,  8e»»tarjf. 

W.  A.  MansEL^  Trtaturer. 

J.  W.  RoBiwsoN,  PmtdMi,  C.  L.  Bahe,  Vice  President. 

J.  N;  West,  Secretary/  and  Treasurer, 

fttwttn  of  tbt  ZfttPl9ifif9l  $^mtmvn  antr  Normal  SrIiooL 

r«fm  e«?/Mrw  Term  ea^§9 

S  S.  DuASE,  •.    1889    £.  W.  Parker.         •.,  1901 

W.  )R  BowE!^,  ..    J8M    F.  R.  Wklsh,  Esq ,    ...  19W 

F.  O  H  HousDSif,  Esq.,   1899    3ishop  J.  M.  f  HuBCftN, 

L.  *  C'iRE,  ...  1»00        Ex'offieio.  ' 

C.  t-  Bare,  m-  1900  T.   J.  Sgott.      E»-ofikia 

Ms.  George  )jCX|E,  .«  1900        Secy,  and  Treapfret. 

F,  L,  Neeld,  .,.  1901                            ' 

SrtttfteM  of  t)^o  Itoi^  eiNrfflfttan  eollese^  i/ii(i(itoto« 

R.  Clancy,  ...  189§  J.  W.  Robin80x,      .,.  1901 

J.  B.  Scott,  ...  1899  F.  L.  Nebld,  ...  1901 

B  W.  Parker,  t^rwdent,  1899  t  A   Core,  . ,  jigpj 

W  E.  Ckawsbaw,  Esq,     1900  0.  L.  Bare.  Ex-ofimo  S^cu, 

W.  A.  Mansell,         ...  1900  Bishop  J.  M  Thobcrji,  D.  D., 
B.  H.  Buf LEE,             ...  1800  Bx'Ufieih. 

local  eommmeMCafQf  0al  56f]^oo,I«« 

j,  H.  MB8SMORE,  S.  KnOWLM,  J.   A»OERSOir,BiO, 

S.  W.  Parker,  S.  S.  DeasiC,    .  MfM.  'N^bbl?i.  , 

F.  L.  Neeld,  T.  J.  Scott,  Miss  Thobcmi 

J.  L.  HUMPHBlt;         B,  flOWNWDRT,  EsQ, 


«t .  «'• 


v«      •  »  .  _    ^ 


OONFEBSNOE  APPOINTMENTS. 

BABEILLY  ilSTKICT. 

;BL  W.  PaRKIB,   p.   E.   (P.   0.t  SHAWABi^RPUB.) 

Aonla,  James  Jordan. 
:    Bareilly,  8.  S.  Deaae,  S.  Phillips. 

„        Sadr  Batar,  Joseph  Wahid -nd-Din, 
„        Hindustani  Ghuroh,  W.  B.  Bowen. 

Bhamora,  Nizam  All. 

Bilsi,  W.  T.  Speakw; 

J^iDawar,  sapplied  by  QoTind  Bam. 
<    Biaanli,  H.  J.  Actains. 

Budaon,  Q.  C.  Hewas,  Bahadnr^Smgh. 

I)ataganj,  Behari  Lai  II. 

f  aridpar,  G.  S.  Pad!. 

Jalalabad,  Luciaa  Cutler. 

Kakrala,  Basant  Ram. 

Khera  Bajhera,  H.  L.  Mnkerji. 

Uiranpar  Katra,  supplied  by  R.  Turner. 

Panahpur,  supplied  by  Sadal  Singh. 

Fnwayan,  Aaron  Sweet. 

Sbabjahanpur,' John  filftckstock,  Prabha  Dyal»  Preni  Stdgh. 

Shnhjahanpar  West,  G.  D.  Presgrare. 

Tilhar,  H.  K.  List 

Ujhani,  to  be  sapplied. 

Bareilly  Theological  Seminary,  T.  J.  Scott.  FriQoipal ;  8.  8.  Deaie* 
H.  L.  Maker ji,  Professors ;  Jawala  Singh,  Jamea  Tomkinson, 
Teachers. 


GARflWAL  DISTRICT.    \. 

JosBPB  H.  Gill,  P.  E.  (P.  O..  Pavbl) 

Bainoli,  F.  W.  Greenwold,  (P.  0.  Adbadri.) 

Gadoli,  W.  W.  Asbe,  (P.  0.  Pauri.) 

Kainar,'D.  A.  Chowfin. 

Kotdwara,  to  be  supplied. 

Lansdowne,  to  be  supplied  by  Kwaokin. 

Paari  Circuit,  to  be  supplied  by  Ghungar  Money. 

Ramni,  Sabin  Mansell,  (P.  0.  Nandpriyag.) 

Srinagar,  supplied  by  Edward  Thomson. 

Tihri,  to  be  supplied. . 

Mission  Hospital  and  Bitpensiry^  Chopra,   to  be  supplied, 


M.  -' 


CONPERBNCFj  appoistubsts. 

GONDl  DISTRICT. 

William  Fsticrs,  P.  E.  (P.  0.»  BjiHRaioh.) 
Bahraich,  supplied  by  Francis  Peter. 
J^alrampar,  Behari  LaI  I. 
BbingA,  J.  F.  S»mael. 
Gonda,  S.  B.  Finch. 
Kaisarganj,  Baldeo  Parshad* 
Karnalganj,  J.  H.  Samuel. 
Idankapur,  Samuel  Wheeler, 
l^aiipara,  supplied  by  L.  J.  McGee. 
Nawabganj,  Joshua  Solomon. 
Sii[)ernumerary,  Thomas  Craven. 

KUMAON  DISTRICT. 

Saiiubl  Knowlb^,  p.  E.  (P.  0„  Naini  Tal.) 
Bliot,  Uaikua  Wilson  ;  two  to  be  supplied. 
Dwarahat,  N.  L.  Rockey,  Shndulla  Liwrence. 
Gaiigolihat,  supplied  by  Chamrun  Wilson, 
llaldwani,  to  be  supplied  by  J.  W.  Tof^d. 
Lahu  Gbat,  Banjamin  Marqus. 
Loblia,  supplied  by  Ganri  Datt. 
Naini  Tal  Hindustani  Church,  S.  D.  Sanwrtl. 

„     English  Church  and  Circuit,  J.  L.  Humphrey. 

„     Boys's  High  School,  F.  L.  Neeld. 
Pithoragarh,  Benjamin  Patrus. 

Supernumerary,  J.  W.   Waugh. 

Transferred  to  N.-W.  Imlian  Conference,  J,  T.  Robertson. 

MORADABAD  DISTRICT. 

J.    R.    MbSSMOBB,  p.   E.    (P.   0.,   BiJNOTJR.)      • 

Bijnour,  Senrca  Falls, 

Chaiidausi,  Matthew  Steplien- 

Dhampur,  M.  S.  Bailey. 

Kanth,  supplied  by  B.  S.  Buidon. 

Kiratpur,  Bnnai  Dhar. 

Knndarki,  L<izar  Shah, 

Mandawar,  H    B    Mitchell. 

JJoradahnd,  L.   /^.  Core,  Dilawar  Singh. 

„         High  School,  L.  A.  Core,  Joseph  Jacob. 
Nagina.  Charles  Sliipley. 

Najibabad,  to  be  supplied  by  Benj.  McGregor. 
Norpur,  supplied  by  Gulab  Singh,  Faasl  Masih. 
Seohara,  supplied  by  Jhabha  Lai  I. 
Sherkot,  supplied  by  Peter  Merrill. 
Tbakurdwara,  supplied  by  Moban  Singh. 
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'Saim  Tal  HindiiBtani  work,  Misa  liowo. 

„        English  work,  Mrs.  Humphrey. 

,,         Wellesley  Girls'  High   School,   MUs  S.  A.  Easton,  Miss 
Sellars,  Misa  Carto,    Miss  Hars^. 

y,        Oak  Openings  Boys'  School,  Mrs.  Necld,  Miss  ?ritchard» 
Pitboragarh,  Miss  Bodden,  Miss  Tresbam. 
District  work»  Mrs.  Knowles. 

MORA  DAB  AD  DISTRICT. 

BiJQonr,  to  be  supplied. 

Horadabad  Oiria'  Boarding  School,  Miss  Means. 
City  and  Village  work,  Mrs.  Core. 


»« 


OUDH  DISTRICT. 
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Lacknow  Woman'0  College   and  High    School,    MisH  Thobarn,  Miss 
Coliins,  Miss  Bardie, 
Deaconess  Home,  to  be  supplied. 
Retd  Cbristiaa  College,    Mrs.    Bare,  Mrs.  West. 
English  Church  and  Circuifc  work,  Mrs.  Robinson. 
District   work    and     City    Schools,    Mrs.  Mansell. 
Editor  Bafiq'i-Ni8wan,  Miss  Thoburn. 
On  leave  to  America,  Miss  Nichols. 

PILIBHIT  DISTRICT. 

Fatehganj  West,  Mrs.  Solomon. 
District  work,  Mrs.  Paul. 

« 

SAMBHAL  DISTRICT, 
Dhtrictwork,  Mrs.  Catting. 

8ITAPUR  DISTRICT. 

^Stapar  Girk'  Boarding  School,  Miss  C.  Eiston. 

„    Zanana  work,  Mrs.  Tucker. 
District  work,  Mrs.  Wilson, 


"I 


DISCIPLINARY  QUESTIONS. 

I. — Who  have  beicn  BfiCKivED  by  traksfeb  and  from 

WHAT  Conference  ? 
Stephen  S-  Dease,  from  the  North-West  India  CoDference. 
Jawala  Siogha,  from  the  Bengal  Burma  ConfereDce. 
II. — Who  have  been  BBADi..rrrED  ?  None. 
III. — Who  have  been  received  on  credentials?  None. 
IV.— Who  have  been  received  on  Trial  ? 
a.     In  the  studies  of  the  First  Year. 

Frem  Siugb,  James  ThomkiDson,  Lazar  Shall,  Juk- 

kan  Lai. 

6.     In  stvdies  of  the  Third  Year.     None, 
v.— Who  have  been  continued  on  Trial  ? 

a.     In  studies  of  the  First  Year.     None. 

h.     In  studies  of  the  Second  Year, 

Prabbhu  Dayal,  Mohan  Singh  Bailey,  Albert  Frank,  John 
N.  West,  Nathaniel  R.  Childs,  John  H.  Walter,  Joseph  Smart, 
Qanga  Nath,  Bulaqi  Singh.  Mohammed  Hasan  Jan. 

c.  Ill  studies  of  the  Third  Year,     None. 

d.  In  studies  of  Ihe  Fourth  Year,     None, 
VI. — Who  have  been  discontinued  ?  None. 

VII. — Who  have  bkbn  ADMirrsD  into  full  Membership? 

a.  Elected  end  ordained  Deacons  this  year.     None. 

b.  Elected  and  ordained  Deaconn  previously. 

Nizam  Ali,  Joshua  Solomon,  Joshua  S.  Samuel,  Joseph 
Jacob,  Bahadar  Singh,  Joseph  Dysell,  Bansi  Dhar,  Benjamin 
Marqus. 

Vill.— What  members  are  in  the  studies  of  the  Third 
Year  ? 

a.  Admitted  into  Full  Membership  this  year, 

Nizam  Ali,  Joshua  Solomon,  Joshra  S.  Samuel.   Joseph  ' 

Jacob,  Bahadar  Singh,  Joseph  Dysell,  Bansi  Dhar,  Benjamin 
Marqus. 

b.  Admitted  into  Full  Membership  previously. 

Shadulla  Lawrence. 
IX.— What  members  are  in  the  studies  of  the  Fourth 
Tear? 
Joseph  Wahid-ud-Din,  Pavid  A.  Cbowfio,  Sabin   Mausell, 
ghbote  Ul  Bbikki  Lall. 
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DISOIPLINABY  QUESTIONS. 


X.— What  membbhs  have  completed  the  CoNFcaENCs 
CouKSE  OF  Study  ? 

a.  Elected  and  ordained  Ellera  thU  year. 
Karim  Maaih,  Qeorge  R  Fer^usou. 

b.  Elected  and  ordained  Elders  previously. 

Basant  Ram,  David  M.  Butler,  Muzhar-ul-Haqq,  SuperiuD 
B.  Finch,  QraftoQ  D.  Presgrave. 
XI. — What  othhrs  have  been  elected  asd   ordained 
Deacons? 

a.     As  Local  Preachers, 

John  Robert},  Duvid  Claadius,  Charles  Khiyali,  OhuDgar 
Money,  Buddha  Singh,  Walter  Pamochaf,  Panchaiu  S:ngb, 
David  S.  Hukill. 

h.     Under  Missionary  Rule. 

Qan{;a  Nath. 

X1I-— What  others  have  been  elected    avd  ordained 
Elders  P 
a.     As  Local  Deacons, 
Buddha  Robert. 

h.     Under  Missionary  Rule.     None. 
XIIL — Was  the  chabacter  of  each  Preachkr  exahinbo  ? 
This  was  strictly  done  as  the  name  of  euch  preacher    was 
called  in  open  Conference. 

The  case  of  F,  Presgrave  was  referred  to  Presiding  Elder 
J.  II.  Messmore,  for  investigation, 

XIV.— Who  have  been  transferhed,  and  to  what  Con- 
ference ? 
Harvey  L.  Ro3Coe,  to  Puget  Soand  Conference. 
John  T.  Robertson,  to  North- West  India  Conference. 
XV.— Who  have  died  ?  None. 
XVI. — Who  havb  been  located  at  their  own  request? 

None. 
XVII. — Who  have  been  located  ?  None. 
XVIII. — Who  have  withdrawn  ?  None. 
XIX. — Who  have  been  permitted  to  withdraw  Under 

charges  ou  complaints  f     None. 
XX.-  -Who  have  been  expelled  ? 

Jumman  Lil  was  desposed  from  the  ministry,  but  not  ex- 
pelled from  menibeiship  in  the  church. 

XXI. — What  i.theu  personal  notation  should  bbmadk? 

None. 
XXII.— Who  abe  the  Supernuheraky  Pbeacbbks  ? 
T.  Craven,  J,  W.  Waugb. 
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XXIII. — Who  are  thb  Superannuated  Preachers  ? 

Joel  T.  Jaiwier 
JJfXlV. — Who  are  the  Triers  of  Appeals? 

J.  Blackstock,  S.  S.  Dease,  N.  L.  Rockey,  W.  R.   Bowen, 
S.  Pan!,  M.  Stephen,  W.  W.  Ashe. 

XXV. — What  is  the  Statistical  Report  for  the  year? 
See  Statistics, 
XXVJ.— What  is  the  AoaiiEGATE    or  the  benevolent 
collections,  as  keported  by  the  conferenob 
Treasurer  ? 
R8.  6,243. 
XXVII— What  are  the    claims    on    THn    Conferekoi 

Fund? 
Ra.  852. 
XXVIII — What  HAS  been  received  on  these  claims,  and 

how  has  it  been  applied? 

Full  amount  received,  and  paid  to  claimant. 

XXIX. — WheRI^'aRE  the  preachers  STATIO^ED? 

See  Appointwnts. 

XXX.-^ WhERS  shall  TBI  NEXT  CONFERENCE  BE  HFXIi  ? 

At  ShahjahaDpur. 


CONFERENCE  JOURNAL. 


Fii^sT  p 


AY. 


Darsillt,  Wednbsday,  Janiiiry  5tli,  1898. 

Opening  Exercises. — The  North  India  Conference  of  the 
Methodist  Episcopnl  (jhuro^i  convened  for  its  thirtyfoarih  annual 
session  in  the  Civil  Lines  Cnurch.  Bareilh,  on  Wednendny,  January 
5th.  1898,  Bishop  Cyrus  D.  Fosa,  D/D.,  LL.  D  ,  in  the  chair. 
The  hymn  '*  Kash  ki  hazar  zabanon  se/'  was  sang.  Bishop  J.  M. 
Thoburn  read  a  part  of  the  first  chapter  of  Acts,  and  J.  L.  tiaruphrej 
and  Wro.  Peters  led  in   prayer.  "  Jsa,  meri  ji'n  ke   yar  "  was  sang. 

Roll  Call* — The  ^Secretary  of  the  last  Cenfereuce  called  the 
roll,  and  six'y-nine  members  a^id  fifteen  probationers  responded  to  their 
Dames.     Ten  members  and  three  probationers  were  absent. 

Secretaries.— On  motion  of  W.  a.  Mansell,  J.  W.  Robinson 
was  elected  Secretary  of  the  Conference.  Q.  C.  Hewes  was  appoint* 
ed  Assistant  Secretary,  and  Samael  Tapper,  Yernacalar  Secretary. 

Welcome  to  Bishop  FOSS.— E.  W.  Parker  presented  the 
following  resolution,  which  was  unanimously  adcpted  : — 

Raolved,  —That  we  do  hereby  express  to  the  Rev.  Bishop  Cyrus  D.  Foas,  D.  D.. 
LL*  D.,  our  President,  our  very  great  satisfaction  at  receiving  this  official 
visit  from  him  to  our  field  of  labor,  and  to  our  Annual  Conference.  We  give  him 
a  hearty  welcome  to  India,  to  our  home-«,  to  our  institutions,  and  to  our  Confer^ 
enoe,  and  we  pray  that  his  wise  counsels  while  with  us,  and  hi.s  representation  of 
our  work  when  he  shall  return  to  America,  may  prove  of  great  benefit  to  our  entire 
Mission. 

We  regret  that  Mrs.  Foss,  the  President  of  the  Woman*s  Foreign  Missionary 
Society  of  our  Church,  was  unable  to  accompany  Bishop  Foss  on  this  visit,  and 
to  give  wise  supervision  and  aid  to  the  work  under  the  direction  of  the  Society 
over  whion  she  presides.  E.  W.  Parker,  William  Pktkbs, 

T.  J.  Scott,  H.  A.  Cuttiho. 

In  response  to  this  resolution  Bishop  Foss  addressed  the  Confer- 
ence, expressing  hi^  pleasure  nt  being  present,  and  his  great  interest 
in  the  work,  and  urged  that  the  spirit  of  Metho'iisai  and  the  .spirit 
of  Christianity  be  set  forth  to  the  f  alio -it  ex'^^ent  in  our  mission  work. 
Bishop  Foss  explained  the  arrangment  by  which  he  was  sent  to 
India,  and  the  manner  in  which  the  joint  presidency  of  the  Con* 
ference  would  he  conducted. 

Rev.  J.  F.  Goucher,  D.  D  — The  Bishop  called  attention  to 
the  presence  of  Dr.  Gouc^er,  of  America,  and  presented  to  the 
Conference  liis  credentials  from  the  Board  of  Mansgers  of  the  Mis- 
sionary Society. 


MINDTES  OF  CONF£RENOE.  17  ; 

The  following  was  presented  by  W.  A.  Mansell  and  unanimously 
adopted  ; — 

Resolved, — That  this  memorial  of  the  Board  be  spread  upon  our  miautos,  and 
that  we  recjaest  our  Correspondinj?  Secretary  to  convey  to  the  Board  of  MaiiageiB 
oQr  appreoiation  of  their  action,  and  to  scate  that  we  will  endeavour  to  afford  Dr. 
Gouoher  every  facility  for  carrying  out  this  request  of  the  Board,  and  that  we  will 
at  any  time  heartily  welcome  any  representative  of  their  body  for  a  like  purpose. 

Nbw  York/July  31st,  1897. 
Thb  Rav.  J.  F.  GoooHER,  D.  D. 

Dbab  Bbo.  : — At  the  meeting  of  the  Board  of  Managers,  yester- 
day, the  foilowiDg  was  uaanlmously  adopted  : — 

Beiohed.^That  this  Board  has  learned  with  pleasure  that  it  has  been 
amnged  that  one  of  its  members,  the  Rev.  J.  F.  Goucher,  D.  D„  will  accompany 
Bishop  Foss  in  his  official  visit  to' India  and  Malaysia,  during  the  coming  antumn 
and  winter ;  that  the  Board  affectionately  commends  Dr.  Goucher  to  the  fraternal 
attentions  of  Bishop  Thobum  and  our  Missionaries  in  that  Empire  ;  and  that  we 
request  him  (1)  to  particularly  familiarize  himKclf,  by  personal  inquiry,  with  all 
facts  and  questions  of  finance  connected  with  our  work  in  that  field,  to  the  end 
that  the  administration  of  this  department  of  the  India  work,  whether  by  tlie 
Board  and  office  at  home,  or  by  the  representatives  of  the  Board  in  India,  may  be 
guided  to  the  highest  possible  point  of  eouity  and  efficiency  ;  and  (2)  to  further  \ 

study  our  educational  work  in  India,  in  wnich  he  has  already  taken  such  a  wise  i 

and  generous  interest,  and  its  relation  to  the  ultimate  Christionization  of  the  land  ! 

Sincerely  yours,  ^  I 

STEPHEN  L,  BALDEN, 

Recording  Seeretaiy, 

E.W.Parker   presented  the   following   resolution,   which    was  ' 

QnaDimoualy  adopted  : — 

Retofvtd.-^Th&t  we  heartily  welcome  the  Rev.  John  F.  Goucher,  of  Baltimo^, 
India,  China,  and  Japan,  to  our  Mission  and  to  our  Conference.  His  name  has 
been  familiar  to  us  for  many  years,  and  we  now  rejoice  greatly  in  welcoming  him 
to  his,  and  our,  field  of  labor,  and  to  the  inspection  of  his  work.  All  that  we  evi 
offer  is  at  his  disposal.  We  respectfully  request  Dr.  Goucber  to  freely  participate 
in  all  the  busineiis  of  our  Conference,  giving  us  suggestions  and  information  as 
opportunity  may  offer. 

We  also  welcome  Dr.  Goucher  as  the  representative  of  the  Board  of  Managers 
of  the  Missionary  Society,  and  we  invite  him  to  attend  and  give  us  his  aid  in  the 
meetings  of  our  Finance  Committee,  and  to  confer  with  our  Board  of  Atiditocs, 
that  we  may  receive  the  benefit  of  his  advice  cunceruing  financial  methods  of 
work. 

We  had  hoped  to  have  the  privilage  of  welcoming  Mrs.  Goucher,  who  alto  has 
■neb  a  large  interest  in  our  work  and  in  our  prayers,  but  while  we  are  deprived  of  ^ 

this  privilege  for  the  present,  we  ask   that  in  the  next  weekly  *'  word  **  to  Baiti-  , 

more,  our  very  hearty  greetings  may  be  conveyed  to  Mrs.  Goucher  and  the  sailie  ' 

to  Mrs.  IToss.  £.  W.  Pakker,  William  Pbters, 

T.  J.  Scott,  H.  A.  -Cottinq. 

In  response  to  this  resolution  D.  Goucher  addressed  the  Con- 
ference, expressing  bis  pleasure  at  being  present,  and  giving  words 
of  advice  and  encouragement. 

Hours  of  Session. — On  motion  of  T.  J.  Scott,  hours  of  session  > 

were  tized  at  from  11  a.  u,  to  2  p.  x. 

Conference  Bar. — Oo  motion  of  E.  W.  Parker,  the  bar  of  the 
conference  was  fixed  at  the  eighth  bench,  including  the  wings. 
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Statistical  Secretaries  —On  motion  of  J.  Bkokstock,  N.  L. 

Boekey  was  eleoted  Statistical  Secretary.   G.  D.  Fresgrave  and  G.  E. 
Ferguson  were  appointed  hssistants. 

Conference  Treasurer. — On  motion  of  E  W.  Parker,  D. 

L.  Thoburn  was  elected  Conference  Treasurer  and  J.  Blackstook 
assistant. 

The  Thirteenth  Question.— The  Thirteenth  question,  ••Was 

the  character  of  each  Preacher  examined  ?  "  was  taken  up.  The  names 
of  the  Presiding  Elders,  E.  W.Parker,  J.  H.  Gill,  W.  Peters,  8. 
Knowles,  J.  H.  Uessmore,  W.  A.  M ansell,  A.  Solomon,  H.  A.  Cutting 
and  P.  T.  Wilson,  were  called,  and  their  characters  passed.  E.  W. 
Parker  and  J.  H.  Gdl  reported  their  district. 

Lay  Representation. — Bishop  Foss  submitted  to  the  Con- 
ference the  proposition  of  the  Hock  River  Conference  regarding  equal 
lay  lepresentation.  On  motion  of  J.  H.  Gill  the  SAine  was  referred  to 
a  committee  of  three,  that  it  might  be  compared  with  the  action  of 
the  conference  at  its  lust  session.  J.  H.  Gill,  C.  L.  Bare  and  W.  Peters 
were  appointed  as  committee. 

Central  Conference  Delegates— On  motion  of  C.  L.  Bare, 

Friday,  1  p.  x.,  was  fixed  as  the  ticae  for  the  election  of  Central  Con- 
ference delegates. 

Thirteenth  Question.— Bishop  Thobum  took  the  chair.  The 
Thirteenth  Question  was  resumed  and  W.  Peters,  8.  Knowles,  and 
J,  H.  Hessmore,   reported  tbeir  districts. 

Committee  on  Public  Worship— The  Presiding  Elder  of 

the  Bureilly  District  and  Conference  members  residi  ng  in  Bareillr, 
were  appointed  a  committee  on  pablic  worship. 

Extension  of  Time. — On  motion  of  C.  L.  Bare,  the  time  waa 
extended. 

Trial  of  Jumman  Lai.— A  select  number,  consisting  of  J.  H. 
Messmore,  J.  L.  Humphrey,  J.  Blackstock,  C.  L.  Bnre^  S.  Wheeler, 
S.  Tupper,  G.  D.  Spencer,  C.  Hancock,  J.  F.  Samuel,  S.  Paul  and 
D.  A.  Chowfln,  were  appointed  for  the  trial  of  Jumman  Lai,  the 
Secretary  of  the  Conference  to  act  as  Secretary. 

Adjournment. — 8.  Paul  was  appointed  to  take  the  dcTOtional 
serfices  Thursday  morning.  The  announcements  were  made,  the 
dozology  sung,  the  benediction  pronounced  by  Dr.  J.  F.  Goucbert 
and  the  Conference  adjourned. 


Second  Day. 

Babbilly,  Thursday,  Jsnuary  6th,  1898. 

Opening  Exercises.— Conference  convened  at  11  a.  v.. 
Bishop  Fo88  in  the  ohair.  ''Ijlhudd  ne  aisi  shiddat  se,"  was  suug,  Bishop 
Fois  read  part  of  the  first  chapter  of  I  Peter,  and  S.  Paul  led  in  prayer. 
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Journal. -*The  Minates  of  the  precediag  day's  session  were  read 
in  English  and  Vernacalar,  and  after  correction,  approved. 

Introductions.— Rev.  T.   S.  Wynkoop,  Agent  of  the   North  . 
India  Bible  Society,  Rev.  J.  Smith,  of  the  Bengil-Dirnia  Uoafereuoe, 
and  Uev.  R.  Hoskins,  Ph.  D.,  of  the  Nurth-W«st;  India  Gouferenoe, 
were  introduced. 

Thirteenth  Question. — Tiie  thirteenth  question  wai  resumed. 
W.  A.  ttan«ell,  A.  Solomon,  H.  A.  Cutting  and  P.  T.  Wilson 
reported  their  districts.  The  following  efiE active  ciders  were  Cilled, 
their  oharaotors  passed  and  tbej  reported  their  collectioui :  James 
Jordan,  W.  R.  Bowen,  S.  Phillips,  W.  T.  Speake,  H.  J.  Adams. 

Faredun  Presgrave  — In  regard  to  the  cai>e  of  Faredun  Pros* 
grave,  which  was  referred  at  the  last  session  of  the  Conference  to  the 
Preiiding  Elder  of  the  Bareilly  district,  the  Presiding  Elder  reported 
that  at  the  time  of  the  investigation,  sufficinnt  evidence  to  frame  a 
complaint  was  not  found.  On  motion  of  £.  W.  Parker,  the  c  ine  was 
referred  to  a  committee  of  five,  to  be  appointed  by  the  chair^  for  fur- 
ther investigation,  1  he  report  to  be  made  before  the  close  of  the  present 
session  of  conference.  i 

Thirteenth  Question.— The  following  effective  elders  were  ! 

called,  their  characters  passed'and  they  reported  their  collections:  0.  I 

O.  Hewes,  C.  S.  Paul,  Bihari  h\\  II,  H.  L.  Mukerji,  L.  Cutler,   A.  ! 

Sweet,  J.  Blackstock,  H.  K.  List,  T.  J.  Scott,  F.  L.  Neald,  W.  W. 
Ashe,  P.  W.  Qreenwoid,  Bihari  Lai  I,  Bsldeo  Pershad,  J.  F.  Samuel, 
S.    Wheeler,    J.    L.  Humphrey,  Harkua    Wilson,   N.    L.  ICookey,  | 

J.  T.  Robertson,  Benjamin  Patrus,  S.  D.  Sanwal^  H.  Stephen,  FasI 
Ma^ih,  H.«D.  Mitchell,  L.  A.  Core,  Dilawar  Singh,  C.  Siipley.  S 
Fails,  S.  Paul,  S.  Tapper,  J.  W.  Robinson,  D.  L.  Thoburn,  C.  L 
Bare,  J.  B.  Thomas,  (on  furlough),  G.  U.  Frey,  Q.  D.  Spencer,  Y. 
Shnh,  B.  F.  Cocker,  C.  Hancock,  W.  M.  Scoti,  R.  S.  Frauftlin^  B. 
S.  Phillips,  Kanhai  Singh,  D.  P.  Kidder,  A.  (1.  McArthur. 

Committee  on  case  of  F.  Presgrave— The  following  com- 
mitter were  appointed  to  inTestigate  the  case  of  F.  Predgrave  :  J.  L. 
Humphrey,  A.  G.  McArthur,  F,  L.  Neeld,  S.  D.  Sanwal,  N.  L. 
Bockey. 

Seventh  Question.— The  Seventh  Qaestion,  *'  Who  hare  been 
admitted  into  Full  Membership?"  was  taken  up.  The  names  of  Ben- 
jamia  Marqus.  Nizam  Ah,  Joshua  S.  Samuel,  Joshua  Solomon,  Joseph  ! 

Jaoob^  Bahadur  Singh,  Joseph  Dysell,  Bansi   Dhar  and  Moh%mmed  i 

Hasan  Jan  were   called,  they  came   forward  and  were  addre«sed   by  j 

Bishop  Foss  on  tie  ''Characteristics  of  the  Model  Preacher;*'  the 
committee  on  examinations  reported  fsTorably,  they  satisfactorily 
answered  the  disciplinary  questions,  and  also  aigned  the  required 
written  pledges  regarding  tobacco  and  debt. 

Acy  onrment.— The  announcements  were  made,  the  doxology  wan  ' 

sung,  the  benediction  was  pronounced  by  Dr.  Goucher,  and  t  le  Oonfer« 
euoe  adjourned  • 


)  iliyul'ES  OF  COmFMKBNCE. 

Third  Day. 

'  Bahkillt,  Friday,  January  7lh, 
Opening  Exercises.— Conference  i 

juin  in  liie  cliair.     The  hymn, '■  Yiau 
tfuDg,   0.  C.  Hewes  Tend   n  part  of    tbe  fouiteeulh  cb^ter  of 

1  Biid  lid  in   prayer. 

Journal' —Tbti  mioutes  of  the  pteoeding  Besaion  were  read  in 
IiKii  and  VHriiocularniid  approved. 

Seventh  Question.— The  Seventh  QaeBtion  was  resumed. 
jatoln  M^iquii  wis  ctftrrcd  to  tliB  Coniroiitee  on  Conference  Se- 
ns. Niznm  Ali,  JoshiiH.  Sulumoa,  Jonhua  S.  Samuel,  Joseph  Jacob, 
adur  Si[)gb,  Joaepli  Djsell,  aud  liauBi  Dbar  were  called,  they 
3  repiteeuled  by  tliejr  I'lctiditig  ICldcr^.  and  odmUted  into  fall 
uberaliip.  Un  moliun  of  Lia  I'Ie^iding  £ldeF,  Moliammed  Hasan 
Wfl8  continued  in  Iih  present  rtlation. 

North  India  Bible  Society  Agent.— Be^.  t.  S.  Wjnkoop, 

at  if  the  IJurih  India  liiblt)  butieiy,  Hadieased  ih'e  Gonferenoe  lo 
ntereHt  of  that  Society,  Itii^hop  Thobarn  expreaeed  the  pleaaure 
ie  Conference  at  hnviiig  tlia  Agent  of  the  fiible  Society  preseut, 
pledged  him  tlie  cootioued  support  of  the  Conference. 
Equal  Lay  Representation.— The  report  of  the  committee 
linted  to  tnku  under  couHidemiion  tbe  propoaitiou  of  the  Book 
r  Couferimce  on  tbe  aubject  o£  equal  lay    re  presentation,   «aa 

Transfers. — Biahop  Thoborn  announocd  tbe  transfer  into  (he 
[eience  of  S.  S.  Dease,  from  the  North-West  India  Conference,  and 
itia  Smgba,  fiom  the  Bvngal-Burma  Oonfeience. 

Equal  Lay  Representation  ~0u  motioa  of  J.  H.  Meiameie, 
proposition  of  tbe  Kovk  Uivoi  Cooferenoe  on  equal  lay  repre- 
itiou,  was  laken  up.     Tbe  Tote  waa  aixty^  iu  ita  favor    and  nine 

list. 

Central  Conference  Delegates— On  motion  of  C.  L.  Bare, 

irdei  uf  tbe  day,  the  elrction  oi  dmegatea  to  the  Central  Confer- 
,  was  taken  up.  The  secretary  atinounced  that  the  Conference 
entitled  to  eleven  delegates,  h.  A.  Core,  S.  Tupper,  W.  A.  Man- 
lud  U.  L.  Mukerji,  were  appointed  telleis,  and  after  oollecting 
)alLt9,  retirfd  io  aac^rtaid  the  reault. 

Seventh  Question  —On  motion  of  hia  Presiding  Eider,  Bnlaqi 
b,  bHViug  failed  to  uppear  befuie  tbe  Committee  for  examination, 
continue  on  trial.  Un  morion  of  J.  W  Hobiuson,  Gangs  J4atb 
vntniued  on  trial,  be  having  fai'ed  to  appear  for  examination. 
Fifth  Question— The  Filth  Queatioii,  "  Wbo  are  continued 
ial?"wi<B  called.  The  names  of  Piabbhu  Dayal,  Mohan  &Dgh 
ly,  A.  Frank  (to  being  up  remaining  ttudieaof  tbe  first  year,)  J.N. 
,  IS..  11.  Cbitda,  J.  U.  Woltera  and  Joseph  Smart  were  called,  they 
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were  roporfced 'passed  in  their  exsminafcions,  and  on  the  reoommeuda- 
tidn  i>f  their  Presiding  Elders,  they  were  contioued  on  trial  and  aiivanc- 
ed  to  the  class  of  the  second  year. 

Conference  Stewards — On  motion  of  J.  H-.  Gill,  J.  L. 

Humpiirej,  J.  iilackstook  and  H.  J.  Adams  were  elected  Oooference 
Stewnrds. 

Tenth  Question. --The  tenth  qaestion,  ''  What  members 
hare  completed  the  Con  ferencb  Coarse  of  Study?"  was  taken  np.  The 
naiAe  of  G.  D.  rresgrave  was  called,  be  was  reported  passed  in  his 
studies  and  advanotrd  to  the  class  of  Effective  Elders.  D.  A.  Chowfin, 
S.  Mansell  and  Bhikki  Lai  were  called,  they  were  represented  by  their 
Prodiding  Elders,  were  reported  as  failed  in  their  ezaminationv  and 
were  continued  in  the  same  class.  Karim  Masih  was  reported  pnssed 
in  his  studies,  was  recommended  bj  his  Presiding  Elder,  and  advanced 
to  the  clnss  of  Effective  Elders  and  elected  to  Elders'  orders. 

Jumman  L^. — The  name  of  Jumman  Lai  was  called,  and  the 
Secretary  of  the  Conference  presented  the  following : — 

The  select  number  to  whom  was  referred  the  case  of  Jumman  Lai,  against 
whom  charges  of  dishonesty  was  preferred,  find  the  charges  sustained  and  dfepos^ 
him  from  the  ministry  of  the  Methodist  Episcopal  Church. 

(Sd.)  J.  H   Messmobk,  Chairman, 

O.  L.  BaBB»  J    L.   >IUMPHRKT. 

S.  TvppBB,  J.  Blackhtook. 

D.  A.  Chowfin,  S.  Paul. 

G.  D.  Sfkncbr,  C.  Hancock. 

J.  F.  Sam  DSL,  8.  Wheelsb. 

Tenth. Question. — The  .tenth  question  was  resumed.  The 
names  of  D.  M.  15utler,  Mazur-ul-Haqq,  Superian  1i.  Finch,  and 
Basant  Ram  were  called,  they  gave  their  reports,  and  on  motion  of 
their  Presiding  Elders  were  advanced  to  the  class  cf  Effective  Elders. 
Joseph  Wahid-ud-Din  and  Chhote  Lai  were  reported  failed  in  their 
examinations,  and  on  motion  of  their  Presiding  Elders^  were  con- 
tinued in  the  same  class.  Q.  E.  Furgeson  was  reported  passed  in 
his  examination  and  on  recommondation  of  his  Presiding  Eider,  was 
advanced  to  the  class  of  EiTeotive  Elders  and  elected  to  Eider's 
orders. 

Central  Conference  Delegates— The  tellers  reported  on 

the  vote  for  delegates  to  Central  Conference,  A  total  of  seventy- 
five  votes  were  cast  and  the  following  were  declared  elected  :  E.  \V. 
Parker,  W.  Peters,  S.  Tupper,  T.  J.  Scott,  H.  A.  Cutting,  H.  L. 
Mukerji,  and  W.  A.  ManBcll.  A  ballot  was  ordered  for  the  four 
remaining  delegates,  and  the  tellers  retired  to  determine  the 
result. 

Credit  for  Examinations.  -On  motion  of  C.  L.  Bare,  it 

was  ordered  that     all   examiuees  be    credited  by   the    Board   Of 
Examination  with  all  the  studies  in  which  they  had  passed. 

Time  Extended.— On  motion  of  E.  VV.  Parker,  the  time  was 
extended. 


22 


MINUTES  OF  CONfBBBNCB. 


Fourth  Question.— The  fourth  question,  "  Who  hare  been 
reoeived  on  trial  ? "  was  called.  The  names  of  Prem  Singh  tad 
J.  Tomkinson  were  called,  they  gave  their  reports,  were  reported 
on  by  the  Examination  Ct>mmittee,  and  on  motion  of  their  Presiiding 
Elders  were  reoeif^ed  on  trial,  but  were  instructed  to  bring  up  back 
studies. 

Central  Conference  Delegates.— The  tellers  reported  L. 

A.  Core  as  elected  delegate  to  Central  Conference.  On  motion  of 
E  W.  Parker  the  Secretary  was  instructed  to  oast  the  vote  of  the 
conference  for  the  three  persons  reoeiTing  the  next  highest  number 
of  Yotes  for  delegates,  and  for  the  second  three  for  alternates.  This 
elected  F.  L.  Neeld,  J.  U.  Messmore  and  G.  L.  Bare  as  delegates, 
and  W.  R.  Bowen,  S.  Knowles,  and  J.  H.  Gill  as  alternates. 

F.  Presgrave, — Th«  committee  appointed  to  inquire  into  the 
case  of  T.  Presgrave  reported.  On  motion  of  his  Presiding  Elder 
his  character  was  passed. 

Adjournment. — The  announcements  were  made,  the  doxology 
sung^  the  benediction  was  pronounced  by  Bishop  Thoburn  and  the 
Conference  adjoamed. 


Foui^TH    Day/ 


B&BBiLLT,  Satordat,  January.  8th,  1898. 

Opening  Exercises. — Conference  convened  nt  11  a.  m., 
Bishop  Thobain  ir:  the  cbair.  The  hymn,  *'  Ehush  khahri  ah  tcm 
do,"  was  sung,  and  8.  Knowles  read  a  part  of  the  foarth  chapter  of 
John  and  led  iu  prayer. 

Journal.— The  mioates  of  the  preceding  sesaion  were  read  in 
English  aiid  Verniicalar,  and  after  correction  approred 

F.  Presgrave. — On  motion  of  E.  W.  Parker,  the  report  of  the 
committee  of  inquiry  into  the  case  of  F.  Presgrave  was  recommitted 
for  fuller  inquiry. 

Eleventh  Question. — The  eleventh  question,  **  What  others 
have  heen  elected  and  ordainei  Deacons  ?  "  was  called.  On  motion  of 
£.  W.  Parker,  all  persona  coming  under  this  question  were  required 
to  sign  the  pledge  relating  to  tobacco  and  debt.  The  names  of 
Walter  Pamochoi,  John  Roberts,  David  Claudius,  Charles  Khiyali, 
Ghungar  Money,  Buddha  Singh,  Paucbam  Singh,  and  David  8. 
Hukill  were  called,  they  were  represented  by  their  Presiding  Elders, 
were  reported  on  by  the  Oumuiittee  <ui  Exanniuationif,  and  elected  to 
Deacons  orders. 

Thirtieth  Question— The  thirtieth  question,  '•Where  shall 
the  next  Conference  be  held?"  was  taken  up.  On  motion  of  J- 
Blackstocic,  Shabjahanpore  was  chosen. 
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Twelfth  Question.— The  twelfth  qaestion,  *' What  others 
hmye  beea  elected  and  ordained  Elders  ?  "  was  called.  The  name  of 
fiaddba  Roberts  was  called,  he  was  reported  on  by  the  Examination 
Committee,  was  represented  by  his  Presiding  Elder,  and  elected  to 
£lder's  orders. 

Benjamin  Marqus. — The  Conference  Relations  Committee,  to 
\i7hich  was  referred  the  cuse  of  Benjamin  Marqas,  reported  favour- 
ably, the  Examination  Committee  reported,  and  on  recommendation 
of  his  Presiding  Elder,  he  was  admitted  to  full  membership,  having 
been  previously  ordained  Deacon. 

Indian  Missionary  Society.— T.  J.   Scott  presented  the 

following   resolution  on    ttie  Indii«u  Missionary  Society,    which    was  ,    J 

ordered  presented   with   the  approval   of   this   Conference  to  the  { i 

Centrul  Conference  :  ;  !  * 

Whsbbah.— An  indigonous  movement,  deserving  encourafement,  called  the 
I>eii  or  India  Miaaiooary  Society  haa  no\^  been  in  operation  seven  years,  chiefly 
in  the  bounds  uf  this  Conference,  and  has  exhibited  a  very  commendable  zeal 
in  raising  funds  and  suppotting  workers  in  our  Mission  field,  and 

WiiKBiAS— This  six)ntaneous  Society,  promises  to  be  useful  in  thus  raising  .  ^ 

fands  and  supporting  workers  ia  needy  parts  of  the  field,  and  j  | 

Whbbbas.— This  Society  by  its  constitution  and  rules  seeks  to  work  in  dose  j  \ 

eo-operation  with  our  Conference  organizations,  and  in  trying  to  represent  its  work  \,  j 

finds  no  regularly  recognized  place  for  such  representation,  therefore,  <<  ]'[ 

Retained,   1.— That  we  adopt  this  Desi  Missionary  Society  as  our  Conference  ,  ^ 

Domestic  Missionary  Society  according  to  Para.  681  of  Chapter  IV  of  our  Discipline  j 

on  Missionary  Work,  said  Society  to  act  in  harmony  with  the  provision  of  the  k  i  • 
Discipline.  M 

2     That  our  Financial  Board  be  hereby  instructed  to  take  iota  consideration  \  I 

the  matter  of  co-ordinating  this  Society  with  our  plans  of  work,  and  make  pro-  ^ 

vision  for  represention  from  thn  Society  of  what  money  they   can  raise,  with  ,  I 
a  view  to  sanctioning  the  expenditure  of  the  same. 

(Sd.)    T.  J.  SooTT.  )  I 

H.  L.  MUKBBJBB, 

Name  of  the  Mission.— J.  H.  Gill  presented  the  following  I 

resolution,  whioh  was  adopted :  I . 

Besolvid.^TYitX  the  North  India  Conference  hereby  requests  the  Central  I 

Conference  to  take  steps  to  fix  the  name  of  the  field  under  the  supervision  of 
Bishop  Tbobum,  as  Southern  Asia.  ,   ^  ^ 

J.  H.  Gill. 

Ball!  M.  Dass.—Tite  Committee  appointed  at  the  last  session  \ 

of  the  Conference  to  secare  the  parchments  of  Balli  M.  Dass,  reported  | ; , 

the  parchments  had  been  secared.  i '; 

Leave  to  M.  Stephen-— On  motion  of  J.  H.  Messmore,  M. 
Stephen  was  granted  leave  from  attending  the  remaining  sessions  of 
the  Conference. 


Adjournment— The  announcements  were  made,  the  dozologe  ■ 

was  sung,  the  benediction  was  pronounced  by  Joel  Janvier,  and   thy  | 

Conference  adjourned.  | 
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Fifth    Day, 


Bareilly,  Monday,  January  lOf.b,  1898. 

Opening  Exercises. — Conference  convened  at  11  a.  M, 
Bishop  Tboburu  in  tbe  ohair.  After  the  singing  of  the  hymn 
'*  Khuda  ne  aisi  shiddat  se/'  J.  Jacob  read  the  second  Psalm  and 
led  in  prayer. 

Journal- — The  minutes  of  the  previous  session  were  read  iu 
English  And  YerQacular'and  approved. 

Certificates   of  Ordination  — The  following  certificates  of 

ordination  was  presented  by  Bishop  Thoburn. 

This  certifies  that  in  Bareilly,  oc  Sunday,  January  9tb,  1898,  in  accordance 
with  the  Discipline  of  the  Methodist  Episcopal  Church,  I  ordained  as  Beacons 
Widter  Pamocbai,  John  Robeit,  David  Claudius,  Charles  Khiyali,  Gangar  Monej 
Panohbm  Singh.  Buddha  Singh  and  David  S.  Hukill. 

Given  under  my  hand  at  Bareilly,  on  the  10th  day  of  January,  1898. 

J.  M.  Thoburn,  Biihop* 

This  certifies  that  in  Bareilly,  on  Sunday,  January  9th,  1898,  in  accordance 
with  the  Discipline  of  the  Methodist  Episcoiml  Church,  I  ordained  as  Klders 
Karim  Masih,  Geurge  E.  Purgerson  and  Buddha  Robert. 

Given  under  my  hand  at  Bareilly  this  lOth  day  of  January,  1898. 

Cyuvb  D.  Fobs,  Bishop, 

Financial  Report  of  Theological  School.— F.  L.  Neeld 

presented  the  financial  statement  of  tbe  Bareilly  Theological  Semin- 
ary, which  was  accepted  and  placed  on  file. 

Report  of  Examination  Committee.— W.  W.  Ashe  was 

reported  as  passed  Hindi  of  the  third  year.  Gr.  C.  .Hewes  passed 
in  firsthalfEempson's  Syntax  and  Idioms  and  second  story  of  Bsgh- 
o-Bahar.  W.  A.  Mansell  p^^ssed  in  Kempson's  Syntax  and  Idiows. 
D.  L.  Thoburn  passed  in  Hindi  Grammar,  Persian,  Prem  Sagar,  Sat 
Mat  Narapan,  Hindi-English  and  English-Hindi,  Urdu-English  and 
English- CJrdu  and  writ^^en  serujon. 

Fourth  Question  —The  names  of  Lazar  Shah  and  Jhakkan 
Lai,  were  called,  they  were  recommended  by  their  Presiding  Elders, 
and  received  on  trial. 

Shadulla  Lawrence. — The  ninth  question,  **  What  members 
are  in  tbe  class  of  the  fourth  year  ?  "  was  cnlled.  On  motion  of  his 
Presiding  Elder,  Sbadnlla  Lawrence  was  continued  in  the  same 
•Uss. 

Transfers. — H.  L  KoBCoe  was  announced  by  Bishop  Thoburn 
as  traosfei  red  to  the  Paget  Sound  Conference 

F  Presgrave — The  Committee  to  which  was  re-committed 
the  report  of  inquiry  into  the  cast)  of  F.  Presgrave,  presented  their 
report.  On  motion  of  E.  W.  Parker,  the  case  was  referred  to 
Presiding  Elder  J.  H.  Mes^more  for  investigation. 

Parchments  of  J.  N.  West— On  motion  of  W.  A.  Mansell, 

the  South  India  Ounfereuce  was  requested  to  restore  the  parchments 
of  J.  N.  West. 


mJSUTES  OF  CONFERENCE,  25 

Educational  Work.— £.  W.  Parker  presented  a  veBoktion 
on  edocational  work,  which  was  sent  to  the  Central  Conferenoo  wi^h 
the  approval  of  this  conference. 

i?e«o?ee(2.— That  we  do  Iiereby  call  thfl  attention  of  the  Central  Conferenoe  t« 
the  importance  of  arranging  some  system  by  which  our  educational  work  in  Indi* 
may  be  more  fully  unified  and  made  more  efficient.    We  recommend. 

(1)  That  a  General  Secretary  of  Education  be  appointed  for  all  India,  wh« 
thall  give  special  attention  to  our  educational  intereitts  ao  far  as  practical  through 
out  India,  but  shall  specially  look  after  the  Vernacular  schools  in  those  parts  of 
the  field  where  our  work  is  spreading  most  rapidly.. 

(2 1  Tiiat  each  Annual  Conference  shall  appoint  in  such  way  as  the  Conferenc* 
may  direct,  a  Board  of  Education  for  the  Conference,  composed  of  not  leia  than 
five  nor  mone  than  eight  members.  This  Board  of  Education  shall  elect  from 
their  number  a  Secretary  whose  duty  it  shall  be  to  secure  reiKirts  of  the  condi- 
tion of  all  the  Institutions  within  the  bounds  of  the  Conference,  and  lay  that 
report  annually  before  the  Board  of  Education.  This  Board  shall  have  full 
charge  of  the  educational  work  of  the  Conference,  directing  concerning  examin- 
ations ofjthe  schools  and  of  the  teacher:^,  and  giving  general  direction  to  all  the 
work  of  education  within  the  hounds  of  the  Conference.  The  Secretary  of  thv 
Board  r<f  Education  for  all  India  and  the  secretarios  of  the  several  Boards  of 
£dacation  of  the  Conferences  shall  together  forma  Board  of  Education  for  all 
India.  It  shall  be  the  duty  of  this  Bo.ird  to  secure  information  concerning  all 
our  Bcliools,  and  to  as  far  as  possible  secure  uniformity  of  method  in  Hchoois  of 
the  same  grade  in  different  p-irts  of  India,  and  to  secure  the  greater  efficiency  of 
all  our  schools  in  all  parts  of  our  work.  This  Board  shall,  through  the  General  Secre- 
tary, report  the  condition  of  our  Education  work  to  the  Central  Conference  at  each 
cf  its  sessions,  E.  W.  Fakksb, 

F.  L.  Nkbld, 
L.  A.  Cork. 

Letters  of  Greeting. — Letters  of  greeting  were  read  by  th« 
Secretary  from  J.  C.  ButoUer  and  T  Craven.  On  motion  of  fl.  L. 
Makerji,  the  Secretary  was  instructed  to  return  to  the«e  brethren 
the  greetings  of  the  Conference. 

Course  of  Study. — J.  H.  Gill  presented  tbe  following  reso- 

Intion,  which  was  on  motion  of  T.  J.  Scott  referred  for  tbe  favourable 

consideration  of  the  Central   Conference  committee  on  Course  of 

Study  : 

Btsolved.—^hiX  in  the  matter  of  a  course  of  study  for  Hindustani  members 
of  our  Annual  and  District  Conferences,  we  hereby  express  our  opinion  that  no 
book  be  inserted  in  the  course  of  study  which  is  not  found  in  Roman  or  Hindi;  that 
ist  we  ask  that  an  entire  course  of  study  be  prepared  for  such  members  of  both 
Annual  and  District  Confer«nc<?s  as  are  only  acquainted  with  iiindi  and  Roman. 

N.  L.  Rocket. 
J.  H.  Gill. 

Report  on  Temperance.— T.  J.  Scott  presented  the  report  of 
the  committee  on  Temperance,  which  was  adopted.    (See  reporU.) 

Board  of  Education  Beport,— L.  A.  Core  presented  the 
report  of  tbe  Board  of  Education,  which  was  adopted.    (See  npcrts.) 

Supernumerary  Preachers — On    motion  of  W.   Peters, 

T.  Craven  and  J.  W.  Waugh  were  continued  in  tbe  supernumerary 
relation. 

Superannuate  Preachers.— On  motion  of  E.  W.  Psriier 

J.Janvier,  was  continued  in  the  superannuate  relAtion,     Brother 
Janvier  addressed  the  Conference. 
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AdjOQrnniexit. — On  motion  of  N.  L.  Rockey,  it  wear  orderel 
fchat  when  we  adjourn  it  be  to  meet  at  6  p.  m.  On  motion  of 
G.  L.  Bare,  J.  N.  West  was  excused  from  attending  the  remaining 
sessions  of  the  Conference.  The  dozology  wais  sung,  tho  benediction 
waa  pronounced  by  Dr.  Goucber,  and  the  Conference  adjourned, 

SECOND  SESSION. 

Baueilly,  Monday,  January  10th,  1898. 

Opening  Exercises, — The  Conference  convened  at  6  p.  u., 
Bishop  Foss  in  the  chair  The  hymn,  "  Come  Thou  Founfc  of  every 
Blessing,"  was  sung  and  P.  T.  Wilson  led  in  prayer. 

Jonrnal  --The  minutes  of  the  preceding  session  were  read  in 
English  and  Vernacalar  nnd  after  correction  approved. 

State  of  the  Ohurch. — The  committee  ou  the  State  of  the 
Charoh  presented  their  report. 

Statistics. — The  committee  on  statistics  presented  their 
report. 

Julias  Smith.— On  motion  of  E.  W.  Parker,  Rev.  J.  Smith  of 
Bengal- Burma  Conference  was  invited  to  participate  in  the  discus- 
aions  of  tlio  Conference. 

Adjoarnment— On  motion  of  J.  L.  Humphrey,  after  announce* 
ments  ar.d  the  pronouncing  of  tiie  benediction  by  Bisiiop  Foss,  the 
Conference  adjourned  to  meet  at  eight  to-^orrov  morning. 


Sixth    Day. 

Bareillt.  Tubsdat,  January  lltb,  1898] 

Opening  Exercises.— Conference  convened  at  8  A.  m.,  Bishop 
Thoburn  in  the  chair.  The  hvran,  "  Take  the  name  of  Jesus  with 
you,"  was  sung,  after  which  W.  W.  Ashe  led  in  praye**  and  read  the 
24th  Paalm. 

Journal. — The  minutes  of  the  preceling  session  were  read  in 
English  and  Vernacular  and  lifter  correction  approved. 

State  of  the  Ohurch. — The  report  of  the  committe  on  the 
State  of  tha  Church  was  taken  up.  On  motion  of  P.  T.  Wilson  all 
parts  of  the  report  relating  to  fiaances  were  laid  on  the  table.  After 
umendraent  the  report  was  adopted.     (See  reporti,) 

Limit  of  Speeches. — On  motion  of  J.  L.  Humphrey,  speeches 
on  all  8ubiec^8  were  liuiiled  to  three  minutes. 

Statistics. — Tiie  report  of  the  committee  on  Sbatidtica  was 
taken  up  and  on  motion  of  W.  Peters  adopted.  (See  statistics  and 
reports.) 

OolIections.*-N*  L.  Hookey  presented  the  following,  which  wa^ 
adopted : 


JdlNVTES  OF  CONFERENCE,  27 

/jMofwrf.— That  each  Pranding^  Elder  collect  cash  (or  rotichers)  of  all  Con- 
fejrenco  collectiona  for  hU  District  ftiid  ray  tho  same,  with  memorandum,  to  the 
Coaferance  Treasurer  during  Session  of  Conference.  J.  H.  Messmoiie. 

Board  of  Examiners*  Report.— The  Board  of  Examiners 

presented  their  repoit  which  was  on  motion  adopted,    {See  reports.)^ 

Standing  Committees'  Reports,— On  motion  of  W.    A. 

Man'^cll,  it  Wds   ordered  that  hereattur  the    reporta   of  all    standing 
cuiuoiiltees  be  presented  in  both  English  and  Hindustani. 

Sunday  School  Report. — The  committee  ou  Sanday  Schools 
presented  their  report,  which  was  adopted.     (See  reports,) 

Auditing  Committee    Report— The  Auditing  committee 

presented  tlit?ir  report,  which  was  adopted.    {See  r/porlB.) 

Historical  Records. — The  following  resolatlou  was  presented 
by  T.  J.  Scott,  and  was  on  motion  adopted  : 

WHRSRas,  It  U  mo.'jt  important  that  tho  history  of  the  founding  and  growth 
of  our  Churrh  in  India  become  a  perfect  and  permanent  record,  therefore 

Rt»olved,—\,  That  our  Presidin&f  Ktders  be  and  hereby  are  instructed  to 
secure  a  brief  historical  rep  )rt  of  the  founding  and  growth  of  every  station  aud 
circuit  in  the  Confereuce,  witii  all  important  facts  and  incidents. 

2.  Tliat  they  report  the  re:}ult  of  their  efforts  at  the  next  sasaton  of  this 
Conference. 

3.  That  all  records  thus  secured  be  from  time  to  time  deposited  in  the  safe 
library  of  the  Bareilly  Theological  8aminary.  T.  J.  ScOTT. 

Conference  Stewards'  Report  —The  Conference  Stewards 

presented  their  report. 

Adjournment. — The  announcements  weremado,  the  benediction 
was  pronounced  bj  Bishop  Thobura  and  the  couference  adjourned  to 
meet  at  11.  ▲.  m. 

SECOND  SESSION. 
Lareillt,  TuBSDiY,  January  llih,  189A 
Opening    Exercises— Conference  convened  at  11  a,  m., 

Bishop  Foss  in  tho  chair.  The  hymn,  •'  Kash  ki  hazar  zubdnon  se," 
was  sang,  and  Bishop  Foss  led  in  prayer. 

Journal- — The  minutes  of  tho  preceding  session  were  read  in 
English  and  Hindustani  and  approved. 

Finance  Committee  Election.— The  election  of  the  Finance 

Committee  for  the  en<'uing  year  was  ordered.  W  W.  Ashe,  D.  L, 
Thoburu  and  J.  Jacob  were  appointed  tellers  and  after  taking  the 
ballot  retired  to  determine  the  result.  On  motion  of  W.  Pet<*rs,  it  was 
ordered  that  the  three  Hindustani  candidates  and  the  three  foreign 
candidates  receiving  the  highest  number  of  votes  be  considered 
elected. 

Deacons  under  Missionary  Rule— On  motion  of  W.  A. 

Manseil,  Qanga  Nath  was  ckctcd  to  Deacon's  orders,  under  the  Mis- 
siooary  rule. 

Reid  Christian  College   Trustees— On   motion  of  E.  W. 

Parker,  J,  W.  Uobinson,  F.  L.  Neeld  and  L.  A,  Core  were  elected 
truBtQes  of  the  Reid  Obristian  College,  to  sucoeed  themselvea. 
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Naini  Tal  School  Committee  —On  motion  of  F.  L.  Neeld, 

the  following  were  elected  local  committee  of  the  Naini  Tal  Schools  : 
8.  Knowles,  J.  L.  Humphrey^  E.  W.  Parker,  J.  H.  Messmore,  F.  L. 
Neeld,  T.  J.  Scott,  S.  Deaso,  R.  Hollingburj,  E^'q ,  J.  Anderson, 
Lsq.,  Miss  Tkoburn,  Mrs.  Necld  ;  The  Executive  Coitmittee  to  be 
J.  L.  Humphrey,  £.  W.  Parker,  8.  Knowles,  J.  H.  Messmore, 
F.  L.  Neeld,  K.  HoUiugbury,  J.  Anderson. 

Theological  Seminary  Constitution —T.  J.  Scott  pre- 
sented notice  of  the  following  amendment  to  the  Constitatiou  of  the 
Bareill}'  Theological  Seminary : 

The  following  chaDge^  are  recommended  to  be  made  in  the  constitution  of  the 
Theoloffioal  i:iemiuaiy  :  Under  section  V,  Rules  and  Regulations,  sub-sectioD  1, 
the  Rules  and  Regulations  should  be  so  ammended  as  to  read,  "  i?ix  membere  of 
the  North  India  Conference,  one  of  whomshould^be  »n  alumnus  of  the  Tn^titutiun. 
and  three  members  from  the  North -West  India  Conference,  one  of  whom  should 
be  an  alumnus,  and  one  member  from  each  patronizing  Conference  of  the  Methodist 
Kpiscot>al  Church,  elected  for  teniis  of  three  years." 

And  further,  under  section  V,  sub-section  1,  it  shall  read  as  follows,  "In 
accordance  with  the  list  of  members  given  above  (see  paragraph  3)  three  North 
India  Conference  members  and  one  North- West  India  Cuulereuce  member  of  the 
Beard  shall  retire  annually." 

T.  J.  Soorr, 

Secrttary  of  Board. 

On  motion  oE  T.  J,  Scott,  the  Sc'cretary  was  ordered  to  cast  the 
vote  of  the  Conference  for  F.  L.  Neeld,  E.  W.  Parker  and  P.  K. 
Welsh,  to  take  the  place  of  the  retiring  members  of  board  of  trustees 
of  Bareilly  Theologioal  8cho(>I. 

Standing  Committees. ~ J.  H.  Gill. presented  the  nominations 
for  the  standing  committees,  which  were  adopted  as  follows  : 

Statiiiical  Committee. -^^.  L.  Hockey,  S.  B.  Finch,  G.  E. 
FergQsan,  G.  D.    Presgrave. 

^taU  of  the  Chureh.-^T.  J.  Scott,  J.  L.  Humphrey,  G,  C, 
Hewes,   A.  Solomon,  Basant  Ram,  G.  D.  Spencer,  H.  K.   List. 

Auditing  Committee.— ^i ,  W.  Robinson,  J.  Blackstock,  L.  A« 
Core,  J.  N.  West,  H.  L.  Mnkerji,  ]Jrs.  Parker,  Miss  H()ge. 

Deaconeas  Board  of  iiupervitton. — S.  Tuppcr,  U.  Stephen,  J.  L. 
Humphrey,  chairman,  J.  W.  liobinaoo,  W.  B.  Bowen,  Mrs.  Knowlea, 
Miss  English,  Mrs.  Parker,  Mrs.  Bare,  Mrs.  Mansell,  Miss  Thoborn. 

Sundaif  Schools  Committee.^D.  L.  Thobuin,  W.  W.  Aghe,  G.  O. 
Hewes,  M.  Stephen,  J.  Jacob. 

Temperance  Committee.^S.  S.  Dease,  A.  Q.  McArthar,  W,  T. 
Speake,  G.  H.  Frey. 

Deaconess  Work.— F.  L.  Neeld  presented  the  report  of  the 
Board  on  Supervision  of  Deaconess  Work.      (ISet  re  parte. 

Triers  of  Appeals. —  Bishop  Tbobarn  nominated  the  following 
as  Triera  of  Appeals,  vrtioh  were  elected  :  J.  Blackstock,  S.  S  Dcase, 
N.  L.  Rockey.  W.  R.  Boweu,  S.  Paul,  M.  Stephen,  W.  W.  Anhe. 

Finance  Committee. — Tellers  reported  the  election  of  Finance 
Committee  members,  ai  follows:  T.J.  Scoit,  L.  A.  Core,  C.  L. 
Bare,  8«  Tapper,  B.  Lt  Mulorji,  M,  Stephen,    On  motion  of  W,  A. 


JilNiJTMS  OP  CONFEBBtfCE,  29 

Mansell  Uie  following  were  elected  alternates:  J.    L.   Humphrey, 
J.  W.  RobitiBon,  W.  R.  Bowen,  A.  SolonQon. 

Official  Visitors. — T.  J.  Scott  presentoi  the  following  reeo- 
lution  in  regard  to  the  official  Tisitors  from  America,  which  was 
adopted : — 

Wheiieas,  Rev.  BishopCyrus  I).  Fobs,  D.D.,  L.  L.D. ,  and  Rev.  John  F.  Goncher, 
D.  D.,  have  oome  to  our  conference  the  appointed  meisengera  of  our  Gimrch  in 
Americaf  and  have  refreshed  U8  greatly  witii  their  presence  in  not  only  our  con- 
ference aesaions  but  also  in  our  social  and  religious  meetings,  cheerini;  us  with 
their  sympathy,  helping  us  in  council,  and  iustructiog  us  in  public  ministrations  ; 
therefore, 

RtBolvtdf  1.  That  we  hereby  express  our  sincere  appreciation  of  the  impor- 
tant service  rendered  by  these  honoied  messengers  of  the  Ghurch,  and  that  we 
send  by  them  our  unfeigned  thanks  to  the  Buard  of  Bishops  for  appointing 
liishop  robs  for  this  service,  and  to  the  Mibbionary  Board  for  the  cheering  visit  of 
Dr.  (ioucher,  our  fellow  helper  in  the  miesion  tield,  who  has  done  so  much  by  his 
timely  benefactions  to  the  work. 

2.  That  we  send  to  the  Home  Ghurch,  which  they  represent,  greeting  and 
our  heartfelt  thanks  for  their  sympathy,  prayers,  and  gifts,  whereby  the  Word  of 
Uod  is  glorified  in  this  needy  land. 

S  That  this  Gonference  sincerely  desires  these  Ijeloved  brethren  to  convey 
to  our  MiiMUonary  Society  and  the  Church  some  sxtitable  declaration  of  the  great 
opening  in  India  and  all  Southern  ^sia,  and  that  we  implore  the  friends  of  the 
world's  evangelization  to  come  up  mightily  to  the  help  of  the  Lord.  We  pray 
thfm  to  remember  that  the  conquest  of  the  300  millions  of  souls  in  India  alone 
is  not  yet  accomplished.  We  importune  them  to  remember  that  great  as  ^re  the 
•esults  of  our  work  so  far,  the  battle  is  just  begun.  We  have  but  touched  the 
fringe  of  India's  millions.  The  vast  multitude  is  still  caste  bound,  filled  with 
idolatry,  enslaved  by  Satan  and  without  God  in  ttie  world.  There  must  be  no 
delusion  that  the  work  ol  the  Ghurch  is  finished.  Mighty  forces  of  ancient  paf^an- 
ism,  re-eoforced  by  more  recent  satanic  ingenuity  confront  us.  Thid  is  a  time 
for  the  Church  to  stand  by  its  weil  begun  and  very  hopeful  work.  Now  is  the 
g^reat  opportunity.  It  is  no  time  to  think  of  withholding  aid  or  of  failing  to  fully 
re-enforce  the  missionaries  in  the  field.  The  noble  opportunity  for  many  workers 
extends.  God  seems  ready  to  deliver  the  people  into  our  hands.  We  must  be 
ready  to  conserve  the  victory.  We  believe  the  Ghurch  can  do  for  India  all  that 
is  reauired.  We  send  to  the  home  Ghurch  the  greetings  of  our  India  Ghurch, 
whion  is  not  unmindful  of  the  gifts  sent  to  her.  She  is  girding  for  the  conflict 
and  the  aid  of  the  home  Ghurch  enhances  manifold  what  can  be  done. 

4  In  parting  with  our  beloved  visitors,  we  assure  then]  of  our  appreciation 
of  what  they  have  done  for  us,  and  pray  that  Uod  may  still  prosper  tlieir  tour 
in  Sotttbem  Asia,  and  bring  them  safely  to  country  and  home.  And  if  it  should 
please  aod  to  enable  them  to  repeat  this  visit,  we  will  be  delighted. 

T.  J.  SOOTT. 
>\  L.  N£fiLD, 
HaRI  LaL  MUKRBJI, 
J.  L.  UUMFURBT. 

The  following  on  the  same  Bubjecb  was  presented  by  J.  Jacobs 

and  was  adopted  uuaniiuously  by  a  rising  vote  : 

Ham  Mcmbarin  i  KAnfarons  un  barkatoQ  ke  liye  jo  ham  logoQ  ne  sil  bhar  pillk 
aur  ^hisskar  un  ko  liye  jo  bam  uc  K4uf<iraus  ke  haftn  meo  pair},  i^hudi  ke  uiha- 
vat  sbukrguzdr  haiQ.  Hnm  ne  janib  Bi^thop  Foss  sahib  aur  Dr.  Goucher  s^hib  ke 
baydnAt  aur  nasihat  so  bhi  bahut  ruh^ul  f&ida  pdyi,  aur  is  ke  liye  ham  l^hudi  ke 
aur  in  s^hiban  ke  dil  se  shukr^uzcir  haiQ.  li:>.m  aibos  karte  haia  ki  yih  qizi£  hami- 
i-e  sith  ziy&da  t^^ahr  uahio  sakte  .hain,  warna  dil  to  yih  chahta  hai  ki  in  se  ^rz 
kareo  ki  Ap  l'»g  Hindustan  hi  mcQ  rah i ye,  aur  apne  buqf,  ^zlzoQ  ko  bhi  y&hil^ 
buia  iijiyo,  taxi  UindUbtdn  ap  ki  gbar  ho  jdwe,  uur  ytio  ap  logoQ  ko  Hindustin  ki 
Methodist  Kallsiyd  ko  rdhlni  saQche  meo  ^hftlue  ke  iiyo  ymda  mauq^  mile. 
'Agar  yih  mumkin  uahiQ  hai,  to  ham  ^rz  karte  haiQ  ki  dp  sahibiin  ham&ri  Hindus- 

tiai  Methodist  KalUiy<h  ko  apni  di4ou  ncQ  lFb&«a  taur  par  y4d  karaai  aur  hwk 


80 


MINUTES  OP  CONFERENCE. 


lo)p  ip  logA]}  ke  lire  baribar  dn^  karte  rahepg^e,  aar  kdsh  ki  ham&re  Hindustinf 
bbiiog  oiPQ  se  br^nnt  Kalam  kl  wuh  qudrat  jo  in  Hdhibnn  ko  Rdh  i  Pdk  ki  qud- 
ratse  h^Bil  hai,  hdsil  ho,  yi  ydQ  kahiye  ki  ys  taur  b^  Ilivih  k[  chddar  Illsh:^  pir 
n^r.il  hili.  sAhibdfi  i  maus\!^f  jab  apne  des  ko  lau  jawei),  un  ki  chldar  hamare  9zU 
Hindust'infoi}  psr  ni%il  ho.  tdki  we  uhI  sar'^armf  aur  gairat  se  jis  so  yih  lo^ 
^hudi  ki  khidmat  knrce  haio*  kareo-  Akhlr  iltimis  yiii  bai  ki  dp  lof^  ham  logoQ 
ko  k)im  se  kam  ek  khatt  Siliyitia  Kinfarans  ko  waqt  bhejne  seydd  farnidto  raheg. 
J^hiidi  safar  meo  un  ke  sith  rahe  aur  ealimati  se  unheQ  ua  ke  des  xceo  pahuQchA- 
we,  hamdri  dill  du^  hai.  U.  M.  Butler, 

H.  A.  Cutting, 

Wm.  PKTKB8, 
H.  L.  MUKEBJI, 

J.  Jacob, 
S.  TuPFxa. 

Printing  of  Sermon  and   Lecture  —Oq  motion  of  Joel 

Janvier,  it  was  requested  that  the  sermou  of  Bishop  Foss  and  the 
lecture  of  Dr.  Gouoher  be  printed  in  English,  and  after  translation 
by  J  ,n.  Messmore,  in  Hindustani. 

Printingof  Memoirs  —On  motion  of  J.  H.  Gill,  the  Committee 
on  Memoira  were  requested  to  have  the  memoirs  of  the  year  printed 
in  tbe  Conference  minutes  of  both  Societies. 

Official  Correspondence  —F.  L.  Neeld  laid  on  the  table  the 
oflScial  correspondence  of  the  year. 

Resolution  Concerning  Bishop  Thoburn.— E.  W.  Parker 

presented  the  following  resolution,  which  was  on  motion  adopted  : 

Jir 'oived. ^That  we  are  glad  to  again  welcome  our  beloved  Bishop  Thobum  to 
thin,  his  old  Conference.  We  are  e«i)ecially  thankful  that  notwithstanding  his  severe 
accident  during  the  year,  he  cornea  to  us  in  the  enjoyment  of  such  good  health. 
We  pledge  him  our  sympatliy  and  prayers  in  connection  with  his  proposed  visit  to 
Kngland,  and  trust  that  God  will  grant  him  great  success  in  his  efforts  and  rotum 
him  to  us  speedily,  strong  in  body,  and  filled  with  the  Uoly  Spirit. 

E.  W.  Parker, 

J.  H.  (till, 

J.  W.  RoBiNsoir. 

Finance  Committee  Legislation.— On  motion  of  BT.  L. 

Bockey,  the  following'.resolution  was  adopted. 

fiejo/red.— That  we  request  the  Finance  Committee  to  provide  that  its  legis- 
lation shall  be  printed  in  the  Conference  minutes  and  all  new  legislation  shall 
from  time  to  (ime  be  reported  to  the  Conference,  and  be  printed  m  the  minutes. 

N.  L.  ROCKKT, 
H.  L.  MUKERJI. 

Board  of  Stewards  Report.— The  Conference  Board  of 
Sfcowatds  presented  their  report,  whicli  was  adopted. 

Treasurer  for  the  Board.— On  motion  of  T.  J.  Scott,  D.  L. 

Thoburn  was  nominated  Treasurer  for  the  Board  for  the  ensuing  year. 

Corresponding  Secretary.— On  motion  (»f  J.  H.  Gill,  F.  L. 

Neeld  was  elected  Corresponding  Secretary. 

Twenty-sixth  Question  — Tije  Twenty-sixth  Question  was 
taken  up,  **  What  is  the  aggregate  of  Benevolent  collections  as  reported 
by  the  Conference  Treasurer  ?  "     The  treasurer  reported  Rs.  6,243. 

Resolution  of  Thanks— On  motion  of  J.  H,  Gill  the  follov- 
ing  resolution  of  thanks  was  unanimously  adopted. 
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Negolvfd. — That  we,  the  membersjof  the  North' India  Confenpnce,  hereby  exprfss 
Our  hearty  thanks  to  our  hosts,  thecommitteo  of  entertainment  in  Baroilly,  for  the 
very  excellent  arrangements  which  thoy  made  for  our  comfort  while  attending 
conference. 

J.  H:  Gill, 
C.  L.  Babe. 

Adijournment. — On  motion  of  N.  L.  Roo^ey,  after  tho  ad- 
ministration of  the  Sacrament  of  the  Lord's  Supper,  the  reading  of 
the  minutes,  and  the  reading  of  the  appointments,  the  oonferenoe  ad- 
journed Bine  die, 

CYRUS  D.  FOSS, 

J.M.  THOBURN, 

President, 

J.  W.  ROBINSON, 

iSecrttary, 
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PROGRAMME    OF   CONFERENCE    ANNIVER- 
SARIES AND  RELIGIOUS  SERVICES. 


Xoniing  Prayer  Mevtliigs.^Daily  at  8  a.  ».,  conducted  by  different  memben 
of  the  Conference. 

Evening  Devotional  Meetings. --One  pach  in  Hindustani  and  English,  con- 
ducted by  (Tiifcrent  members  of  the  Conference. 

Wednesday  Evening. •Lecture  before  the  Conference  by  Rev.  J.  F.  Goucher, 
D.  D., 

Thursday  Evening. — Conference  Sunday  School  Uni«>n  Anniversary,  D.  L. 
Thoburn,  chairman.  Speakers,  Miss  A.  Bud  den  and  D.  M.  Butler.  Also  Histor- 
ical Society  Anniversary,   J.  Xj.  Humphery,  chairman.    Speaker,  N.  L.  Rockey. 

Friday  Evening  —Literary  Society  Anniversary,  J.  W,  Robinson,  chairman. 
Lecture  on  •*  Faith  and  Works  "  by  Rev.  J.  F.  Goucher,  D.  D. 

♦ 

Saturday  Evening.— Misftionary  Meeting,  J.  Blackstock,  chairman.  Speakers, 
W.  A.  Mansell  and  J.  Jacob. 

Banday.—  8  00  a.  m.,  Love  Feftst.  P.  T.  Wilson,  Loader. 

9-09  A.  u.,  Memorial  Service,  J.  L.  Humphery.  chairman. 
11-00  A.  M.,  Sermon  by  Bisliop  Thoburn  &nd  Ordination  of  Deacons 
6-30  A.  M.,  Ordination  of  aiders,  and  Sex'mon  by  Bishop  Fose. 
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STATISTICAL  SUMMARY. 


Probationan 
Full  members 

Children  ••• 

Adult 
Total 

BUMDAT  SOHOOLS^ 

No.  of  Schopls 

Christian  Scholars 

Kon-Christian 

Total 

Missionary  Culloction   ••• 

From  Sunday  Schools  ... 

Children's  Day 

Total  Beney  elent  Collection 

Ministerial  Support 

Workers,  Total 

Native  Christian  Community 

Adult 

Children 

Total  Kalsed  in  India  ... 

Our  report  shows  some  items  of  decrease.    We  have  made  every  effort  to 

ascertain  the  cause.    In  some  cases  the  printed  iii^ures  of 

I  last  year's  minutes  are  uncertain  aud  comparisona  with 

Btatiatioal  Report,     them  taken  as  a  basis  are  unfair.    Our  experience  in  this 

department  shows  us  that  in  this  land  it  is  never  safe  to 
cmsider  large  papers  of  printed  statistics  accural «).  The  fignree  presented  in  this 
report  are  as  reliable  as  we  can  ascertain  and  may  be  considered  reasonably  correct. 
What  they  may  be  after  fioing  through  the  press  we  cannot  promise.  It  is  so  easy 
even  in  nnal  proofs  of  fig:ure8  to  have  columns  <>e  type  slip  and  cause  discrep- 
encies.  Such  slips  occurred  last  year.  To  avoid  this  difficulty  we  propose  to 
transmit  a  copy  of  these  totals  in  manuscript  to  next  years  committee 

The  decrease  in  probationsrs,  in  Christian  community  and  in  collections  is  not 
alarming  when  the  facts  are  considered.  They  furnish  us  another  sad  commen- 
tary on  the  fearful  ravages  of  the  famine.  Thousands  of  our  people  left  their 
homes  in  search  of  food  and  there  is  no  trace  of  some  of  them.  In  many  cases 
it  is  not  even  known  whether  they  are  alive.  We  share  the  hope  that  as  Naomi 
retnrued  to  Judea  after  the  famine  was  over,  so  these  will  eventually  return  to 
their  old  homes,  and  their  old  alligiance  and  that  this  dispersion  may  work  out 
the  glory  of  Hod  aa  it  did  in  the  Church  of  Jernsalam. 

Apparent  discrepenciea  in  rupees  column  are  to  lie  accounted  for  by  the  fact 
that  many  of  our  circuits  take  collection  in  annaa  and  these  sums  are  carried 
into  the  totals.  .  .    j.     .u    • 

In  oolportage  there  has  been  a  large  increase  both  m  distnbntion  of  soriplare. 
aqd  tracts  ai)d  tn  receipts  from  sales. 

N'   !«•    Iioog«T, 


1897 

1896 

18,127 

23.249 

Dee. 

^•^!! 

16.019 

15,514 

Jnc^ 

605 

2,443 

2,307 

Ine, 

tS6 

2J57 

2,814 

Dee. 

57 

S.L'OO 

5,121 

Ine, 

79 

1,053 

1,022 

Ine. 

Sx 

20.928 

19.441 

ft 

1,485 

15,769 

18.979 

Dee. 

8.210 

86,695 

38,420 
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1.725 

1,248 

2,114 

ft 

866 

109 
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,t 

ff 

365 

665 
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8.546 
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8,808 

8,876 

11.677 
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1,7.55 

1.7U6 

Ine, 

49 

34.287 

38,984 

Dee. 

4.697 

13,043 

13.263 

'Ine, 

680 

48,230 

52.247 

Dee, 

4,017 

C0,44S 

55,211 

If 

4,76tf 
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Thli  has  been  an  eventful  year.    Famine,  pestilenee,  sedition,  rumonr^  of 

mutiny,  mobilisation  of  armies,  and  war  have  been  our 

IL  enviroument.    The  Church  of  Chriat  in  India  has  faoed 

State  of  the  Ghnrch.     hard  conditions,  but  stands  steady  at  the  end  of  the 

year  with  a  good  out*look  on  the  future-  What  is  the 
Conditioa  of  Methodism  within  our  territory  ?  The  statistics  show  a  decrease  in 
many  departmants  of  work. 

Last  year  Ve  had  23,240  probationers,  this  year  18,127,  showing  a  decrease  of 
5,122. 

Last  year  we  had  15,514  full  members,  this  year  16,019, 'showing  an  increase 
of  505. 

Last  year  the  number  of  infant  baptisms  was  2,327,  this  year  2,443,  showing 
116  more  than  last  year. 

Last  year  the  number  of  adult  baptisms  was  2,814,  this  year  2,757,  showing  57 
less  than  last  year. 

Last  year  we  had  a  Christian  community  of  52,247,  this  year  4842)0,  showing 
a  decrease  of  4.017. 

There  are  4,700  fewer  adults  in  the  Christian  community  than  we  had  last 
year. 

The  famine  has  caused  some  of  our  people  to  wander  from  their  homes  in 
search  of  food,  and  they  cannot  be  found;  our  death  roll  is  large,  and  this  account 
in  part  for  the  decrease  in  the  Christian  community.  This  death  roll  is  doubtlew 
large  on  account  of  famine  and  the  deseases  which  follow  it. 

The  generous  help  which  come  from  America  and  England  has  had  a  very 
beneflcient  influence  upon  our  Christian  community.  They  have  learnt  tbat  in 
Christ  and  his  church  there  is  an  unseem  power  of  love  and  sympathy.  They 
have  come  to  learn  that  the  control  of  the  world  is  in  the  hands  of  Christian 
people  and  that  many  agencies  are  at  work  for  fcood  to  those  who  love  Christ. 
There  has  been  the  usual  growth  in  moral  and  spiritual  character  in  all  parte  of 
onr  work. 

The  question  of  keeping  the  work  growing  with  a  decrease  of  money  from 
foreign  sources  has  received  more  serious  attention  th.^n  ever  before.  The 
idolatrous  practices  which  prevail  among  the  more  ignorat  Christians  of  our 
community  still  prevails  to  some  extent.  The  conflict  between  the  (»ld  habits  of 
thought  and  the  new  principles  of  Christ  still  exists,  and  must  necess  trily  exist 
till  the  conflict  is  over.  The  old  leaven  and  the  new  leaven  are  working  within 
the  church  for  supremacy.  In  the  opinion  of  the  committee  it  is  necessary  to 
give  more  diligent  attention  to  the  ouaUty  of  the  leaven  and  the  distribution  of 
the  leaven  among  our  people.  We  aeem  it  necessary  to  call  to  the  attention  of 
the  Conference  the  number  of  qualified  teachers  and  supervisors  of  our  work. 
Our  missionary  force  is  inadequate  in  numbers  for  the  burden  of  work  committed 
to  it.  We  have  a  total  of  19  foreign  missionaries  on  the  field.  Of  this  number  nine 
men  are  heavily  burdened  in  institutional  or  English  work,  much  of  which  is 
conducted  for  the  ttenefit  of  all  India,  and  the  number  of  workers  free  for  evengel- 
istic  work  in  the  field  is  ten.  We  would  earnestly  call  the  attention  of  the  Confer- 
ence to  this  fact  of  a  depleted  missionary  force,  and  ask  them  to  seriously  consi- 
der it. 

We  recommend  that  the  Finance  committee  while  appropriating  money  to 
any  ctrcoit  shall  also  apportion  to  that  circuit  the  sum  that  must  be  raised  by  that 
oirouit  for  the  pastor's  fund  in  order  to  enable  them  to  receive  that  appropriation. 

T.  L.  Nkeld, 

J.  L.  HUMPHRST, 

J.  W.  Robinson. 

ICotwithstanding  the  great  dibtress  caused  by  famine  in  many  of  our  Christ- 
ian communities  the  statistics  show  a  slight  increase 
in  Sunday  schools  and  scholars  over  last  year.  Consi- 
dering the  condition  of  the  people,  we  have  cause  for 
rejoiang  oven  in  this  small  increase.  It  is  encouranng 
to  note  an  increase  in  the  attendance  oi  Christian  schoIarB. 
However  we  xegt^t  to  find  a  decrease  in  the  attendance  of  non-Christian  scholars, 
but  this  is  probably  due  to  the  unsettled  state  of  the  country.  Beports  show  a 
Christian  community  of  48,280,  of  whom  20.926  (increase  1,606)  are  members  of 
Sunday  schools.    There  are  ),098  Sunday  scnools,  an  increafle  of  45  over  last  year. 
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As  a  whole,  the  Snnday  school  work  is  in  a  proBperous  condition,  bnt  thert  is 
much  room  for  improvement. 

We  rec^mm  nd  that  in  places  where  it  is  possible  the  larger  boys  in  onr 
Christian  boarding  schools  be  trained  in  Sunday  school  woric.  We  urge  on  all 
preachers  who  have  such  schools  in  charge,  the  great  importance  of  training  as 
many  of  these  boys  as  poss:ble  to  do  volunteer  S^unday  school  work. 

We  believe  the  greatest  hinderance  to  our  Sunday  school  work  i*  the  lack  of 
competent  teachers.  Therefore  we  recommend  that  where  it  is  possible  the 
pastors  organize  normal  classes  for  training  up  a  number  of  the  more  promising 
young  men  and  women  to  do  more  effictive  Sunday  school  work. 

'     W.  W.  Ashe. 

D.  M.   BOTUBB. 

G.  C.  Bewis. 

Our  frequ<>nt  reports  on  this  subject  so  complett^ly  cover  the  whole  ground 

that  there  is  littlo  left  but  to  repeat  "  line  upon  line/' 

IV  *'  lest  we  forget,  lent  we  forget."    Our  annual  reports 

Committee  on  Tempanmoo.  have  fully  stated  the  case,  and  made  our  position 

^  plain.  Ample  hints  have  been  given  about  preaching 
sermons  on  temperance,  givmg  instruction  on  the  subject  in  onr  schools  and 
publishing  and  circulating  tracts  on  the  evil  of  intoxicants.  It  is  to  be  feared 
that  much  of  this  never  gets  beyond  the  reports.  It  is  pertinent  to  ask,  how  many 
sermons  were  preached  on  the  subject  in  the  past  year  ?  How  many  schools  have 
had  systematic  training  on  temperance  ?  How  much  literature  was  distributed  ? 

We  may  offer  the  following  suggestions  :— 

1.  ^Our  people  every  where  should  constantly  be  impressed  with  the  fact 
that  our  church  if  itself  a  strict  Temperance  Society,  insisting  on  total  abstinence 
from  all  intnxioatin^  drinks  and  drugs.  This  fnct  is  liable  to  be  obscured  in  the 
minds  of  our  p'^ople  in  associating  with  the  Christians  of  some  oommuni(ms. 

2. — ^They  should  be  led  to  co-operateiwith  all  temperance  organizations,  as  the 
W.  C.  T.  U..  the  Blue  Kibbon  army,  the  Lai  Fita  Fauj,  and  others. 

Teach  them  to  push  a  compaign  against  all  forms  of  intemperance. 

S. —They  shoula  be  taught  to  look  upon  the  traffic  in  diink  and  drugs  for 
other  than  strictly  medicinnl  purposes,  whether  by  private  persons  or  by  govern* 
ment,  as  wroug.  The  increase  of  intemperance  in  the  country  makes  tlUs  more 
imperative. 

4  —We  recommend  our  Press  to  maintain  a  supply  of  such  literature  as  may 
be  »uit'^d  to  our  needs.  Where  are  Browses  Girdabi  Nash'ibazi  and  Mrs.  Thomas's 
Catechism  of  Temperance  and  sundry  tracts  on  tobacco,  formerly  issued  by  our 
press  ? 

5.^We  recommend  that  our  presiding  elders  add  to  their  list  of  questions 
asked  in  the  quarterly  conference  these  three  :— 

{\}    How  far  has  Temperance  Sunday  been  observed  in  this  charge  ? 

1 2)    Is  instruction  on  temperance  given  in  the  mission  schools  ? 

(3)    What  effort  is  made  to  supply  and  didseminate  temperance  literature  ? 

We  belive  that  these  questions  faithfully  and  regularly  asked  will  put  new 
energy  into  the  teorperance  movement  in  our  midst  T.  J.  Soott, 

S.  B.  KlKCH, 
A.  S.  MoAbthub. 

The  Anditing  Committee  report  as  follows :  The  accounts  the  6onda,Mora* 

dabad,  Pilibhit,  Bareilly,  Kumaon  and  Garwal  Districts. 

V  together   with  their  W.  F  M.  S.  accounts  through  the 

Boport  of  Auditing  Oom-  entire  year  ;  also  the  b(X)ks  of  the  Treasurer  of  the  W.  F. 

mittee.  M.  S.,  Treasurer  of  the  Conference,  Treasurer  of  Held 

Christian  College,  of  the  Theological  Seminary,  the 
Treasurer  of  the  Board  of  Education,  have  been  audited  for  the  entire  year.  Tliuse 
of  the  Ou  ill,  Sitapur,  Sambhal  districts,  together  with  their  W.  F.  M.  8.  accounts, 
through  the  third  quarter.  Those  of  Oak  Openings  and  WeDsley  school  through 
thn  i*ocond  quarter.  The  Famine  Belief  accounts  of  the  Sambhal,  Pilibhit,  Oudh, 
Gonda  and  Sita pure  districts  and  the  building  accounts  of  Sitapur,  Shahjahan- 
pur  and  Garwal  Districts  have  b«»en  audited. 

In  all  these  books  where  errors  have  occurred  they  have  been  pointed  out 
corrected.  In  the  W.  P.  M  S.  book  of  >iaini  T*l  the  question  of  sent  WM  rafered 
totheFmance  Committee. 
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The  t^residiDg  Elders  Report  as  follows  :— 

Oudb  District.— Liicknow  and  Shsfaabad  through  the  year.  Haunjo,  LucknoW 

Womans'  College,  Deaconess  Home,  through  the  second 
quarter,  the  remainder  through  the  third  quarter. 

Moradabad  Di«trict.— All  books  of  both  Societies  execpt  those  of  Kiratpur, 

^urpur,  Kauth  aud  Thakurdwara,  have  been  audited 
through  the  year. 

Rumaon  District.— Dwarabat,  Fithoragarh  and  Bhot  through  three  quarters. 

Gonda  Di8trict.-->A11  accounts  of  Parent  Board  audited  through  the  third 

quarter.  ♦ 

Pilibhit  District  — Ail  accounts  audited  through  the  third  quarter. 
Sambhal  District.— All  liccounts  through  the  third  quarter. 
Bareilly  IMstrict.— All  accounts  audited  through  the  third  quarter. 
Garhwal  District. — All  accounts  audited  to  the  end  of  year  except  Ramai, 

(to  Nov.)  and  Landadowne  W.  F.  M.  S.  (to  third  quarter) 
Sitapur  District.— All  acco\ints  audi''ed  for  the   year. 

J.  W.  Robinson. 

H.  L.  MUKBBJKE. 
N.  L.  BOCKET. 

L.  S.  Park  KB. 
L.  A.  Core. 
J«  Blackstook. 

The  Conference  Board  of  Deaconesses  met  in  Bareilly.  January  10th.    The 
Yj  names  of  the  following  persons  where  called  and  their 

Board  of  Dsaconesies.  ^  *'"5[J*^"T^**^y^~jjjgg   H^^^  j^^   Sheldon,    Miss 

Budden,  Miss  Hardie,  Mis^  Scott,  Mi'ss  Means  and  Mias  Brown,  deaooi.eascs;  Miss 
TrHshant,  Miss  Hayes*  and  Kali,  probationer  deaconesses ;  Mrs.  Tucker,  Associate 
l.tf'aconesfl.  On  tiie  recommendation  of  the  Paori  Quarterly  Conference,  Miss 
ElMie  Lawrence  waa  accepted  as  a  probationer  deaconess.  It  was  recom- 
mended that  Mias  Tresham,  Miiia  Hayes  and  Kali  l)e  continued  on  probation  and 
recommended  to  prf|iare  for  the  precrcribed  course  of  study  for  Deaconesses. 
Jaams,  Mative  probationer  deaconess,  resigned. 

L.  S.  Parker, 

Stcrttary, 

Report  of.the  Boird  of  Examiners  on  Examinations   of  Foreign  Missionaries: 

J.  .N.  West,  pasaed  in  the  Vernacular  of  the  I    year. 
YII  W.  W.  A  she,   passed  in  the  Hindi  Vernacular  III  year. 

Report  of  Examiners.    D.  L.  Thoburn,  Pasted  in  Hindi  Grammer,  Sat  Mat 

Nirupan  Pram  Sagar,  Hindi-English,  and  English-Bindi 
and  Urdu  English  and  Rnglish-Urdn,  and  short  sermon  in  the  Persian  Character 
of  the  IV  year,  and  the  Persian  of  tl»e  III  year. 

U.  C.  Hewes,  Paased  m  Second  Story  Bag-o-Bahar  and  Kempson^s  Syntax  and 
Idioms  of  Hindustini,  Pari  1  of  the  IV  year. 

W.  A.  M  kUBoll,  passed  ia  Kempsun  s  Syi\tax  and  Idioms  of  Hindustani  of  the 
IV  year. 

Ueport  of  the  Bosrd  of  Examiners  on  Examinations  of  Hindnstani  Mioiiters  : 

1.  For  AdmUtion  on  Trial, 

Jas.  Thomkinson,  pas&ed  in  all,  except  Hunters  Brief  History  of  the 

Indian  people. 
Prem  Singh,  pasBed  in  all  except  Jugrafia  Pak  Kitab. 
Jhukkan  Lall,  paased  in  all  except  Qadim  Tawarikh  ka  Ikhtiiar,  and 

Hunter's  Brief  Hietory- 
Lazar  Shah,  pas-ed  in  all  except  Qadim  Tawarikh  ka  Ikhtisar,  and 

Diaciplinp. 

2.  Fi-r  Local  I)eacoH*s  Order*. 

Jan.  W.  Norton,  failed  in  Ha qiqat  i  Gnnah,  Hidayat-ul-Waizin,  Mil* 

lat  i  Taahbihi.  David  Claudiub  passed  in  all. 
John  Roberts  i»a8ted  in   Uidayat-ul  Waizin,  failed  in    Haqiqat-i- 

Gunah.  Millat  i  Tashbihi.  Buddha  Sin^h,  Passed  in  all. 
Chas.  Khiyali,  Passed  in  all,  except  Haqiqat  i  Gunah. 
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Gnngar  Maui,  passed  in  all*  . .  , . 

David  S.  Hakill.  paused  iQ  all  except  MtUat  i  Tashbihi. 

Walter  Pamochai,  j,  ^  t* 

Pancham  Singb,  paeeed  in  all. 

Suogram  Mani,  failed  in  all. 
For  Locaf  Elder's  Orders.  .       .... 

Buddha  Robert,  passed  in  all  except  Filasafi  dar  bab  i  Tadbir  i  naja  t 
4.    For  1  ycur, 

K.  A.  Childs,  ...  passed  in  all  subjects. 

Mohan  Singh  Bailey... 

Joseph  N.  Smart 

J.  H.  Walter, 

Frabhu  Diyal 

Nizara  Ali,  passed  In  Church  History  and  Bible  Bar-haqq. 
6.    For  II  year. 

Hahadnr  Singh»      ...  passed  in  all  subjects. 

Joseph  Dysell, 

Kizam  Alt, 

Joshua  H.  Samuel    ... 

Joshua  Solomon 

Benjamin  Marqua, ... 

Jo»ei>h  Jacob, 

Bansi  Dhar 

Mahommed  Hasan  Jan,  passed  in  Makhzan  i  Ilm  I  Ilahi. 

6.  Fw  III  ytar, 

Mahommed  Hasan  Jan,  Passed  in  Isa  ki  Sirat  and  Sat  Mat  Nirupan. 

7.  For  I  f^  year. 

G.  1).  Presgrave,  Passed  in  all  Fasls. 

Bhikki  Lall,  „       iu  1.  3,  6,  Fasls. 

B.  B.  Finch,  „      in  all. 

G.  E.  Purgason,       „       in  all. 

BasantRam.  .,         „ 

Joseph  Wahid-ud-din,  passed  in  1,  3,  and  4,  Fasls,  and  failed  in  8, 

and  6,  Fasls.  . 
Cbhota  Lall,  passed  in  1, 3,  and  4,  Fasls,  and  failad  in  8,  and  5,  Fasls 
Mazharul-Haqq,  passed  in  all  Fasls. 
Karim  Masih,  . ,  „        „ 

.,  except  the  5th. 
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C.  L.    Babe, 
Registrar  for  the  Boat  d  of  Examinars* 


1.  There  are  in  onr  Conference  the  following  schools.    Oae  theological  Semi 

nary,  two  colleges,  six   High  schools,  of  which  two  are 
VIII  for  Europeans  only,  twelve  schools  of  middle  standard. 

Biport  of  the  Board  of  and  eighteen    other  Anglo-vernuoalar  schools  of    all 
Sdnetiaoa.  grades.    In  addition  to  the  above  there  are  579  vernacu- 

lar schools  of  all  grades,  ranging  from  the  ^impl<) 
Tillage  school  where  the  pupils  sit  on  the  bare  ground  under  a  tree  and  learn 
their  letters  from  Characters  made  by  the  teacher  in  the  dust,  to  the  well  dress- 
ed, High  caste  Vernacular  Middle  school. 

2.  The  theological  Seminnry  has  an  enrollment  of  03  students.  Tliisyear  20 
young  men  were  graduated,  of  whom  17  received  first  class  diplomaa.  Such  is 
the  demand  for  trained  men  th»t  had  the  class  been  twice  an  lar^e,  the  mnn- 
could  without  the  slightest  difBculty  have  found  places  in  our  vaiious  Conferences 
thronght  India.  Tlie  two  Colleges  in  Liicknow  are  growing  and  rotxirt  a  total 
enrollment  uf  65  students.  The  following  is  a  Summary  of  the  results  of  our 
schools  in  the  various  Governement  Examinations.— 

B.  A.  Examination    1  passed  1    Christian. 

F.  A  „              7        „      of  whom  are  5    Christian. 

Entrance  ,,            21        .,  „  16 

Uiddle  „           66       H  ..  IB 
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It  may  be  well  to  state  here  that  the  Govemment  are  beooming  Increasingly 
strict  in  the  matter  of  examinations,  so  if  we  wish  to  continue  to  hold  a  place  in 
the  first  ranks  of  Educational  institutions  of  these  Provinces,  vi  e  must  give  still  closer 
atteution  £o  the  work  of  selecting  and  preparing  teachers  and  to  the  educational 
work  in  general. 

There  are  in  our  Anglo-Vemacalar  schools  3,579  pupils,  of  whom  2,262  are 
Cbristiaai.    W  i  noU*.  here  an  increase  of  302. 

3  There  are  fi7*J  Vernacalar  schools  with  a  total  enrollment  of  10,400,  of  these 
5,876  are  Chri>tiau4.  Here  we  noitce  a  decrease  of  1,020  Christians  una  of  692  uon- 
Christians.  This  decrease  mav  be  accounted  for  on  two  groiwds,  first  forty -one 
schools  have  been  discontinued  this  year;  second  the  famine  has  compelled  many 
pupils  to  leave  the  school  in  order  to  fined  means  of  subsistanoe*  We  have  in 
all  our  schools  of  all  grades  a  total  of  18,67U  pupils. 

4.  These  schools  are  supported  by  a  mission  appropriation  from  both  Societies 
of  about  Ks.  1,40,000 ;  from  fees  Rs.  13,692.  A  uurge  part  of  these  fees  bt  iug  from 
boarders  in  the  European  schools;  and  from  (xoveinemeni  in  the  form  of  grants 
Ks.  19, 166  are  received  This  makes  a  total  of  about  Ks.  1,73,000  expended  lu  our 
school  work. 

5.  The  collection  from  Children's  Day  this  year,  like  many  of  our  other 
coUectifms  has  by  reason  of  famine  fallen  short  of  last  year,  by  about  Rs.  200. 
The  total  this  year  was  Ks.  385. 

L.  A,  COBK, 

Seerttary  Board  of  Education. 

Mrs.  Mary    Wahid-ud-Din,    daughter    of    Kevd.    Joel  Janvier,   our  first 

Mission  helper  in  the  M.  I£.  Mission  in  India,  was  born 

IX.  in  the  year  1863  at  Bareilly.  Her  father  removed  to  Luck- 

Committee  on  Kemolrt.  now,  and  she  finished  h«*r  education  in  the  Lai    Bagh 

boarding  school.  A  few  years  ago  she  was  married  to 
Mr.  Joseph  Wahid-ud-Din.  £$he  was  a  good,  faithful  wiff»  a  loving  mother,  and  a 
true  Ghrutian.  She  died  October  4tb,  1807,  after  a  short,  but  severe  illness. 
Several  times  during  her  illness  she  said  *'  If  it  is  the  Lord's  will  I  am  ready  to  go." 
She  spoke  of  seeing  angels  in  her  room,  and  seemed  disappointed  when  we,  too, 
couldn't  see  them.  She  left  three  small  children,  for  whom  we  pray,  and  with 
whom  we  sympathise,  as  well  ns  with  her  husband,  and  many  loving  relatives  and 
friends  who  mourn  her  loss. 

Mrs.  Mary  List  was  one  of  the  Bare  illy  Orphanage  girls.  In  due  time 
she  was  marrifd  to  Kevd.  H.  K.^  List,  and  for  twenty  yearg  was  his  loving, 
faithful  help  mate.  She  worked  faithfully  for  Christ  in  a  number  of  places  where 
her  husband  was  stationed  and  those  who  knew  her  best,  speak  most  highly  of 
her  gifti  and  graces,  her  good  exan^ple  to  all  with  whom  she  was  in  any  way  con- 
nected.    \Ve  miss  her  from  our  Mission. 

Mrs.  Sara  Fleming  Desso  was  bom  in  India,  in  the  year  1868,  was 
sent  to  Ireland  for  her  education,  and  finished  it  in  the  Alexandria  College, 
Dublin. 

She  was  converted  as  a  child  and  one  who  knew  her  then,  said»  '  She  was 
ttver  ready,  even  then,  to  speak  a  word  for  Jesus  ** 

When  she  returned  to  India  she  was  the  li^ht  and  joy  of  her  home. 

She  was  married  to  Revd.  S.  Dease,  M  D..  m  1886,  and  they  were  stationed  at 
Pithoragarh.  She  began  the  study  of  the  HlnduBtani,  and  ^  very  soon  acquired  a 
good  knowledge  of  it,  and  entered  upon  heir  duties  as  a  Missionary  with  great  zeal. 

They  were  aftfr  a  few  years  transferred  to  Bareillv,  and  we  all  learned  to 
love  her  for  her  unsell^sh  devotion  and  consecration  to  tne  work  of  saving  B')u1.<. 
It  was  an  inspiration  to  us.  Nothing  but  iUncs  ever  kept  her  from  her  city 
schools  and  mokuUn  \irork,  or  the  church  services. 

She  was  one  of  those  choice  characters  who  are  always  kind  and  thoughtful, 
never  ^peakmg  evil  of  any  one.  never  thinking  of  self,  but  in  a  quiet,  steady  way 
trying  t«)  help  thoxe  about  her  to  live  better  lives  nnd  be  more  like  Jesun. 

tShe  lived  day  by  day  so  near  to  Him  that  she  had  no  dread  of  death. 

The  Friday  betore  iter  death,  she  8iK>ke  at  a  ladies*  missionary  meeting  held 
at  Dr.  Humphreys,  telling  of  her  work  among  the  the  women  of  Cawnpore, 
oE  future  plans  for  the  work,  in  such  a  bright,  hopeful  way  that  we  were  all  cheer* 


""V: 


call  to  meet  the  Saviour  she  served  so  well  oame  rery  aaddenly . 
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She  bad  not  been  very  well  ftfter  reaohinff  Naini  Tal,  but  no  one  thought  her 
dangeroaily  ill.  That  Sunday  morning  the  aid  net  feel  able  to  attend  the  service 
and  remained  at  home,  reading  to  her  dear  child,  and  talking  to  her  of  heaven  and 
loved  ones  there,  little  thinking  she  so  soon  would  be  with  them. 

About  two  o'clock  that  afternoon  it  was  manifest  that  the  dread  disease,  chol- 
era, had  set  in.  Doctors  were  called  and  did  all  in  their  power  to  save  her.  One 
who  was  with  her  to  the  end  says,  **when  1  knew  the  death  angel  was  hovering  o*er 
her,  I  said  to  her  dear  mother,  who  followed  her  in  less  than  two  days,  '  I 
cannot  understand  this  dispensation.  We  need  her  so  much."  She  answered, 
**  Jesus  knows,  Jesus  kaow».'  A  sweet  smile  came  into  the  face  of  the  suffering 
one,  for  she  had  exornsiating  pain,  cramps  etc. ,  which  are  leadinspfeatures  of 
cholera,  and  she  lay  perfectly  motionless  while  we  knelt  down  and  prayed  for 
her.  The  room  seemed  filled  with  a  heavenly  light  and  a  Holy  Pretence.  We 
felt  the  influence  of  the  Spirit  and  |*eace  and  re«ign«tion  hlled  our  hearts.*' 

She  passed  away  as  pencefuUy  and  sweetly  »s  a  little  child  falling  asleep. 
Though  our  hearts  are  filled  with  sorrow  Because  of  the  separatum  from  her,  and 
for  her  loved  ones  left  behind,  still  we  cannot  but  rejoice  tliat  she  is  n«»w  safe  in  a 
land  of  ]oy,  with  tiim  she  loved  and  served  so  well  while  here  on  earth. 

Mart  E.  Soott, 
K.  L.  Neblo, 
J.  M.  Dart* 


COURSE  OP  STUDY. 


A.—FOR  AMERICAN  MISSIONARIES. 
ENGLISH  STUDIES. 

I  Yesr.    1.    lotmiuotion  to  the  Holy  ScripturM:  Old  TMtftment,  pp  1-447-* 
Harmon, 

3.  Exegesis:  >*^e]ections  from  the  Gospels. 
S     Systomatic  Theo)(^7.    \o\.  I,  Miley. 

4.  Plain  Account  of  Christiftn  Perfection.     Wtiley, 
To  be  read:  Wesley's  Sermons.  Vol.    II. 

II  Year.    I.    Introductions  to  the  Holy  Scriptures:  New  Testament,  448  -770.^ 

Harmam, 
t.    Exegesis:  Selections  form  the  Paulne  Epistles. 
8.    Atonement  in  Christ.    Miley, 

4.    The  Sacraments:  Baptism  and  thn  Lord's  Supper.    Waiion. 
To  be  read:  Steven's  History  of  Methodim. 

III  Year.    1.    Exegesis:  Sle6tions  form  the  Pentateuch. 

.  Studies  in  Theology:  The  Supernatural  Book.    Fotter. 
3     Bibicf  1  Uermeneutics.    Terry, 

IV  Year.    1.    Exegesis:  Selections  form  Isaiah. 

2.    Systematic  Theology.    Vol.    II,  Mdey, 

VERNACULAR  STUDIES. 

I.  This  course  shall  consist  of  three  standard-i  of  two  sections  each,  viz,.  Lower 
Middle,  and  Proficieucy  Standers,  in  both  the  Urdu  aud  Hindi  languages. 

II.  The  Urdu  and  Hindi  of  Uie  Lower  Standard  shall  be  compulsory;  and 
one  section,  either  the  Urdu  or  the  Hindi,  of  the  Middle  and  Proticincy  atrund* 
ards  respectively. 

III.  The  candidate  will  be  expected  to  pass  the  first  section  of  the  Lowei 
Standard  examination  within,  or  at  the  close  of,  his  first  year's  residence,  and  be 
mav  be  allowed  to  complete  both  sections  in  that  time:  Dut  must  pass  in  both 
witnin  two  years  from  the  time  of  joining  his  conference  inindia. 

""  IV.  All  conference  examinations  shall  take  place  under  the  direction  of  a 
board  of  sis  or  more  examiners  appointed  by  the  Bishop,  which  board  shall,  as  far 
as  possible,  remain  unchanged  from  year  to  year. 

V.  The  annual  conference  examination  shall  begin  on  the  morning  of  the 
day  preceding  the  date  fixed  for  the  opening  of  the  conference,  a  majority  of  the 
board  being  pressent. 

V.    The  following  course  of  study,  in  accordance  with  Rule  I,  is  proposed: 

LOWER  STANDARD. 
A.- URDU:  FIRST  YEAR. 


1.  Orammar.    Platts',  omitting  chapters  on  Arabic  and  Persian  Con* 

struction,  and  Derivations  and  Syntax 

2.  Beading.    (Roman,  Lithograph  and  Type): 

Matthew  and  Mark's  Gospels 
Haqaiq  ul    Maujudat 

3.  Trtnslatlon. 


...  100 


...  100 

...  150 
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(1.)    Urdu-Ensrlish:  lOlinegfro'n  UrduSecBk.    C.  E.    S., 
(2.;    En>flihh-Uriu:  10  lines  from  Eiig.   Sec  lik.    0.    E.    S., 
half  written  iu  Tersiau  utid  iialf  wiittou  iu  Romau, 
(3 )     Definition 

4.  Pronuaciatioa 

5.  Coaveraation 

Read:  Bishop  Thoburn'a  India  and  Malaysia. 

B. -HINDI:  SECOND  YEAR 

1.  Orammar  :  (ICelloggr's)  ' 

2.  Beading.    (Xugn).    Matthew  and  Mark':!  GosiksJs  and 

DUariu  Tula 

3.  Trasfllation 

(I.)    Hindi-En^lisJi:  10  lines  from  Hindi  J^ec.    Bk.  C  E.  S  , 
(2.)    Ens?lish- Hindi:  10  lines  from  Eiitr  Sec.    Bk.  C.  K.  S, 

half  written  in  N.igri  and  half  written  in  Roman 
(3.)    Definition 

4.  FroBanolation 

5.  Conversation 

Read:  Hunter's  Biief  History  of  the  Indian  People. 

MIDDLE    STANDARD.-THIRD  YEAR. 

(Urdu  or  Hindi  Optional.) 

A. -URDU". 

1.  Garmmar:  PlattB\  the  whole 

Forbes' Persian  ...  ... 

2.  Blading.    (Litho.    and  Type): 

LuKe  and  John's  (iosi^eli. 
Din-i-Haqq  ki  Tahqiq. 
Muntakhabat  i  Far.'i 

3.  Translation. 

(I.)    Urdu-English:  10  lines  from  Urdu  Third  Bk.  C.    E.    S., 

(2.)    EngliHh-lJrdu:  10  linen  from  En?.    Third  Bk.    0.  E.    S., 
half  written  in  Persian  and  half  in  Roman 

(3)    Definition 
9.    Pronnnelation 
L.    Convtnation 

Beai:  Muirs  Life  of  Muhammad. 

B.-HINDI. 

1.  Qrammar.  ^Review)  ...  ...  ...  ...    . 

B  illant>n'8  Elementary  Sanskrit. 

2.  Blading:  Luka  and  John'a  (ioapels  ... 

Shakuutala,  (edited  by  liaja  Lak-shman  Singh) 
8.    Translation 

iX.)    Hindi-Ku-.ish:  10  lines  from  Hindi  Third  Bk.    C.  E.  8., 
(S.)    English  Hindi:  10  lines  from  English  Third  Bk.  C.  E.  S. 

half  written  in  Nagri  and  half  in  Roman 
(3)    Definition 
.    Fronnnoiation 
.    Oonversation 

Bead:  Wilkin's  Hindu  Mythology. 

PROFICIENCY  STANDARD. -FOURTH  YEAR. 

(Urdu  or  Hindi  Opti  -n*  U) 
A. -URDU. 

1.    QratnUftr:  KempBon'  Syntax  and  Idioms  of  H:nd  istani. 

Palmer's  Arabic  ...  ...  ...  ,,. 

%    Blading:  Mizaii-ul-Haq([. 

i^.<go  Uahar:  Sair  Diisre  Darwe^h  kl 

Vorbes'  Arabic  Reader 


00 

60 
40 


iOO 
100 


...    100 


fiO 

00 
40 


100 
150 


...   lOQ 

...   100 


...100 


... 

50 

IOO 

150 

60 
40 

■  •• 

100 
100 

«•• 

100 

•  •• 

100 

00 

150 

60 
40 

... 

100 
100 

...    100 

m    100 
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60 
60 
40 


8.    TranilatiMLi  •••  .-.  ...  ••  ...    150 

(1.)    Urdu-Enffliah:  20  lines  from  Urdu  Fourth  Bk.    C.  E.  S., 

(2)     English-Urdu:  20  lines  frcm  Engligh  Fourth  Bk.    C.  E.  S., 

n  tlf  written  in  Persian  and  half  in  Roman 

Short  i^ermon  in  Persian  character 

(3.)    Definition 

4.  Frononciation  ...  ...  ...  ...  ...    100 

5.  Oonvenation  ...  <..  ...  ...  ...    100 

Bead:  SeU's  Faith  of  Irlam. 

B.-HINDI. 

1.  Oarmmar:  (Hindi,  Review). 

Monier  William's  Sanskrit  ... 

2.  Baadiag:  Sat  Mat  Nirupan. 

Prem  Sagar. 
Hitopadesha,   first  book 
8.    Translation: 

(1.)    Hindi-English:  20  lines  from  Hindi  Fourth  Bk.    C.  E.  S.,    60 
(2)  English- Hindi:    20  lines  from  English  Fourth  Bk.    0.  £.  S., 
half  written  in  Xagri  and  half  in  JRom>tn  ...  60 

Short  Sermon  in  Nagri  character, 
(8.)    Definition  ...  ...  ...  ...  40 

4.    Prontinoiation  ...  ...  ...  ...      100 

6.  CoaTariation  ..■  ...  ...  ...  ...      100 

Bead:  Monier  William's  Kelic^ious  Life  and  Thought  in  India. 

VII.  The  candidate,  in  order  to  pass,  must  obtain  at  least  one  half  the 
aggregate  marks  in  each  subject.  t 

VIII.  The  Board  of  Examiners,  through  the  Registrar,  shall  at  the  close  of 
the  examination,  inform  the  candidote  and  the  Secretay  of  the  Conference  of  the 
result 

B.— FOR  HINDUSTANI   MINISTERS. 


100 


ICO 
190 


SALXNA  KANFARANS  Kn^HWAJfDAGI. 

B4^hila  ko  liye— 1.    Ummedwdr  Urdii  yd  Hindi  Qawdid,  Jugrdfiya  aur  His4b 
achchhi  tarah  se  jdne. 

2.    Qadlm  Taw4rikh  ke  I]|^htisdr,  Roman-Urdti,  or  Landmark  of  Ancient 

History. 

8.    Hunter's  Brief  History  of  the  Indian  People  in  English,  Lithograph- 

ITrdA  or  Hindi. 

4.    Jugrdfiya  P4k  Kitdb,  y4  Scripture  Geography. 

6.    Discipline. 

PAHL4  SAL. 

1.  FiUsafI  darbdb  Tadblr  i  Na jit,  or  Walker's  Philosophy  of  the  Plan  of 
Salvation,  or  Mat  rariki^hd. 

2.  khutut  ba-ndm  Jaw4n4n  i  Hind,  or  Mitchell's  Letters  to  Indian  Youth, 
or  Sat  Mat  Niri^pan  meo  jo  Hinild  Hi  bdbat  hai. 

8.    Hurst's  Short  History  of  the  JCarly  Church  in  Englifch  or  in  Lithograph- 
Urdu,  or  Caleb's    IntikhAb  i  Tawdrikh  i  Kalfsiyd. 

4.  Wayland's  Moral  Science  iu  English  or  in  Lithograph-tJrdia  or  Baibal 

Bar-haqq. 

5.  TVihr'riW^z. 

Xatdl^ake  liya-1.    Stobart's   Islam  or  Tawdiilfh   Mohamdi  or  Awdj?a>van 
Bichdr.    2.     Din   Isldm  aur  us  ki  tardid  in  Roman-Uiflii  or    Lithograx>h-Crd\!i. 

1)L''SUA  SAL 

1,  Biuney'H  Cou^pcud,    or  ^lakhzan  |ini-i-llahf. 

2.  What  think  ye  of  Christ,  (Vaughan's)  or  Maslh  Ibn  Ulldh  orDharm 
Pustak  M  ddhc  bhd^;  meu  Khriiih^  kd  Sam^chdr. 


COURSS  Ot  STUDY. 


43 


8.  Field'.  Hand-book  of  Theology,  on.  h»lf,  or  T.riq.  ttl  H.ytt  or 
''^';"SS?'ruc?S  T?oma-'  Con,mentry  on  Geno»i..  in  Roman-Urdi. 

KnJr«kiTw.^t  Clark-,  six  Lectm.e»  on  the  ArvA  Samij  in  EnRlfah  or 
Urd?orri"d'T  KonientiSryi  Samij  or  Miftih-nf-Tauret.  or  P4p  Sodhwi 
Si(idb4at. 

irSRX  SAL. 
1.    Buthneir.  Character  of    J.8n,.    T.i  kl  SIrat.    2- .Th""**'  J^^^S* 

^^^*MutAlfwi  ke  llye-1.    Murdoch's    Popular    Hinduism    or  Laksbml  Shankar'i 
Primer  sf  Biology  in  Urd\i  or  Hindi, 

CHAUTHE  SXLKS  IMTIHXN  KE  SUWiLAT. 

1.  RiihinI  zinda^i  kyi  hai?  Ua  ki  asliyat  bavAn'karo.   ^     .  ^  ., 

2.  Kyiiokar  m^liim  hotA-hai,  ki  ham  meo  R6hanl  zind jBi  hai? 

8.    WAiz  ko  kis  t  Arah  m^lAm  hotd  hai  ki  ?hudi  ne  inujb  ko  w^^z  ke  kAm  ke 
wdste  talab  kiyd  hai? 


Fasl 


1. 


DladArl  aur  anqit-  41  SbAdira  ud  din  ke  JjhAss  kAm  bayAn  karo,  aur 
ffttB&rl  ke  baydn  meft.  yih  bitio  ki  is  khidmat  ke  wAate  kaun  kaua  ^e 

wasf  ch&hiyeo  ? 

5.    .We  kaun  Re  tarlqe  haio,  jin  se  yih  ausAf  barhte  jAte  hsiD?    .   _    .  .        . 

6  B:4tao  ki  logoa  ke  gh-irorj  par  ahwal-pursl  ke  hye  jA^ia  kaiga  zurOr 
hai,  aur  vih  kaho  ki  tumh4rl  is  kirn  ireo  kis  qadar  tawajjuh  hai? 

7.  Yih  batlAo  ki  kis  tarah  parUte  likhte  ho?  ^      ,  ^.       ^ 

8.  Jab  8«  turn  KAnfarans  ki  imtihin-bardArl  men  ho,  tab  se  tom  ne  jltnl 
kitibeo  bar  sAl  dekhi  haio  un  sab  ke  nim-batlAo  ?     ^  , .     ^  ^       *  u  ^^  u  i  • 

9.  Kutub  i  Muqaddaaa  ko  parhne  men  tumh&rd  kitna  waqtsarfnotA  nal? 
anr  kis  tarSqe  se  pafhte  ho  ? 

Fasl  2. 

Balbal  ki  imtihin.  1.  Kit  i^tibdr  se  tum  Baibsl  ko  KalAm  i  IlAhl  jAnte  bo, 
anr  kin  dalAil  se  tum  yih  rAe  rakhte  ho!  .. ,.  ,      ^ 

2.  Kis  dalil  se  Majmii*  i  Abd  i  ^t\q  ko,  ]o  ham  me^  murawwij  hai,  mu»ta- 
bar  jAnte  ho?  J^hulAsa  biyAn  karo.  -^, . ., 

3.  Ki3  dalll  Bft  wft  «ab  KitAhe^  jo  is  Majmtk^  i  4bd  i  Jadid  meB  oAkhil 
haio  mu^tabar  o  sahlh  jAnte  ho?  MuVhtiaar  bayin  karo. 

4.  Kis  t  »rah  Mohammadion  ke  is  dijiwe  ko  ki  Kutub  i  Muqaddaaa  mansQkh 
ho  ttai  haiij,  gahit  sAbit  karte  l>o?  -^,.    w 

5.  ¥hurAj  i  Misr  se  Yashu*  ki  maut  tak,  IsrAeltoij  ki  tArlljh  kA  khulAia 

batdo?  * 

6.  Das  firqon  ki  bagdwat  ke  mutaalliq  jo  l^hiss  wAqi^t  haio,  unheo^bayAn 

karo^ 

7.  Yahudloo  kl  sdUna  X'lm  anr  nfz  yih  ki  kis  bAt  ke  wAste  muqarrar  hAl 
thSQ,  aur  kis  tarah  par  adA  kl  jjiti  thlQ,  batdo? 

8.  I^hAss  l^hAss  nab  loo  ke  nam  aur  jis  zamAne  meo  unhoo  ne  ncbAwateg 
kio«  wuh  zamAne  aur  nl*  yih,  ki  we  nubiiwateo  kis  bAre  meO  thlo,  bayAa 
k&ro^ 

9.  ^hudAw-md  Maslh  kl  bAtoo  ae  kuchh  aisi  misAleo  do,  jin  se  sAhir  boU 
hai,  ki  wuh  PurAne  i^hd  ke  nawishton  ko  muaitabar  samajlitA  thA. 

10.  Kaun  si  pesh-khabarf  Ao  Maslh  so  mutaalliq  haio,  ¥buBti)w«  Qi  k(  Amad 
anr  sirat  aur  kAm  aur  maut  se? 


44 


COUSE  OF  STUDY. 


11.  Ma^ih  ki  zindflgi  keb&ldt  kifl  kis  woqt  ke  mgiMm  haiOi  aur  muddat  ^hd 
tisilat  kia  qaJar  thi?     - 

12.  Us  ki  lisilat  ke  lij^hass  wiqi^t  aur  jahaojabao  ki  we  giizre  haiQ 
batlio? 

13.  I^hd8«  Widss  bite^  mundarja  i  A^iuiil  i  RnmSl  batldo? 

14.  Mu^jiza  kyA  bai  aur  nm;ijuoo  sc  UyviQkar  uj^jltiui  botA  bai  ki  Kutub  i 
Huqaddasa  miu  j4uib  AlUb  bain? 

FASt,  3 

1.  in^udA  ki  waji!id  Baibnl  ge  kis  tarah  sdbit  bold  bai? 

Baibalkf  t^Umatko  2  Baihal  seTaslig  ka  kyd  subilt  bai,  jane  ki  ek 
bayin  me^.  Khuda  uieo  tlu  nqriuin  liaio? 

8.    6bud4  kf  •if4t  batlAo  aur  bar  wifnt  ka  t«ubut  l^ak  NawishtoQ  fe  do? 

4.  ^biida  ke  mujassam  lioric  Icil  ula^Hla  j<>  Kutub  i  Muq.iddasa  men  pdyd 
Jiti  bai,  use  baydn  karo,  uur  yib  bntl  >,  ki  us  t^lim  ko  najdt  ke  bandnbast  ^e  kya 
iliqa  bai? 

6.  Masib  ki  Uliihiyat  Kutub  i  Muq^iiddasa  se  w  if  it  karo? 

G.  Bailtal  ki  kaua  Uaun  di  dynt  L  lubiyac  i  Maslh  k«'  inuVb?iIif  Musalmdn 
peib  karte  haio.  aur  turn  un  kp  kya  mane  1  tf'ho? 

7.  R\!^b  i  Quds  ki  aqnuiniyat  ka,  aur  UiOiiiyat  kd  aur  us  ka  kdm  kd  Pdk 
Dawi»btoo  se  t^ubtlit  do? 

8.  Adam  ko  Kundfi  kd  natija  us  kl  aul/.d  ko  baqq  mep  kyti  hiU? 

9.  Masib  ke  Katdre  aur  ^'un.iboi}  ki  nmf.if  i .  meo  kya  jidqa  iuvi? 

10.  Maslh  k»'  ji  uthne  k;i  hubiit  tl(  ? 

11.  Masib  jci  sliatdat  ki  asiiyat  aur  jfaida,  jaisi  Kutub  i  Muqaddasa  meD 
t^lim  bai,  baydn  karo? 

18.    ^tXi  ul  Quds  ki  gawdbi  ki  nifbat  kyd  talim  odHlil  bai? 

13.  Maeibi  kanidliyut  kd  masHla  jo  Wesley  sdbib  ne  sikbldyd  hai  uae 
mu^htasran  baydn  karo  aur  Baibal  se  us  kd  suhut  dn? 

14.  Nai  Paiddisb  aur  kdmil  pdkizagi  ke  darmiydn  jo  farq  hai,  use  saxnjhd 
do? 

16.  Is  dawe  ke  bdre  mPQ  ki  **  Jo  koi  az  sar  i  nau  pnidd  hotd  hai  is  taur  »e 
nnbio  ftireff*'^!  ki  dkhir  i  kir  haldk  bo  jrie,"  lauidri  KiUihiyd  ki'kyd  rde 
aur  sdbit  karo,  ki  yih  rae  Kalam  i  lldlil  k«  bnniiijih  i-.iw^ 

16.  Batao  ki  baptisina   kaisi  lasui  bai,  uur  Icis  gam z  so   bai,   aur  kyuQ  fsrz 
.  hai?  bar  bdt  kd  sublet  do. 

17.  Sdbit  karcs  ki  bachcb^n  ko  baptisn^d  ^,^^6.  mnr.'^.'ib  ha  ? 

18.  Baibal  neii  Aslid  e  liai-bdui  l;i  nivlMt  Kiaiu  )  j.um  k'  in\;hanara  de  haiji, 
aur  wuh  kisgaraz  se  haii.i  at;r  M:isi!i,..n  pat  us  k.i  m.-inca  l.vim  t-trz  hai? 

19.  Hiudiiorj  ke  niasi^  i  tandsukii,  yanc  kdyd  p.ilat  l:o*  kyr.Qkar  galat  t-dbit 
karte  bo? 

20.  Jismke  jlu^bne  ke  bdb  lAeQ,  Kutub  i  Muqaddasa  imQ  kyd  t^llmhai 
bawdia  do  ? 

Fasl  4.'' 

« 

Kaliiiyd  ke  intiidm    1.    Kallsiyd  ke  to  rah  tarah  ke  intizdmdt  baydn  karo  ? 

0  tartibiitt  ba}an  me^.  2.     Meth(Mii-»t  EpiMkopalKuliRiyd  men  General  Kdn- 

faran^  aur  Annual  Kdnfarans  aur  Kwaterli  Kdn- 
f  Arans  ke  mutaalliq  kyd  ky^  kdm  haio? 

3.  Kolisiydke  vbdeddroD  »  eo  •'Bishop,.  *Trizdlding  Fldar,,  aur  **Eldar." 
aur"Pikan"  aur  "IjibJidim-uddln"  aur  "Local  Wajz"  aur  "MuihtJirkdr"  aur 
•*  Amdnatddr"  aur  kilds  ke  Uddl  jo  I'aio,  un  men  bar  ek  ];jI  kitua  iljiitiydr  bai,  aur 
kyd  kdm  mutaalliq  hai,  aur  kis  ke  sumbue  jawdo-dihi  bai  ? 

Fa.sl5. 

T/rikhiKaHii7d.--L  Yahddif.n  ke  l^hdss  firqe  Masib  ke  waqt  meo  kitne 
the?  un  ka  baydn  k  )ro. 

2.  Awdiizamincijj  meu  j  >  a^-iyaterj  MasihioQne  uth:U  baiu,an  ki  kuchh 
baydn  karo. 

a.  Unwasdilkd  bay.in  karo.  jiu  ke  siilab '•e  ibtidd  nieo  Masibi  mazbab 
babut  phaiid,  (^Mather  bduib  ki  Tawdii^b  i  Kalmiyd  tisrd  bdb  Ualaa  1,  2,  3,  •*> 
ko  df  kno.) 
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4.  QnoAtikoQ  ki  kv4  Ullm  tbi  aur  us  se  qadfm  Kalfsiyd  par  kyi  l^har&b 
ftaar  par&>  (Mather  sdhib  ki  Tawd>  i1<)i  1  KaliniyA  tinrd  bib  riaf^a  85) 

5.  Luther  sAhib  se  ^in  uabl  d(n  i  Tswi  kk  kyd  )idl  hai? 

6.  Bar!  IsUli  i  Mazhabi  jo  Luther  suhib  ke  waqt  mon  htll,  us  kdh^lba- 
t4o,  kis  Rabuh  Ke  wuh  IsUh   hi!il  thi.   anr  kaun  kann   lop:  u»  meQ  ^hurik  i  hil  the? 

7.  Britdntya  i  U/uia  me^  Methodist  KaU:$iya  ke  niuqarrar  huue    kd  sabab 
batdo  aur  Wesley  sdhib  ki  tdi  il^h  meg   ^h'^im  log  kaun  the? 

8.  Metitodist  Kpi»kopal   KaliHtya  kis  sabab  se  aur  ki^  waqt  meQ  aur  auwal 
kabio  bani?  (Discipline  ki bdb  i auwal  dekhn.) 

9.  Hini&d  k^  mul^htalif  firqo  aur  yih  ki  we  kahdc  se  nikle  aur  uu  kd  bdni 
anr  nn  ke  Icbdns  ^qide  batdo? 

20.  Mniiammadioo  ke  liin  ki  ibtidd  »ur  Mubamniad  t^hib  kd  kuchb  baydn 
Icaro  anr  inu^litalif  ftrq^o  ka  aur  un  ke  hadiog  kd  kuchh  sikr  karo? 

IL  SikhoQ  ke  mazhab  ki  ibtidd  kabdo  se  hai  aur  use  UintSd  o  Isldm  ke 
mazhab  me  kya  ildqa  hai? 

12  Brahmo  mazhab  kd  dgdz  o  taraqql  aur  hdldt  mauj\!!da  aur  l^bdns  ^qidoQ 
ki  baydn  karo? 

TO  BR  B£AD. 

L      Tdrllph  i  Y<^*ufi,  JoMphun.    (M.  P.  Hou^e  Lucknoir.) 
Vttt&I^%  karse  ke  2.  Brahmo  Mazhab.    (M.  P.  Hou^e,  Lucknow.) 
liye.  S.    Auguatii  o  ke  Iqrdrdt,  Aogustine's  Confession.    (N.  I 

T.  S  ) 

4.  Hal  ul  Ashkdl.    (M.  P.  House,  Lucknow.) 

5.  Jdmi  ul  Fardiz.    (Lahore.  Tract  Depdt.) 

6.  Miftdh  ul  Hmad.    (M.  P.  House,  Lucknow) 


a 


■i 

-4 
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CONFBBJINOS  SESSIONS. 


SESSIONS  OF  THK  HORTH  INDIA  CONFERENOB. 


t 


r 


Plack. 

TntE. 

rBKSIDEXT. 

1 

SlCRBTART. 

"T 

Lnoknow. 

Dec.     8-14,  18G4 

Bbbop  B.  Thompsoo. 

J.  H.  Gracey. 

t 

Moradabad. 

Feb.       1-7,  1866 

Rev.  J.  Baume. 

T.  J.  Scott. 

3 

Shahjabanpiir. 

Jan.   10-17.  18ft7 

Rev.J.  T.  Graoey. 

Do. 

4     Bijnour. 

'  Jan.   16-21,  1668 

Rer.  J.M.Thobum. 

Do. 

6     BareiUy. 

J^n.   14-22,  1869 

Rev.  C.  W.  Judd. 

J.  D.  Brown. 

6 

Bareilly. 

Jan.   2027,  1870 

Bishop  C.  Kingsley. 

Do. 

7 

Lucknow.* 

Jan.  1218,  1871 

Rev.  J.  W.  Waugh. 

J.H.  Messmote. 

6 

Moradabad. 

Jan.  18-24,  1872 

Rev.  J.  L.  Humphrey. 

a.  S.  Wetherby. 

9 

Bareilly. 

Jan.   18-22,  1878 

Rev.  T.  S.  Johnson. 

Do. 

10 

Lucknow. 

Jan.  7-13-,    1874 

fiiahop  W.  L.  Harris. 

J.  D-  Brown. 

11 

Shahjahanpur. 

Jan.     6  12,  1875 

Rev.  T.J.  Scott 

Do. 

12 

Cawnpore. 

Jan.   13-18,  1876 

Rev.  D.  W.  Thomas. 

B.  U.  Badley. 

13 

Moradabad. 

Jan.      3-9,  1877 

Bishop  £.  G.  Andrews 

Do. 

14 

Bareilly. 

Jan.     915,  1878 

Rev.  J.  H.  Messmore. 

Do- 

25 

Lucknow. 

Jan.     914,  1879 

Bishop  T.  Bowman. 

Do. 

16 

Cawnpore. 

Jan.     7-12.  1380 

Rev.  E.  W.  Parker. 

Do. 

17 

Bareilly. 

Jan.     .Ml,  1881 

Bishop  S.  M.  Merrm. 

Do. 

18 

Moradabad. 

Jan.    11-17,  1882 

Rev.  S.  Knowles. 

Do. 

19 

Lucknow. 

Jan.    10-16,  1883 

Bishop  R.  S.  Foster. 

Do. 

20 

Cawnpore. 

Jan.     9-15,  1884 

Rev.  T.  J.  Scott. 

C.  L.  Bare. 

21 

Bareilly. 

Jan.     7-12,  1885 

Bishop  J.  F.  Hurst. 

B.  H.  Badley. 

22 

Lucknow. 

Jan.     7-12,  1886 

Rev.  H.  MansAll. 

Do. 

23 

Moradabad. 

Jan.      5.10.  1887 

Bishop  W.  X.  Ninde 

Do. 

24 

Cawnpore. 

Jan.      4-9,  1889 

Rev.  J.  H.  Gill. 

Do. 

26 

Bareilly. 

Jan.     9-15.  1889 

Bishop  J.  M.Thoburn 

Do. 

26 

Lucknow. 

Jan.       27,  1890 

Do.                 do. 

Do. 

27 

Moradabad. 

Jan.     7-1^,  1891 

Do.                  do. 

J.  H.  Gill. 

28 

Cawnpore. 

Jan.     6-11,  1892 

Do.                  do. 

Do. 

29 

Bareilly. 

Jan.    1116,  1893 

Do.                  do. 

W.  A.  MansoU. 

30 

Lucknow. 

Jan.       3-8,  1694 

Do.                 do. 

Do. 

31 

Moradabad. 

Jan.      3  7,  1895 

Do.                 do. 

Do 

32 

Bareilly. 

Jan.     813.  1896 

Do.                 do. 

.  Bo 

33 

Lucknow. 

Jan.     7-12,  1897 

Do.                 do. 

Do 

34 

Bareilly. 

Jan,     5.11,  1898 

Do.                 do. 

J.  W.  Robinson. 

LIST  OP  LOCAL  PREACHERS. 


Nauk. 


Bareilly  Distbict. 


•  ■  • 
■  •  ■ 

•  •• 

•  •• 


•  •• 

•  •  • 


Fazl  IJUah 
R.  Turner^ 
Govind  Ram 
Lnkhan  Singh 
Mathura  Pershad 
Kundan  Lai 
Parbhu  Dayal 
Daniel  Sigler 
H.  Wnllesky 
Prem  Singh 
Mohan  Singh 
J.  TompkitisoD 
Oulab  Siogli 
Moti  Lai 
Kallu  Porter 
Lalji  Mai 
Sewa  Ram 
Misri  Charan 
Jai  Singh 
S.  C.  Chatterji 
Wazir  Khan 
T.  Joseph 
Sobran  Singh 
D.  Claudius 
Kebri  Sin^jh 
Bulasi  I 
Khurrani  Singh 
Baldeo  Dass 
Mangal  Singh 
Bahal  Sin»(n 
Baisakhi  Lai 
O  Luke 
S.Jaoob 
Rahu  Singh 
Mahbub  Maeih 
Bhoj  Ram 
AU  miah 
fihnp  Singh 
J.  Robert 
Ram  Dayal 
Joel  M.Lai 
Dal  Chand 
Edward  Jacob 


Oarhwal  Distbict. 

Edward  Thomson 
Sundar  Mani 
K  wan  kin 
John  Williams 
Bbajni 
Andrias 
Uhuogar  Mani 


Standing. 


Elder  95 


}> 


»» 


Deacon  '94 


>» 

»> 


>  f  ■ 

•  •• 


'96 

Local  Preacher 
II 
It 
II 
II 
•♦ 
»♦ 
li 
»♦ 
>i 
If 
11 
If 
II 
II 
II 
II 
II 
»i 
II 
>» 
II 
II 
11 
11 
If 
It 
If 

91 
11 
If 
II 
fl 
II 


Elder. 
Deacon  '90 


Appointment. 


Khera  Bajhera. 

Miranpur  Kattra. 

Binawar. 

Shahjahanpur  East. 

Shahjahanpur. 

Bareilly. 

Shahjahanpur  East. 

Pawayan. 

Shahjahanpur  West. 

Shahjahanpur  East, 
!  Faridpur. 
'  BareiUv. 

Shahjahanpur  East. 
M  West. 

Tilhar. 

Khudagunj,  Miranpur  Katra. 

Allahgunj,  Jalalabad  Circuit. 

Hare  illy. 

Fatehgunj  East.  Khera  Bajhera. 

Shahjahanpur  West. 

Baduon. 

Panahpur. 

Dataganj, 

A  oil  la. 

Bilsi. 

Aobla. 

Binawar. 

Tsait,  Kakrala. 

Isl.'imnagar,  Bilsi. 

Bilsi 


It 


Bareilly. 
Shahjahanpur  East. 
Iwlamgunj,  Jallabad. 
Jalalabad, 
Bart-illy. 
BinaA^ar. 

Kamarlainpur. 

Ujhani. 

Bilhar. 

Shahjahanpur  East. 
Budaon. 
Shahjahanpur  West. 


Srinagar. 
Pauri  Circnit. 
,.  K»inur  Circuit. 

Local  Preacher    ,  Superannuate. 

Larj8doWn»j  Circuit. 
Kainur  Circuit. 
Pauri  Circuit. 


If 
It 
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LIST  OP  LOCAL  PREACHRRS. 


Namb. 


Sangram  Mani 

Charles  Khiyali 

Lama  Willson 

Sangram  Masih 

Mohan  Lai 

Dhan  Singh  ..i 

Tewari 

GoNDA  District. 

Francis  Peter 
Lewis  J.  McUee 
Chatur  Sin^h 
D.  H.  PiUmber 
Prein  Das 
Kanhai  Lai 

Daniel  C.  Richard    ... 
Budha  Singh 
Lai  Karan 
Watha  Masih 
J.  J.  T(Kld 
M.  McKaiff 
Bhupal  »ingh 
Khaiidare  Singh 
Chaua  Singh 
B.S.  Benjamin 
Moni  Ohatterji 

Kahoun  District. 

John  W.  Todd 
John  barker 
Gnuri  Datt 
Piinclium  Sin:!;h 
Walter  Pamnchai 
Samuel  B.  Singh 
Jai  Datt 

Khulia  Wilkinson    ... 
Chhidda  Singh 
}f.  W.  Gawiin 
John  Abraham 
Bijai  Singh 

A.  Miller 

1).  S.  Hukill 
Yuhanna  I. 

MORADABAD  DiSTlOT. 

B.  McGregor 
Peter  Men  ill 
Bala  Dass 
Gulab  Singh 
Mohan  Singh 
Jhabbu  Lai 
John  Pusa 
Bansi  Dhar 
Kalyan  Singh 
Dalla  Singh 


Stakdinc. 


Local  Preanher 


*» 
ff 


Deacon. 

n     95 
Local  Preacher. 


I* 
II 
ff 
>f 
If 
tf 
»f 
f  f 
jf 
tf 
tf 
ft 
t> 


Elder. 
Deacon  *90 
t,    '93 
„    '97 
Local  Preacher. 


n 
ft 
ft 
If 
ff 
ft 
ft 
ft 
»f 


Elder. 


ft 
ft 
f> 
ft 


'93 
'05 
'94 
'95 

Deacon  '93 
n  '93 
,.     '94 

,.  '9a 


Appointwent. 


Paori  Circuit. 


ft 


Kamni  Circuit. 


tt 


ft 


Laosdowne  Circuit. 
Kaiuur  Circuit. 
Pauri. 


Bahraich. 

Nan  para. 

Utraula. 

Nawabganj. 

Hupaidiha. 

Birpur. 

Khurgupur. 

Elenpur. 

Gonua. 

Paohperwa. 

Ikona. 

Gonda. 

Piyagpur. 

"irpur. 

Bulrampur. 

Paras  pur. 

Kauri. 


Naini  Tal. 

ft        ft 

Uwarahat. 
Naini  Tal. 
Dwarahat. 
Naini  Tal. 

tf        It 
Pithoragarb. 
Naini  Tal. 


It 


♦t 


Du^arabat. 


.ft 


Pithoragarb. 


It 
ft 


Nsjibabad. 
Sberkdt.  liijnour, 
Moradabad. 
Nurpur,  Bijnour. 
Thakurd  wa  ra,  Moradabad. 
Seohara,  Bijnour. 
Bair^nnpur,  Moradabad. 
Kiratpur,  Bijnour. 
Kotqadar,  Bijnour. 
Moradabad. 


'  I 
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Names. 


Standing. 


4 


J.  Jaisob 
B.  S.  Budden 
Nadir  Shah 

B.  Hobert 
lAznr  Shah 
M.  8.  Baily 
M.  C.  Plum^r 

C.  S.  Hunter 
Nanhu  Mai 
Baldeo  Persbad 
IliXM  Singh 
Jamman  Singh 
Buddha  Singh 
Chhidda  Singh 
Parbhu  Dass 
Patrafs 
Sadhu  Singh 

S.  Hastings 
R  Cutler 
Buddha  Singh 
Bahal  Singh 
Thomas  Jacob 
Chirag  Masih 
Hiram  Barrow 
Bd .  Jhonson. 


PlLIBHIT  DlSTBICT. 

KftUn  Singh 
Ase  Ram 

Moti  Lai  ;;; 

Girdhari  Lai  ♦ 

Jhabbu  Lai" 

Ghasi  Ram 

James  Brisco 

Barnabas 

G.  W.  Howard 

Bahadur  bhah 

Dhani  Ram  Rodgers  .. 

A.  Lincoln 

Kaliyan  Singh 

Lachhman 

Kallu  Das 

Baljeet 

Baldeo  Das 

Chatar  Singh 

Ram  Bokhsh 

Karhe  Mai. 

Barsahae 

Mani  Ram 

Khiyali  Ram 

Kundan 

Jhau  Ul 


Deacon    ^96 

'96 

'96 


>» 
u 


Local  Preacher. 


ft 
It 
»» 

ft 

9t 
ft 
*1 
*l 
»r 
If 
It 
It 
If 
ti 
tt 


Elder. 
It 

If 

n 

Deacon 
If 


Local  Preacher. 


APFOIRTlfXNT. 


Moradabad. 

Ranth,  Moradabad. 

Nahtaur,  Bi  jnour. 

Bijnour. 

Kandarki,  Moradabad. 

Bijnour. 

Moradabad. 

Kondarki,  Moradabftd. 

Moradabad. 

Nurpnr,  Bijnorir. 

Tajpar       „ 

Bijnour. 

Nsgina. 

Moradabad. 

Bilari,  Moradabad. 

Dhampar,  Bijnour. 

Morsoabad. 

Nurpur,  Bijnour.         "^ 


fe 


I 


II 


Tajpur,  Biinuur. 
Moradabad. 
Chtndausi. 
Nagal,  Bijnour. 
Nagina. 


Mirganj. 

Rampur. 

Puranpur. 

Nawabganj. 

Bisalpur« 

Pilibhlt. 
Rampur. 
Fatehganj  West. 
It 


'  ■  u 


'-'S 
•r,'^ 


Sha^i. 


r. 


ft 


Sirauli 

ti 

ti 

ft 
Falehgaoj. 
Bisalpur. 
Baheri. 

ShaM. 

NawabganJ. 

Milak. 
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LIST  OF  LOCAL  PRBACHERS. 


Name. 


I 


Standing. 


Sambbal  Distbict. 

Maula  Dad  Khan    ... 
Gyaa  Masih 
Manphul  Singh 
Bhola  Sins;h 
Prabhn  Das 
Sadal  Singh 
Ghunni  Singh 
Lachhinan  Singh 
Samuel  Barnara 
F.  Jefferson 
M.  S.  Cutting 
Sukkha  Singh 
John  LL*'tle 
B.  Milton 
Kazl  Mauh 
Samuel  Smith 
lahri  Dayal 

SlTAPDll  DiBTBIOT. 

J   Dysell 

Sadal  Masih 

Joiin    Higganbotham 

Jia  Lai 

Jawahir  Lai 

Ajudhia  Panhad 

George  MayltU 

William  Strete 

K.  Silas 

Ram  bukh 

U.  W.  Gilbert 

J.  Nelson 

J,  Todd 

W.  Ganaalvis 

OUDH  DiSTBIOT. 

Philip  Andrew 
Yaqub  Ali 

Jukkhan  IjaU  ••• 

William,  A.  Comfort ... 
Henry  C  Sigler 
Mangal  Singh 
Chhote  Lai  XL 
Abdul  Wahid 
Kesri  Singh 
Chhote  Lai  Samul 
Wazir  Singh 
Yaqub  Sin^h 
Prem  Mnsih 
Baldeo  Pra^had 
Daniel  Richard 
David,  S.  Paul 
John,  W.  Norton 
Tilok  Singh 
Cham  Chiinder  Chatterji 


Elder    ^90 


*i 


Deacon  *91 
'93 
'95 
'96 


It 


tf 


Local  Pracher 


»9 
»» 
H 

If 


Deacon  '93 
„    "OS 

„    ^7 
,.    *97 
Local  Pracher 

It 
•I 

f» 
>i 
•t 
II 
i» 


Deacon  '90 
■93 


»i 
i> 
t» 
it 
f» 
ft 

9t 
tl 

II 


'93 
'93 
•93 
'91 

'92 
'92 
'97 


L.  P.  Course  Com. 


If 

ft 

II 

i» 

I 

•• 

t« 

•I 


APFOUmiXNT. 


BahjoL 

Kajpura. 

Kasuipur. 

Sharit'pur. 

Shah  pur. 

BabukUera. 


II 


Khata,  Naralniya. 
Bhogpur,  Basta. 
Nagli,  Hasanpur. 
Sambhal  Dibtrict  Inspector. 
Chandpur,  Basta. 
Amruha. 
Sambiial. 

Hayatnagar,  Basnlpur. 
Hatim  Sarai,  Sambhal. 


II 


Baraganw. 

Laharpur. 

Sitapur. 

Dhaurara. 

Sitapur. 

T  J'rdauli. 

Khairabad. 

Sitapur. 


•I 


Paintepi^. 

Sitapur. 

MobamdL 

Biswan. 


Lucknow. 

tl 

Rae  Bareilly. 
Lucknow. 
Bara  Banki. 

Unao. 
Hardoi. 
Bara  Banki. 
Hardoi. 

II 
Lucknow. 

Shahabad. 

Hardoi. 

Lucknow. 

Unao. 

Rae  BareiUy. 

Bara  Banki. 


I'  r 
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Namb. 


^obn  D.  Flint 
Mfudh  Charan  John 
Sfaib  Lai 
(•iurdiyal  Singh 
Hanin  Andrew 
Hoaz 

Sunder  Lai 
Bihari  Lai 
Misri  Lai  II. 
^lisri  Lai  I. 
Din  Dayal 
Mohan  Nathan 
Kesho  Lai 
Nand  Ram 
Eeajamin  Cornelius 
Frank,  M.  Lawrie 
Ham  Gopal 
Nathaniel  Hamilton 
HenxyD.  Jacob 
Samuel  Jacob 
MobMn  Dan 
sharf-nl-Din 
J.  J   Steadman 
B.  H.Mckaig 
W.  Crawsbaw 


Stand  iNo. 


L.  p.  Course  com- 
L.  P!'lV,  Year. 


L.  P.  III.  Year. 


«> 


t  * 


L.  P.  II,  Y  ear. 


*• 


L.  P.I,  Year. 


»t 

Tf 
»» 


Appointment. 


Barbnki. 
Lucknow. 
Shahabad. 
Hardoi. 


BraBanki. 
Uoao. 

•* 
Bara  Banki. 

Hardoi. 
Lucknow. 
Bara  Banki. 
Hardoi. 

i» 
Bara  Banki. 

Hardoi 
Shahabad. 
Lucknow. 
Rae  Bareilly. 
Lucknow. 
TTnao. 

Bae  Bareilly. 
Hardoi. 
Lucknow. 
„ 


n 


i 


1^ 


r 


I 


>* 


PRESIDIKO  ELDERS'  REPORTS 


BAIIEILLY  DISTRICT. 

Jisr.  E»  W^  P^BKBB,  presiding  Elder. 

l^his  diitriot  ificlades  the  Government  districts  of  ShaI)jahanpQrd« 
Andaonand  ofie-half  of  Bareilly,  and  oontaios  a  population  of  ov.ec 
two  millions  of  people.  Oar  oonverte  are  mostly  from  among  the 
•♦depresBed  olasses,"  though  we  have  in  the  vicinity  of  Shahjahanpore 
an  enoDoraging  work  among  the  Thakurs.  This  work  was  broken  up 
aind  the  converts  mostly  drawn  away  through  inducement  offered  by 
the  Salvation  Army  employes ;  but  as  it  has  lately  withdrawn  its  aid 
die  people  are  returning;  and  we  belie  •e  that  this  work  will  again 
give  encouraging  results;  The  work  done  in  Jlamapur,  near  Shahja- 
hanpore, under  the  name  of  the  Salvation  Atmy,  was  unworthy  o£ 
Christians,  to  say  the  very  least. 

In  taking  up  the  woric  in  this  our  old  Seld  again,  a  special  eflEort 
has  been  made  toasoortain  jast  what  has  already  been  gathered  in, 
and  what  is  the  condition  of  the  converts.  Hence  every  village  was 
Waited  early  in  the  year  by  the  preachers-in  charge,  and  the  name. 
of  every  convert,  man,  woman  and  child  residing  in  that  vjlage«  was 
written  down,  arranf^  under  three  heads,  members,  probationers, 
and  children.  We  ascertained  how  many  had  been  taught  to  sing 
and  pray,  and  how  many  had  been  neglected  and  had  not  been  so 
taught.  Many  of  the  people  were  not  found  all  that  Christians 
ought  to  be;  but  tbey  were  just  as  intelligent,  and  their  daily  lives 
in  every  place  just  as  f ally  in  acsord  with  the  teachings  of  Christ  aa 
they  had  been,  or  had  not  been/taught.  We  were  convinced  that  the 
gfett  need  in  building  up  this  community  was  faithful,  persistent, 
lovingt  teaohing,  so  that  our  people  could  intelligently  receive  Christ 
and  daily  hold  oommanion  with  Him  in  prayer.  Henc(  the  field  of 
every  preaoher*in  change  was  laid  out  into  sub-oirouita,  and  the  name 
of  each  village  and  of  each  Christian  in  that  village  written  separately 
in  a  small  register,  and  given  to  the  preaoher-in-cbarge  of  the  sub*  ^ 
oivBuit ;  so  that  he  would  know  just  where  every  Christian  lived,  and ' 

mlM  Wftliou  (bat  persou  bore  to  tb^  Qburcht  ^\  member  or  ptvba« 


I 


11 


PHESlDllfG  ELDEliS'  litPaRT^. 


? 


\ 


I 

I 


tioner.  Thon,  as  far  sa  praoticail,  a  '^  Hadi "  (olaas-lcader)  was 
appointed  for  eaoli  village,  tho  best  man  in  the  village  being  selected 
for  this  positioxK  A  pin n  of  work  was  then  arranged,  giTing  a  parti* 
cular  day  for  visiting  every  village,  aud  on  the  blank  pages  of  the 
register  for  that  village,  the  preaober-in-charge  was  Ut  enter  tlte 
«)ate  of  every  visit,  and  tho  number  if  people  who  were  taught,  and 
to  present  this  book  at  each  Quarterly  Conference.  Special  attention 
was  given  to  teaching  the  leaders,  so  that  each  could  held  prayera  in 
his  own  village  and  teach  his  people  to  prny.  The  next  special 
effort  was  to  tench  Christian  people  to  eing  bhajans,  ajid  to  teach  tho 
probationers,  so  that  they  mighi;  be  feceiTed  into  fall  aiembenhip. 
This  plan  has  been  followed  up  all  through  the  year,  and  we  believe 
that  much  progress  has  been  made.  I'he  plan  is  m  no  way  new« 
but  are-org4nieatioD,  so  thatthe  pteaohers-in  charge  and  presiding 
older  also,  oauU  know  about  every  man,  woman  and  aJiild,  waa 
needed,  and  this  systematic  plan  is  working  good  results. 

We  believe  that  we  can  make  more  and  more  use  of  these  class 
leaders.  No  man  is  appointed  leader  who  is  in  mission  employ  in 
any  way,  so  that  no  one  of  the  leaders  in  the  district  can  reoeivo  any 
remuneration  whatever  from  the  luisi'ioQ  or  fpom  the  choroh.  Oar 
experience  thus  far  shot^s  us  that  the  plan  can  only  be  made  to 
succeed  by  constant  watching  and  persistent  working,  and  the  leaders 
Aiust  be  faithfully  taught,  not  only  to  receive  Christ  and  to  sing  and 
pray  themselves,  but  to  lead  others  and  U»  hold  little  meetiiigs  with 
thenr  people.  Thoy  will  have  ti>  be  i^rged  and  encouraged  over  and 
ever  to  attend  the  Quarterly  Conferences  ;  to  aid  in.  collecting  the 
fund  for  the  pastors ;  to  keep  their  people  from  old  customs ;  and  to 
stand  by  us  m  everything. 

In  our  first  round  ot  quarterly  meetings,  we  gave  two  or  three 
full  days  to  each  place,  and  large  numbers  of  people  eame  out  in 
every  circuit  and  many  were  greatly  blessed.  In  these  meetings  we 
not  only  tried  to  lead  the  workers  and  tlie  people  into  closer  rela* 
tions  with  Christ,  but  tried  to  show  tho.  workers  how  to  teach  the 
people  and  to  lead  them  1 1  Christ.  Our  wofkers*  meeting  In  April 
was  also  a  means  of  helping  many.  The  important  phases  of  our 
work  and  of  our  difRoultins  were  thoroughly  eanvassei,  and  all  were 
made  stronger  bj  thus  praying  and  counseling  togettier  for  a  woek. 
In  our  last  quarterly  meetings  all  these  methods  of  work  were  pushed 
forward  in  every  circuit,  aud  meetings  for  deepening  spiritual  life 
were  held.  Everv  report  of  every  worker  was  definite  eoneeming 
every  circuit  and  every  village.  Many  of  the  leaders  and  other 
Christians  were  present  and  gave  their  reports  of  the  condition  of  the 
Christians  hi  \iie\T  villages. 

Of  our  twenty  circuits  in  the  district,  seventeen  are  village 
ohcuits  and  they  are  alike,  hence  do  not  require  separate  reports. 
The  formulated  statistics  given  on  the  next  po^e  however|  will  eliow 

vhtit  i(i  Vviiig  dune  iu  g46U  ul  tbeiig  oircuita. 
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Tb«  thrM  cirouits  st  iha  eentres  of  the  thno  sillan  require  sepv 
kl«  mantion.  In  Bureiitg  the  fAMlo^ieaJ  .fcAooI  ii  again  under  tha 
cbargeof  Dr.  T.  J.  Scott  and  the  a;hoal  h>is  had  a  rmj  lucceufnt 
yettr.  It  hai  aeot  out  tha  largsft  olau  that  hu  erar  paued  t.ba 
curneuluin,    "inmtj  stwlsKtii  completed  tin  ns^lw  gqutVeot  itudy. 
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Three  failed  and  were  granted  a  certificate  showing  that  they  hare 
Btndied  in  the  Institution.  These  23  students  htwe  been  distributed 
to  five  conferences  as  follows  : — 

North  India  Conference  10;  North- West  India  Conference  8;  Ben- 
gal-Unrmah  Conference  2;  Bombay  Conforonoe  1;  South  India  Confer- 
ence 2.  Tiiirty-one  women  also,  trdined  in  the  Woman's  Department, 
roceiTed  oertiricate.s  of  study. 

Substantial  additions  have  been  made  to  the  endowment  during 
the  year.  Two  bequests  of  lis.  1,000  and  580  have  been  made,  and< 
handaome  sums  for  ciirrunt  expenses  came  in.  A  plot  of  ground  of 
three  acres  has  been  purchased  and  put  in  order  for  a  play  and  rocreop 
tion  ground* 

A  quarter  century  having  passed  since  the  founding  of  the 
Seminary,  this  fact  was  oelebratei  with  special  interest.  A  large 
number  of  alumni  were  present;  the  buildings  were  illuminited;  and 
there  was  a  torch-light  procession  of  the  alumni,  followed  by  flre« 
works  and  a  sweetmeat  banquet.  The  Seminary  was  opened  in 
April,  1872,  with  a  class  of  16.  Since  then  260  preachers  have  passed 
out  with  our  diploma  for  three  jeard  of  study,  and  83  have  taken  a 
partial  ourse,  making  34*5  Sixty-one  teaouers  went  out  with  oeiti- 
floates  from  the  Normal  Department,  closed  for  want  of  funds  since 
1892.  About  800  Wi>men  have  been  trained  in  the  Wonuin's 
Department  and  have  gone  out  with  certificates.  This  makes  in  all 
704  trained  agents  who  have  passed  into  the  work  from  this  ixisti* 
tution. 

The  endowment  of  the  Seminary  amounts  to  about  $50,000. 
Funds  are  still  urgently  needed  for  some  additional  buildings  and 
for  the  endowment  of  teachers*  ohairs.  The  generosity  of  some 
liberal  givers  should  soon  put  the  Institution  in  a  position  to  do  a 
•till  greater  work  during  the  ooming  quarter  of  a  century. 

The  SirW  Orphanage  at  BfLrtilly  under  Miss  Englfsh  has  been' 
jfe-inforoed  in  one  staff  of  workers  by  the  arrival  of  Miss  Elliot  from 
America.  The  school  now  contains  about  350  girls.  One  hundred 
and  eighty  famine  girls  were  taken  in  during  the  year^  and  although 
about  one-sixth  of  them  died,  the  rest  are  at  present  doing  very  nioely 
indeed.  The  school  teaches  up  to  the  Middle  Department  and  has 
two  Americans  for  assistants,  with  twelve  teachers  in  the  lower 
classes  on  its  staff, 

2'A6  me(/<ca/^ti;o?  I*  under  Miss  Dart  is  training  a  class  of  nurses 
or  hospital  assistants,  and  is  doing  its  usual  efficient  work .  in  the  hos- 
pital and  diapensiiry«  One  hundred  and  fifty  persons  have  been 
received  into  the  hospital.  11,401  persons,  making  ]  8,682  visits,  have 
beea  treated  iu  the  dispensary,  888  persons,  making  695  visits^ 
have  been  treated  in  the  S'^oanas.  The  fees  received  auionut  to  Bs. 
1016.  Assistants  are  empbyed  speoJally  for  reltgrous  inslruotion 
in  gouneQtioa  with  thia  work. 
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MifB  Wilson,  who  Ixaa  obarge  of  tho  2($nana  u*orh  and  girls*  day 
schools,  has  also  given  most  efficient  aid  in  visitiDg  and  teaeliing 
the  Christian  women  and  children  in  tliQ  piohalU^  of  the  city  Knd  in 
the  villages  of  the.  Bareillj  circuit. 

Thtreisvk  Middfe  Anglo'Vemaeuhr  gchool  in  each  of  the  oitiei 
of  Shahjahahpore,  Bareilly  and  Budaon.  These  are  doing  exo^llent 
service  and  ar^pa^^ing  well  for  all  the  money  expended  on  them.  Tlie 
girls*  boarding  schools  at  Shah jahanpore  and  Budaofi  are .botli  full, 
and  ate  keeping  up  their  former  reputation  for  good  work. 

TKe  Boya'  OrphaMffiatShahJahanpov  hasalso  reoeived quite  a  largf   | 
nuniber  of  fi^mine  orphans,  and  oontaina  at  present  about  t^vo  hundred  I 
bbya.    The  Industrial  Department  includes-  oarpenting,  blacksmith*  * 
ingi  manufactur.e  of  wire  spring  matresaesft,  shoomaking,   ropemak<» 
ing,  tilemaking,  gacdeniog,  farming  and  conducting  a  dajry^^lling 
xnillc  and  making  butter  and  cheese.     An  earnest  effort  is  being  miida, 
tp  eqable  th^  institution  to  do  all  it  possibly  can  do  towovds  its  bwn 
support. 

Tha  pnmofy  $chooli  of  the  district  have  not  been  .  aa  sncoessf ttl 
this  year  as  it  was  hoped  they  would  be,  or  as  we  trust  they  will  be  in 
the  year  to  come.  The  famine  pressed  every  boy  and  girl  to  jn$)fA 
some  effort  towards  securing  food  to  eat,  and  hence  the  primary 
village  schools  have  suffered.  Still  the  dose  of  the  year  shows  an 
iecrp^se  in  the  children  in  the  schools,  and  our  boarding  houses  are 
f ull  to  orverflowing  with  children  that  have  been  gathered  in. 

*  The  plan  for  iocreasing^the  collections  for  the  mpport  of  the  pastora^ 
has  also  been  greatly  hindered  by  the  famine,  aa  multitudes  of  our 
people  have  not  had  suflioieut  food  to  eat  during  the  year.  Yet  the 
colleotiouH  were  probably  as  largo  as  during  any  previous  year.  We 
expect  that  during  the  coming  jear  at  least  20  pastors  will  be  fnlly 
sapported  by  the  people.  •  • 

This  brief  report  gives  very  little  idea  of  the  earnest  work  that 
)B  being  di  ne  by 'the  twenty  pastors,  and  one  hundred  and  twetvis 
bul'-pastors  within  the  twelve  hundred  and  twenty-two  villages  lu 
Wbicn  Christians  live  in  this  district.  Nor  can  any  one,  who  has  not 
had  any  experience  in  the  work,  understand  how  much  constant  pe¥- 
sfstent  work  is  teqinrei  in  ofder  to  lead  the  nearly  14,000  Christians 
in  the  district  into  a  real  Christian  experience,  so  as  to  enable  them 
to  walk  woirthy  of  the  name  of  Christ.  Working  with  tho  Holy 
Spirit,  however,  wo  expect  to  accomplish  this  end,  Porh^ips  the 
most  encouraging  fature  of  the  work  is  the  growth,  mentally  and 
spiritually,  of  the  Ilindust'Oii  preachers  and  teachers ;  and  ns  they 
gro  ▼  their  earnestness  ai]d  faitlifulnes3  in  teaching  .'their  peo[»l^ 
increase  also.  ' 


H  PRSStlilW  SOBERS*  mPORTS. 

OAUHWAT4  DTSTniCT. 

Mm.  J08EP11  B.  Qiiin  PrrBl<}iRg  Elder. 

There  are  important  placet  in  all  compaigni  whiob,  eneetacnrad. 
hring  dismay  to  an  enemy  nnd  the  promiie  of  ipeedy  viotory, 
Qarhwal  it  tuch  an  important  field. 

In  a  hot  country  in  the  tropfos,  liko  India,  it  wat  Inevitable  thai 

water  be  he*d  in  high  esteem,  and  that  Urge  r>ert,  like  the  Gang ti 

and  the  Jamna,   thonld   be  greatly  prized.      Among  iiolateri,  like 

thoae  of  India,  who  had  long  lott  the  knowledge  of  the  true  Qod,  it 

wtt  not  diftcnlt  to  deify  these  great  rirert.     And  they  were  deified. 

f  Oarhwal  oontaina  the  aourcrt  of  the  Gangei  and  Jamna.     Guided  by 

/  tjieir  banks,  pioni  men.  aget  ago,  climbed  to  high  hillt  and  ettablithed 

I   ahrineB,  which  ultimately  became  rery  famoat,  at  they  are  to  tbft 

'  day. 

The  Baddhittt  tonght  a  misiionary  field  at  well  at  a  place  for 
retirement  and  meditation,  and  they  came  to  Oarhwal  three  centuriet 
before  Christ.  We  ha?e  the  very  namea  of  these  mitiiooariet.  One  was 
Kastapo  (Katyapa)  and  the  other  wat  MMJjbima  (iTadhyama^. 
Whmi  the  Sanobe  tope  wat  opened  by  Major  Cunningham,  in  1851|  a 
imall  atoatite  casket  was  discovered,  nnd  on  the  outaideofthe  lid  wae 
tbe  intoription  ''  Relict  of  the  Emancipated  Katyapa  Ootra,  Mitetoo* 
try  to  the  whole  Hemawanta"  Th«s  casket,  it  is  stated,  oonid  not 
hare  been  deposited  later  than  220  D.  C. 

Sanksrachariya,  a  great  leader  among  Brahmint,  came  to  Garh* 
wal  during  the  eighth  century  of  the  Christian  era,  and  traoted  many 
iemplet  which  are  still  standing.  This  was  the  period  of  the  reviTal 
of  Brshminism.  He  cime  from  Southern  India,  and  he  ousted  tha 
J)uddhists  from  the  shrines  and  put  them  under  the  care  of  priesta 
from  South  India.  The  successors  of  these  men  still  hold  the  ground 
and  carry  on  the  priestly  otfices.  The  son  of  one  of  these  prieata 
attended  our  mission  school  last  year.  'Rut  tbe  traces  of  fiuddhiam 
are  there  still  ;  for  contrary  to  Brahmin  ritual  all  castes  eat  together 
at  these  shrines;  and  the  high  priest's  remaint  are  buried  and  bis  tomb 
preterred^ 

Near  Kidarit  tbe  orce  famous  Bairat  Thaoip,  a  rock  whence 
Infatuated  de?otees  formerly  threw  themselves  OTsr.  a  deep  precipice. 
Tbe  suicide  wss  promised  heaven.  We  Christians  come  not  to  preach 
death  but  life— eternal  life  here  began  but  continued  in  heayen. 

The  rei>idenc  population  of  Garhwal,  with  tbe  Itajah't  territory 
thrown  in,  hardly  exceeds  three  quarters  of  a  nuUion,  yet  the  stream 
iif  pilgrims  from  the  whole  of  India  never  cesses.  Our  work,  however^ 
is  obiefly  with  the  native  Garbwalee?.  Not  reckoning  the  foreign 
mittionaries  and  at^sistant  missionaries,  we  havo  ut  Ibis  time  twenty- 
eight  men"(that|is,  three  conference  ministers,  twH^e  local  preseherai 
and  thirteen  exborters;  all  married  men)  who  oceupy  23  different  sta- 
tion! or  preaching  ceqtert. »  These  men  are  prei^chers  of  (l^e  Gotpe) 
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(some  ire  teaehers)  and  pastors  of  tho  800  nfttiVe  CbrbtiMiB  of  ih» 
district.  lb  reqaires  a  journ^jr  of  31  marclies  td  oomplete  a  tour  of  tbt 
out-atatiooB.  One  month  of  time  it  needed  to  stiiy  a  ainglo  niglit  al 
a  place,  and  to  stay  a  few  daya  in  each  place  requires  three  montba' 
time.    Steep  mountains  hare  to  be  climbed  and  rirers  crossed. 

We  can  trace,  geegrapfadcallyi  the  eneroaohnlent  of  eaate  KindiiSy 
and  We  find  tbem  located  near  the  prinolpai  higbways.  FariiMr 
back  and  in  remote  places,  ve  find  the  Kassiyas  and  the  Dottii 
oeitber  of  whom  are  entitled  to  wear  the  sacred  thread.  AU 
castes  knot  the  bair  on  the  crown  of  the  head  ;  ami  this  being 
a  custom  of  Hinduisnl,  we  cot  off  this  knot  at  baptism.  Yet  jwat  by 
year  we  bare  trouble  with  new  converts  who«  under  a  little  pressttm 
from  their  neighbours,  again  assume  this  idolatrous  sign.  Poiy^^my 
and  cbild-marriage,  as  well  as  the  custom  of  pnrchasiag  the  bridd  fdr 
money,  stilly  continues,  atid  soaroely  a  year  passes  that  ire  har^  nob  ^ 
trouble  with  new  oonrerts  in|an  effdrt  to  break  down  these  caitoois  | ' 
bbt  we  are  making  decided  progress. 

A  complete  list  of  baptisms,  sinda  tbe  Mission  ii^as  opened^  (thtHrf 
years  ago),  reaches  to  1,300,  one-third  of  these  arB  either  dsiad  or 
removed  to  other  distriets.  Qarbwal  has  indeed  giTon  a  number  df 
workers  to  Mission  stacions  elsewhere,  and  the  inhabitauta  hare  with 
difficulty  found  openings  at  home  for  their  chitdreo,  hedce  many 
migrate  to  larger  hill  stations^  where  they  find  senrice. 

We  are  only  beginning  to  recover  from  the  effects  of  a  searotty 
of  food  which,  with  but  shglit  ihtermission,  continued  for  aev^M 
years  past  Several  times  it  smoiinted  to  famine.  At  two  plaoSBf 
namely  near  Hard  war  and  neat  Kidarnath,  the  plague  broke  oab 
during  the  year,  bnt  happily  it  wa9  checked  before  it  had  ttiDl»  to 
spread.  It  is  a  fact,  howerer,  that  in  Garhwal  the  plague  is  »t  HaMi 
endemic.  Poverty,  Ion;;  stored  ahd  rotting  grain  with  filthy  ^illagtt 
surroundings,  furnish  the  conditious  needed  fot  this  disease.  Ita 
local  name  with  us  is  Mahamarre,  or  the  great  death. 

We  live  among  a  superstitious  pedple.  Some  short  time  ago  a 
theft  occurred  in  Fauri.  A  wanderihg  devotee  said  he  eottld  t#8M 
the  thief.  He  put  a  gourd  on  a  stick  and  said  the  :croM  ihost  foltwiT 
it.  Two  hundred  persons  of  the  villsge  followed  tliat  gourd,  thJiskiiif 
the  dead  thing  could  track  the  thief.  Of  eonrae  somb  one  helped  the 
gourd  to  move.  They  followed  it  a  mile  to  my  lioQie.  trbea  I  iwatit 
out  sad  alone  dispersed  the  mob  and  broke  tbb  spell.  The  people 
dispersed  disappointed. 

Garhwal  is  one  of  the  headquarters  bf  idolatry.  Svery  foot  el 
its  soil  is  believed  to  bo  as  saersd  as  Benares.  But  God  mlea  in 
heaven,  and  earth  knows  his  laws  ;  therefore  wrotig  and  error  eadnot 
permanently  flourish.  Where  they  do  flourish,  darkness  prevails. 
Now  light  has  come.  Truth  is  spreading  and  its  progress  can  mo 
more  be  arrested  than  can  the  Mississippi  iu  its  flow.  JHlfiii^tbe 
past  year  one  of  our  preachers  visited  a  remote  village  and 
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aorbss  a  Hindu  readiug  the  Bible  attentively.  The  temples  are 
endowed.  Sotae  have  Urge  incomes.  The  unregenerate  hearts  o! 
unholy  men  constantly  dispute  over  the  spoils.  It  seems  impossible 
to  find  a  man  who  can  handle  the  money  honestly.  Pilirrims  who 
visit  the  shrines,  hoping  for  spiritual  help,  come  away  disappointed. 
It  is  true  of  every  idolatrous  shrine  in  India  that  there  is  no  help 
toward  a  knowledge  of  God;  no  relief  for  a  heart  burdened  with  sin. 
A  counterfeit  of  salvatioa  is  sold  for  gold  only.  The  real  thing  is 
not  there.  Multitudes  weary  their  limbs,  bathe  their  bodies,  paint 
their  faces,  but  the  heart  is  uncircumcised  and  uochanged.  The 
pilgrims  carry  back  the  news  to  their  homes.  A  prophecy  is  out  that 
the  sacred  power  of  the  Ganges  is  soon  to  depart.  It  is  departed. 
The  Indian  world  will  soon  learu  the  truth.  The  terms  of  salvation 
at  idolatrous  shrines  are  on  strict  business  principles.  No  pay,  no 
^  salvation.  The  Christian  Bible  clearly  points  out  the  destiny  of  all 
*  supporters  of  idolatry  and  of  all  the  n%tion8  that  forget  (}od. 

We  have  had  5*J  baptisms  during  the  year.  Many  of  our  people 
aire  growing  in  a  knowledge  of  God. 

We  have  done  more  in  our  efforts  for  self-support  than  during 
the  previous  year.  We  have  bad  a  practicsl  illustration  of  it,  too, 
where  in  a  nee^ly  place  the  sum  allotted  to  erect  a  preacher's  house 
waa  spent  collecting  the  material.  In  the  dilemma  we  called  for 
volunteers,  and  some  15  Christian  boys,  with  several  teachers  and 
preachers,  walked  23  miles  to  the  spot  and  spent  the  Sabbath.  On 
a  Monday  morning  they  obtained  a  few  stonemasons^  and  after 
prayer  to  God  for  help  began  the  work.  On  the  following  Saturday 
eretn ng  one  room  was  finished  and  roofed  and  next  day  Sabbath 
services  were  conducted  in  it.  The  Friday  succeeding,  a  seoond  room 
wae  finished  «nd  roofed  and  they  all  rejotoed  and  came  home  happy. 
Nob  counting  the  food  of  those  Christian  boys  and  men  (whose 
eatins:  cost  no  more  than  it  would  have  done  at  home)  the  entire  cost 
was  Rs.  39. 
.  From  the  first  our  converts  have  been  among  a   class  that  owned 

I  no  land  and  were  only  tenants.  Our  people  now  have  an  ambition  to 
own  their  land,  and  some  do.  One  brother  ha^  fallen  heir  to  a  large 
estate,  and  it  promises  to  be  a  field  for  a  good  central  mission  cirouit. 
Give  us  a  little  time  and  with  God's  blessing  our  people  will  show 
results  of  thrift  and  work. 

Much  progress  has  been  made  in  the  past  year  on  building. 
The  Ladies'  Home  of  the  Woman's  Foreign  Missionary  Society  has 
1)een  built ;  other  buildings  for  the  orphanage  and  boarding  school  are 
neariog  completion.  A  missionary's  residence  has  been  erected  at 
GodoUi.  It  is  roof<>d  in,  but  not  finished  as  yet.  Two  preachers' 
houses  have  been  erected,  and  stones  for  two  more  are  partly  collected 
on  different  circuits.  All  this  is  in  the  line  of  permanent)  occupation 
of  the  territory  and  is  a  necessary  preliminary  to  the  spread  of  the 
iHMrk. 
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OodolU  Circuit, — ^Dr.  and   Mrs.   Ashe,  miBsionaries  ;  two  local 
preachers. 

Dr.  W.  W.  Ashe  writes : — We  have  had  a  fairly  good  year  at 
Godollt.  The  Lord  has  been  yery  gracious  to  us.  Out  of  oar  family 
of  fifty- two  only  one  death  has  occurred.  That  was  a  case  of  acoi- 
dental  f>oisoning.  While  we  have  felt  the  pressure  of  theiamioe 
considerably,  we  have  been  spared  the  care,  anxiety  and  toil  that 
many  of  our  less  fortunate  brethren  haTe  bad  to  contend  with.  The 
plague  was  stayed  almost  at  oar  door.  We  ane  now  rejoiciiig  over  a 
plentiful  harvest.  For  all  these  bldisings  we  lift  our  hearts  in  gratis 
tude  and  praise  to  our  Heavenly  Father. 

We  have  made  a  beginning  on  the  farm  work.  The  dwelling* 
house  of  the  missionfiry-in-charge  is  nearing  completion.  -  We 
had  the  m'sfortnne  to  lose  a  lot  of  tea  that  otir  Christian  boys  had 
ni'tde,  bythe  collapse  of  the  old  tea  factory.  The  young  orchard  is 
growing  nicely.  We  have  a  good  variety  of  trees  ;  oranges,  apples, 
pear«,  peaches,  apricots,  etc.  All  of  which  thrive  in  this  climate. 
Through  the  kindness  of  a  friend  we  h^ve  secured  a  small  'printing 
out  fit ;  some  of  the  boys  are  learning  to  print.  We  have  distribntei 
a  few  leaflets  and  verses  printed  in  Garhwali.  We  are  making  a  kind 
of  small  native  bed  or  cot  which  we  purpose  putting  on  the  market 

The  medical  work  is  greatly  hindered  for  want  of  a  hospital  and 
equipment. 

Kainur  Cireuit,  Rev.  Ewankin,  local  deacon,  Mrs.  Margaret 
Ewankin,  minister's  wife^  two  local  preachers,  three  exhorters,  two 
teachers.  Brother  Kwankin  has  done  some  work  duriuic  the  year. 
Pressure  of  scarcity  of  food  was  severely  felt  on  his  territory.  A  few 
baptisms  have  taken  place. 

Lansdowne  Circuit.  Rev.  F.  W.  Green  wold,  native  elder,  lira. 
Chauthai  Qreenwold,  minister's  wife,  two  local  preachers,  two  exhor- 
ters. two  teachers,  with  their  wives. 

The  work  in  the  circuit  has  been  considerably  affected  by  the 
famine.  Many  of  the  inquirers  of  last  year  in  Lansdowne  werebaptia- 
ed  this  year.  The  good  school  we  had  here  has  been  interrupted  by 
the  coming  of  a*  Hindu  English-speaking  babu  who  managed  to  get  the 
Hindu  pupils  to  leave  our  school  to  join  hi?.  This  man  having  beeH 
a  station  master  on  the  railway,  it  is  believed  he  will  not  stay  long, 
and  that  his  making  a  school  at  all  is  only  a  matter  of  tempor^'F 
convenience  to  himself.  Christian  services  are  regularly  maiotain^^ 
and  a  fair  congregation  attends,  including  the  Christian  young  m®** 
in  the  regiment. 

When  starting  for  the  war,  several  of  the  soldiers  asked  Bro. 
Qreenwold  to  come  to  their  quarters  and  pray  for  them,  and  ho  did 
so.  Colonel  B.  C.  Graves,  who  now  clos-^s  his  military  career  by  the 
age  limit,  has  kindly  remembered  the  Mission  each  year,  and  this 
year  also,  by  sending  a  subsctiption  which  has  been  duly  recorded 
and  spent  aa   he  desired. 
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PmurilOircmU  Rev.  J.  11^  Gill  wi  Mm.  OiU.  suBWo^ies  ; 
MiBs  Kyle,  W.  F.  M  S.  miBsionary  ;  Key.  D.  A.  Cbowfio,  nativa 
nmioter,  Mrs.  Chowfio,  ipinister'si  i^ife;  two  W.  F.  M.  S.  assistants, 
«ifibt  Sibk  roderfi,  eleven  tea^ben*  ten  lopal  praecbers  and 
•sdiOBtera. 

Itar.  n.  A.  Chowfio,  writee  :->-Tbia  ciicnit  is  divided  into  sev- 
aial  $ab>oircuiia,  wbich  sr^e  in  charge  of  worthy  breibren  vho  hold 
leligiQua  maetipga  and  visit  Chrisiinn  and  non-Chsiati&n  peopU  in 
their  reapeotive  staitions.  Special  attention  baa  been  paid  to  the  teach- 
ing-fM^d  the  bnildiog  np  in  obaract^r  of  the  Christiana.  On  the  whole, 
the  work  has  been  prosperous  thi«  jear*  Xbe  church  here  la  growing 
in  giAoe.  Several  baptispa  during  the  yea,r  hi^ve  taken  place.  More 
than  3Q0  ehiUren  btudy  the  word  of  God  i^  our  Sunday  scboola. 

The  Girls'  Boarding  school  and  t^  Boya'  Day  school  are  doing 
leal  gocd  work.  The  latter  passed  five  boys  iq  the  English  Middle  #  ^* 
ajniipaliDO  last  year.  Specif  attentiQin  is  paid  to  scripture  btudy.  £p- 
math  Leagae  goes  Qo,  ai^d  is  doing  very  goou  wo^k,  and  it  is  hop^ 
thalb  it  may  prove  a  mea^is  a(  drawing  m^ny  aoula  to  oor  Lord  Jeavm 
Chciaft. 

T^tt  HiaaiQiSL  di^enswy  here  h^s  alio  p^o^ved  i^  gres,t  help# 

Xbaceie  an  iwak/auae  field  hefpre  us  to  work  iA  for  Iha  Maatcr. 
Hay  60^  bless  thiS)  field  siid  sand  more  workers, 

Bamni  Circuit.  Kev.  Sabine  ^lansell,  native  minister,  Ifrs.  BaUa 
Sea?  Man^ell,  minister's  wife^  tvp  locfil  pc^achera  and  iwQ  Bible- 
Baideia*  and  one  teacher. 

I'hia  circuit  baa  at  preaent  two  ^ppointfOientB  where  work  ia 
•aaried  om^  th^t  ia,  in  Ramni  village  an,d  at  Nandprya^.  Two  other 
appointments,  named  Baindli  Gbandpore  andPokktri  Nagpone^  aM  left 
tftbe  auppli^d.  This  pircuit  includes  the  Qprbh^ri^  part  o{  Gajcbwal. 
The  i/egion  ia  generally  l^igb  and  rery  healthy.  It  contains  lovely 
valleys  with  inhabited  bill  sides.  Many  of  t^  ppopla  are  Kbaaiyaa 
and  Dcmn,  with  also  high  caste  Hindns.  ^me  qbildren  Ironx  this 
tanitofy  stipend  the  Central  Mission  sphool  at  PaJ^ri.  There  is  oda 
smalUchopl  containing  tweoliy  bpya,  of  wl^on^  eight  can  read.  I  faith- 
fiBl)yitip^ra^ed  in  my  territory,  and  have  been  awi^y  f|i<pm.ii|y  bead  %uax« 
teas  al«^o^t  GOdaya.  My  helpera.  Lama  and  A,pd^ioyoS;hi^ve  alao  viaited 
many  viUagea.  The  work  here  is  entirely  new.  The  people  bavins; 
oevei;  beaf d  o{  Christ  before,  of  pourse  bi^t  few  baptisms  can  be 
teported.  But  there  ia  no  dQubt  that  a  great  deal  of  good  seed  has 
heei^  sown  in  the  past  year.  Thousands  of  Christian  tracts  were 
distributed  on  the  pilgrim  route.  An  average  of  thirty  persons  have 
been  relieved  by  medicines  every  month,  while  Brother  and  Sister 
Mf^naell  were  at  Ramni.  Many  friendsbipa  have)  been  mfide  among 
tl)p  viUagea*  Pour  Sunday  schools  are  ma^ntaii^ed^  with.a  total  atten- 
^snpe  of,  al^ot^t  75  pupils*  No  house  b^  yet  been  built  at  EUmni.  The. 
gi;^l)p]P,in  cbfr|;ai  with  his  fainilyand  helpara  oqoupy  a,  temporary 
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hot.  We  h&ve  made  a  strong  appeal  and  hope  to  have  a  honae  surely 
this  eooaing  year. 

Srinagar  Circuit,  Bey.  Edwatd  Tbomaon,  natire  minister  and 
native  dootor,  Mra.  Gonda  Tbomaoo,  minister's  wife«  two  exbortera 
two  Bible  readera  and  one  teacher. 

For  want  of  a  house,  I  hare  lived  at  Panri,  and* visited  my  cir* 
euit  regularly,  irbioh  is  a  few  miles  distant.  I  made  an  itinerating 
tour  in  Tehri  territory  whioli  was  very  profitable.  I  prenched  and 
diatribotcd  traots  as  I  went  along.  Some  Cbrietians  live  in  the  new* 
bazaar  among  wbom  religioua  service  ia  maintained.  Brotbet  Pttr«» 
also  keeps  np  bia  visit  to  the  leatber^makers  and  shoe-makers.  We 
expect  frnrt  among  these  people.  Three  ChriatiMh  familiea  live  ai 
Upbalda.  We  have  a  day  school  with  twelve  nupila.  Being  on  the  pUg.^ 
rim  rontaas  everal  books  were  sold  during  they<far,  and  conversation 
held  with  pilgrims.  Some  signs  appeared  smong  the  people  of  % 
desire  for  tne  truth.  We  pray  that  the  banaec  o{  Cbr  St<  may  be  iin« 
fnrled   in  Tebii. 

Bro.  Tbomson,  on  aoconnt  of  his  medioal  knowledge,  is  g^stly 
Beedsd  at  head*qnarters  sndhas  dooeeomegood  work  in  that  hne^  as 
well  as  giving  every  assisiMoe  in  preaehing  and  oonducting  the  Mar- 
ions leligious  meedDgs. 

QONDA  DISTRICT. 

« 

Rav.   Wif.  PBTBfts,  Presiding  Elder. 

AHhoagh  the  la^t  two  years  were  such  that  tlieir  heart-rending 
trials  cannot  be  amply  described  here,  for  universal  famine  pre- 
vailed^  and  the  most  stout-hearted  dispaired  and  lost  heart,  yet  th» 
Lord  did  not  forget  us.  Most  of  the  population  passed  such  awful 
times  that  we  earnestly  beseech  the  Lord  to  spare  us  the  sig^t  of 
such  days  again.  I  thank  God  from  the  bottom  of  my  heart  that  at 
a  time  when  many  were  dying  of  hunger  everywhere  around  us; 
He  graciously  provided  the  Chrifttiaos  with  food,  so  that  none  actually 
died  of  hunger,  though  all  could  not  obtain  their  two  usual  meats. 
Those  who  cultivated  and  the  day  labourers,  in  this  confusion  left 
their  hamlets  and  shifted  towards  Nepaul,  because  grain  waa  some- 
what cheaper  there,  and  they  could  better  support  themselves  by 
ordinary  labour,  etc.  It  is  hoped  that  in  bettor  times  and  with  the 
return  of  good  seasons  they  will  all  come  back  to  their  homes.  Our 
poor  brethren  are  deeply  thankful  to  their  American  benefactors 
who  in  sympathy  sent  their  grain  and  gold,  and  saved  many  from 
the  jaws  of  death,  and  they  can  never  forget  the  obligation  as  long  as 
they  live.     May  the  Lord  reward   our  benefactors. 

During  this  period  we  had  to  look  after  and  to  support  the- 
people  in  every  possible  way.  Difficulties  arose  on  every  side  ;  and 
on  account  of  the  reductions  in  our  sppropriations,  some  portions  of 
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the  work  had  to  be  closed ;  bat  the  Lord  Meet  His  work,  anl  qnite  a 
large  number  of  people  ao3(^p^ed  Onrist  in  the  two  zilaa  which 
oonstiiate  our  district.  This  district  is  very  extensive,  and  it  is 
impossible  for  so  few  workers  to  be  able  to  cover  the  whole  area.  It 
appears  desirable  to  prepaFe  workers  out  of  the  newly-bapti«ed  men; 
hot  first  of  all  there  is  an  urgant  need  of  teachers  to  prepare  these 
workers.  I  believe  that  Qod  will  Himself  make  some  arrangement 
for  His  work.  I  give  an  example  :  Kaisurganj  is  a  circuit  with  170 
Christians,  and  its  villages  are  generally  14  or  16  miles  apart,  while 
it  has  only  four  workers.  How  is  it  posaible  for  them  to  give  instruo- 
tions  to  such  a  nomber  and  at  such  diotances.  Similarly  with  other 
etrcttits.  Everywhere  the  work  is  spreading,  but  the  workers  are 
few.     Oo(i  will  not  forget  His  people  nor  will  He  forsake  them. 

I  have  divided  this  district  into  seven  circuits,  and  in  aJl  of  tKem 
the  brethren  have  worked  with  their  heartland  soul.  There  is  no 
station  which h%8  not  produced  some  fruit  and  gathered  souls  into  the 
fold  of  Christ.  From  every  class  of  people  men  have  accepted  Christ. 

Our  two  boarding  schools  aUo  showed  an  improvement.  The 
Lord  blesses  His  people  in  every  way,  and  their  number  constantly 
irci^ases.  He  shows  us  wonders  which  we  never  hoped  for.  This 
year  I  went  several  times  to  the  villages  where  Christians  are  living, 
and  thus  I  saw  all  the  villages,  aooompanied  by  my  fellow-workers, 
and  found  their  spiritual  condition  very  good,  and  temporal  condi- 
tion  fairly  good   under  the  ciroum stances. 

In  this  district  there  are  several  places  where  it  is  extremely 
diffic\ilt  for  the  preachers  to  reside,  as  the  climate  is  sickly  and  dis- 
agreeable, bnt  they  are  glai  to  bear  their  trials  patiently  for  the 
glory  of  Christ.  ' 

The  Gospel  has  been  preached  to  the  borders  of  Nepaul,  and 
now  its  light  is  begioning  to  snine  in  every  corner  of  the  country.  It 
is  hoped  that  the  day  will  soon  airive  when  Christ's  banner  will  be 
firmly  established  in  all  these  places.  Every  preacher-in-charge 
has  sent  in  bis  interesting  report,  but  for  want  of  space  these  cannot 
be  included  in  this,  though  some  give  thrilling  accounts  of  the  year's 
work.     In  every  station  some  new  work  has  been  started. 

All  the  schools  show  an  improvement  in  their  spiritual  as  well 
as  secular  teiiching«  and  I  am  happy  to  report  that  nearly  all  of 
them  are  now  receiving  Government  aid,  and  the  departmental 
authorities  are  quite  satisfied  with  them.  A  number  of  new  schools 
can  be  started  by  a  very  little  help  from  the  Mission,  as  Government 
has,  under  its  new  scheme,  decided  to  increase  its  allotments  for 
educational  grants  in  these  parts. 

I  hope,  with  the  help  of  God,  there  will  be  greater  success  in 
the  future. 
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KUMACN  DISTRICT. 

Bbv.  S.  Knowlss,  Presiding  Elder. 

Thirty-nine  years  ago,  on  the  25th  of  last  August,  a  company  of 
mianonaries  met  in  a  room  in  Garden  Hoiyse  at  Kaini  Tal.  Thib  company 
was  oompoaed  of  Bev.  W.  and  Mrs.  Butler,  Uev.  J.  L.  and  Mrs. 
Humphrey,  Rev.  R.  and  Mrs.  Pieroe,  from  America  ;  Mr.  and  Mrs. 
Parsons  and  Mr.  and  Mrs.  Knowles,  from  England,  with  Brother  Joel 
Janvier  and  Brother  Samuel  and  his  wife,  our  first  native  helpers  in 
this  country.  Like  the  hibtorical  gathering  of  the  twelve  *'  with  the 
women  and  Mary  the  mother  of  Jesus,  and  with  his  brethren," 
whioh  tooic  place  in  an  upper  room  at  Jerusalem  twenty  centuries 
ago,  the  earnest  prayer  of  this  assembly  was  for  the  *'  demonstration 
of  the  Spirit."  Its  language  was  :  **  0  Ji^ord,  send  forth  thy 
light  and  thy  truth  ;  let  thy  work  appear  unto  thy  servantb."  How 
this  ancient  prayer  has  ag>iin  been  answered,  let  thn  enthusiastic 
musters  cf  our  many  .discriot  congregations,  and  the  statistics  of 
our  five  annual  conferences  partially  tell  !  As  that  email  conven* 
tion,  and  another  enlarged  by  the  addition  of  eleven  more  mission- 
aries that  met  in  Hussainabad,  Lucknow,  a  year  afterwards,  under- 
stood God's  work,  felt  its  importance,  realized  its  grand  utility  and 
adaptation,  and  obeyed,  as  far  as  they  could,  its  imperative  demands, 
so  this  may  be  said  now  in  a  much  greater  degree  with  regard  to  our 
present  conferenoes.  Never  in  the  history  of  Christ's  church  did  God's 
just  and  holy  work  command  more  the  esteem  and  love  and  intelligent 
seal  of  his  missionary  servants,  both  native  and  European,  than  at 
this  end  of  the  nineteenth  century.  And  looking  at  our  M  issiun  in 
India  alone,  if  from  so  Rmall  a  beginning  God  has  made  his  work 
appear  in  so  wonderful  a  way  in  39  years,  what  may  we  not  prayer- 
fully and  hopefully  expect  God  to  show  his  labourers  in  this  vast 
empire-field  in  another  fifty  years  ? 

Like  the  pure  stream  that  pulsates  unseen  through  the  granite 
arteries  of  the  everlasting  snow-clad  Himalayas,  and  then  breaks  out 
from  under  the  glaciers  hito  the  light,  and  thunders  down  through 
the  Hardwar  sacred  gorges  to  forogi  the  mighty  goddess  twin  rivers 
that  give  life  and  freshness  and  beauty  and  plenty  to  India's  richest 
plains,  so  unknown  by  ^  the  world,  this  first  and  happy  colligation 
of  a  few  believers  in  Naini  Tal,  who  had  no  better  place  of  worship 
than  a  cleaned-ont  sheephoase,  owning  not  an  inch  of  land,  nor 
possessing  a  rupee's  worth  of  property  in  this  oountryy  was  the  foun* 
tain,  made  true  and  pare  by  the  mystic  touch  of  Christ,  from  whioh 
the  streams  of  divine  blessings  flowed  to  reach  the  hearts  and  homes 
of  tens  of  thousands  in  this  teeming  land  of  the  Vedas  and  Puranas  and 
Quran  ;  helping  to  swell  the  great  family  of  God  in  heaven,  and  on 
earth  to  create  the  beautiful  fruits  of  divine  influence  in  the  family 
and  place  of  businesSj  Hud  the  loviog  deeds  of  Christian  benevolence 


idT 


PBSSWim  X&t>JtitSf  HJSPOttTS. 


1 


in  the  land,  to  bring  the  knowledge  and  power  of  the  dlTine  perfec- 
tions of  Christ  to  bear  on  the  dark  despair  of  idol-worvhip,  and  to 
transform  into  the  divine  image  of  Christ  thousands  of  otherwise 
lost  souls. 

To  oome  to  our  work  in  Naini  Tal  and  the  district.  We  joined 
oar  appointment  in  Februarj  last ;  and  after  working  for  a. few  weeks 
in  the  Bhabar,  at  the  foot  of  4;he  Haldwani  hills,  and  then  in  March 
organising  the  work  in  Naini  Tal  for  the  summer  months,  I  started 
on  a  tour  to  visit  Dwarakat,  and  the  North-Eastem  part  of  our 
Kumaon  district.  I  was  accompanied  by  Brother  Shib  Dutt,  who 
was  cf  the  greatest  help  to  me  on  this  interesting  though  difficult 
journey.  At  Dwatahat  we  found  Brother  and  Sister  Rockey  well 
settled  down  to  their  various  forms  of  Mission  -work.  Their  three 
out^stations  well  manned  ;  their  boys'  and  girls*  boarding  schools 
well  filled  and  productwre  of  great  good  ;  their  hospital  and  dispen- 
sary popular  and  mdst  useful  ;  and  their  religious  services  earned  oil 
with  vigour  and  encouraging  resnlts.  After  holding  Quarterly 
Conference  we  started  for  Dharohula  in  Bh6t. 

It  took  us  seven  days,  with  as  many  hatd  maMhes,  over 
giddy  heights  and  through  malarious  valleys,  to  reach  our  station  at 
Dharchula.  The  way  to  this  place  is  certainly  difficult,  but,  thanks 
to  the  Government  for  good  roads  and  safe  bridges,  it  is  ncjt  inaocee* 
sible.  We  received  a  hearty  welcome  frodi  Miss  Doctor  Sheldon  in 
her  hospitable  but  lonely  home,  perched  on  the  side  of  a  mountain 
like  an  eagle's  nest,  and  orerlooking  a  village,  the  Dharchula  valley, 
and  the  roaring  black  Ganges.  We  found  Dr.  Harkua  Wilson,  who 
is  in  charge  of  the  circuit,  yisses  Sheldon  and  Brown  with  all  their 
helpers,  ready  to  move  up  two  marches  beyond  to  their  summit 
borne  in  Biyas.  The  BbdUyas,  too,  as  their  burnt  and  deserted 
villages  on  the  way  testified,  hud  all  moved  up  frum  this  valley  to 
the  heights  of  more  northern  Bhot.  As  we  cotild  not  acoompatiy 
our  brethren  and  sisters,  we  contented  ourselves  with  holding  our 
Quarterly  Conference,  and  having  such  tneetings  as  the  time  allowed. 
There  is  an  encouraging  work  here  among  the  families  of  the  noma- 
die  traders  and  villagers  in  the  valleys  in  the  winter,  lind  higher  up 
in  Chandas  and  Biyas  in  the  summer.  Dr.  H.  Wilson  in  one  direo^ 
tion,  and  Misses  Sheldon  and  Brown  in  another,  lately  made,  as  far  as 
coming  back  alive  and  uninjured  went,  successful  though  arduous 
flips  into  Thibet. 

Vanr  more  difficult  matches  brotght  us  back  into  the  beautiful 
Shor  valley,  where  we  passed  through  miles  of  fields  covered  with 
tich  grain  ripening  to  the  harvest,  mostly  cultivated  by  native  Chris-- 
tians,  and  where  we  ilere  introduced  to  Mtips  Budden  and  her  prosper^ 
eus  work.  We  spent  three  days  in  this  charming  place,  examining 
accounts,  looking  into  ail  departments  of  the  work,  and  holding 
special  services.  We  foand  boarding  schools,  hospitals,  women's 
hm^B,  ttttd  evaogeliBtio  Work  had  bU  developed  in  a  very  enooaraging 
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way  under  ttie  masterful  zeal  and  strong  faifch  of  Mifs  Badden  and 
her  coadjutors,  with  tlie  efficient  help  of  the  pastor,  Brother  B. 
Patrus 

Six  marches  of  hard  np  and  down  hill  work  hrought  us,  on  the 
Ist  of  Maj,  baok  to  Naini  Tal,  where,  encouraged  and  strengthened 
both  phjsioally  and  morally  by  our  tour  in  the  interior,  the  prayer 
was  ountinaally  in  oar  hearts  and  on  our  lips  that  God  would^make 
bis  work  appear  unto  us  daring  the  season. 

And  if  onr  Vernacular  and  English  services  being  well  attended 
by  serious  and  attentive  people ;  if  the  ministration  of  the  Gospel 
obtaining  access  to  the  understanding  and  finding  a  lodgment  in  tbe 
hearts  of  earnest  listeners  ;  if  sinners  being  converted,  and  Christians 
being  built  up,  growing  in  knowledge  and  grace  ;  if  all  the  members 
of  our  church  living  in  peace,  realising  the  Uod  of  peace  with  them — if 
all  these  things  are  an  evidence  of  God's  work  appearing  to  bis 
tervants — then  looking  over  tbe  labours  of  the  past  year,  we  have  the 
right  to  rejoice  that  God  has  so  far  answered  our  prayer. 

Thia  is  not  all  we  have  to  show  for  the  efforts  put  forth  daring 
tbe  past.  There  is  something,  to  my  mind  very  encouraging,  in  tbe 
thought,  thatin  this  one  hill  station  alone  th^e  are  two  generations 
of  respectable  Hindus  liring  to-day,  who  have  grown  np  since 
1858  under  the  Christian  instruction  of  the  Mission  and  who  are 
astarated  by  religious  teaching.  And  weknow  a  nnraber  of  these  are 
avowedly  Christians  at  heart.  Ic  is  trae  they  have  not  as  yet  the 
courage  to  confess  their  convictions  openly ;  but  tbe  time  is  not  far 
off  when  the  truth  will  set  them  free,  and  they,  too,  shall  break  oat 
of  the  iron  circle  of  caate,  and  join  in  triumph  the  already  two 
millions  of  freed  Christians  in  India;  and  since  our  native  and  £ng« 
liih  work  began,  39  years  ago  in  this  delightful  moantain  colony, 
hundreds  of  converted  and  revived  souls,  occupying  important  mill- 
tary,  civil,  and  commercial  positions,  have  gone  down  to  add  strength 
and  besnty  and  success  to  other  churches  and  missions  on  the  groat 
plains  ;  and  many  to  carry  the  blessed  spirit  of  revival  into  military 
camps  and  civil  congregations  in  tbe  United  Empire  across  the  seas. 

Oar  District  Conference,  held  in  Naini  Tal  in  the  second  week 
of  JSovember,  was  greatly  honored  and  blessed  by  the  attendance  of 
Bishops  Foss  and  Thobarn  and  also  by  Rexd.  Dr.  Goucher,  whoso 
name  is  so  known  and  respected  in  our  Mission  for  his  schools^  which 
bave  helped  so  mach  to  increase  and  build  np  onr  work  in  Rohilkund 
atid  Oudh.  The  presence,  prayers,  and  earnest  words  of  these  devot* 
ed  serrants  of  God  added  much  to  the  spiritual' interest  of  the  Oon« 
ferenee.  The  '*  Love  Feast"  on  Sunday  morning  was  a  time  of  abun- 
dant  refreshing  from  the  presence  of  the  Great  Master,  when  many 
from  the  Bhot  mows,  the  beautiful  shore  valley,  the  Dwarabat 
rich  plateau  and  Naini's  lovely  lake,  confessed  to  having  received 
■pecial  and  lasting  blessings  from  the  services  held  every  day  during 
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the  Sabbath,  will  be  long  remfmbeiel  for  thiir  (spiritual  in.«frac- 
tive  power,  leading  many  to  a  more  complete  consecratioa  of  (horn- 
■elTefi  to  the  servics  of  Christ. 

Bevd.  N.  L,  Rockey  reports  of  lis  work  in  Dwaral.at  as 
follows  : — 

We  returned  from  our  first  fnrlongh  in  America  to  Ind'a  lato 
in  January.  Dola}8  encountered  in  our  voyage  roade  us  arrive  roo 
late  for  Conference,  anJ  we  were  thus  deprived  of  the  counsels  of  tb© 
brethren  and  of  Mrs.  McMahon,  who  was  the  only  one  th»t  coaH. 
have  given  us  direct inforniitim  of  the  Tork  to  which  in  our  Alxeoce 
we  were  appointed.  Our  presiding  elder,  loo,  was  new  to  this  di-^trict^ 
80  we  had  to  depend  for  our  preparations  to  reach  this  distant  place 
on  the  recoUeobions  of  a  few  months  which  we  spent  here  in  charge  of 
the  work  in  1887. 

* 

We  found  the  work  and  conditions  veiy  much  changed 
from  what  it  was  when  we  then  knew  it.  Then  in  this  large  oircuit 
there  was  a  Christian  community  of  less  than  sixty,  representing  five 
families  and  Hbout  forty  school  boys  and  girls.  They  all  lived  la 
Bwarahat.  We  arrived  here  the  13th  of  February  last.  The  Christian 
oommunity  thfn  awaiting  us  consisted  of  23  school  girN,  40 
school  bp}8,  and  29  families, — a  total  of  188.  There  are  five  places 
outside  of  Dwarahnt  where  Chrifitian  teachers  and  local  preachers 
live.     Our  people  live  in  eight  different  villages. 

I  havo  visited  all  the  centers  twice,  and  have  sren  most  of  the 
people  in  their  own  homis.  Travel  i»  very  hard  through  these  hills 
Oae  can  with  difficulty  make  over  1«^  miles  a  day  and  do  Km  kind 
of  work.  Oar  out-posti  are  three  days'  march  away.  So  far  in  the 
condition  of  the  work  and  of  the  people  I  h>ive  found  very  little  to 
encourage  us  and  so  much  that  is  discouraging.  Oar  peop'e  are  so 
terribly  (terribly  is  a  good  word  to  describe  this  poverty)— so  terribly 
poor  and  so  bitterly  persecuted  that  few  others  hanger  for  a  snlvHtion 
that  brings  with  it  all  these  disabilities.  We  live  in  the  midst  of  the 
proudest  and  most  bigoted  of  the  Hindus.  The  men  are  laty  and 
quarrelsome.  They  spend  their  timet  in  the  light  work  of 
the  hovtsehold,  and  herding  cattle,  and  make  their  women  and 
g{rls  do  all  their  heavy  work  in  house  and  field.  They  do  not  like 
the  religion  that  is  destined  to  turn  their  evil  world  upside  down,  to 
set  them  to  work,  and  to  lighten  the  burdens  of  their  wives  and 
daughters.  No  wonder  that  the  arch-enemy  puts  it  in  their  hearts 
to  bitterly  oppose  us.  I  know  of  no  place  where  people  have  more  , 
need  of  Christ  and  where  they  kn<>w  lea»  of  th(^  principles  of  the 
religion  of  love.  There  is  no  pltoe  where  the  Christian  missionary 
is  more  needed,  and  so  we  aro  here  to  sow  the  seed  and  trust  the  , 
fruition  to  the  *' Lord  of  the  harvest."  The  work  is  no  harder 
here  now  thtn  tho   work  on   the  plains    was  twelve  years  iigo.     The 

bttrvest  u  gatherio^  there  uow  and  our  }iaryeat  it  m  |)U«  to^9om^     | 
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Oar  aohool  bo]r»,and  girlt  wtre  mostly  fron  among  tbe  famine 
Waifi  of  the  great  icarcity  of  several  years  ago.  Their  pbysioal 
strength  ivaa  undermined  by  the  terrors  of  those  days,  and  wis  have 
lost  five  out  of  tirenty-siz  by  death.  About  tweuty-fiye  bovB  and 
«girla  who  had  been  here  for  several  years  were  Kent  to  their  homes' 
and  to  worh^  fur  themselves,  before  we  came.  They  should  have  been 
permitted  to  stay  longer  under  the  school  training,  but  that  was 
impofsible  with  the  money  at  Dwarahat's  disposal.  Some  of  them 
are  doing  very  well.  Others  have  added  to  the  distouragements  pf 
oar  work. 

Oar  medical  work  among  villages  and  pilgrims  is  very  important ; 
4,982  patients  have  been  treated  this  past  nine  months.  Our  staff 
consists  of  the  missionary  and  his  wife,  a  lady  assistant  in  the  girl's' 
school,  three  local  preachers,  one  native  doctor,  ten  ezhorters  and 
teachers,  ten  women  and  Bible-readers — a  small  force  for  the 
territory  we  cover,  and  to  meet  the  many  difficulties  and  varieties 
the  work  affords.  Yet  we  do  not  desire  to  increase  our  staff  until 
there  be  a  better  response  from  tbe  field  which  we  are  sowing.  The 
harvest  may  delay  to  appear  but  it  will  surely  come.  ^ 

The  Bevd.  J.  S.  Humphrey  reports  of  his  English  work  in  Maini 
Tal  as  follows  :— 

H/aini  Ta^.-^English  M.  E.  Ohuroh.  I  can  think  of  but  little 
that  is  new  and  special  to  record  in  the  work  and  experiences  of  the     . 

East  year,  Onr  congregations  have  been  good,  spiritually,  and  exoelleiit    J 
I  both  car  public  and  social  services. 

Our  English  Sunday  school  was'  very  oaref  ally  organized  on  the 
flfst  Sunday  in  April.     The  sessions  of  the  school  have  been  unusually     I 
inspiring  aud  interesting.     Marked  interest  has  been  shown  in  ^the 
s^Mdj  of  (iod's  Uoly  Word. 

A  new  feature  has  been  the  opening  of  a  primary  deparfment 
proper,  under  the  charge  of  Mrs.  Humphrey,  with  an  average  attend- 
ance of  about  thirty.  This  has  very  much  interested  the  small 
children. 

In  June  we  had  a  week  of  special  services  under  the  direction  of 
Bishop  Thoburn,  which  were  much  enjoyed  and  were  a  blessing  to 
many.  Mrs.  Dease,  wife  of  Rev.  S.  Dease,  M.  D.,  died  very  suddenly  of 
chole  a.  She  was  a  gentle,  loving  disciple  of  Christ  and  a  most  ftithfiil 
and  efficient  mis»ionary. 

This  was  followed  very  soon  by  the  death  of  her  mother,  14f8« 
Fleming,  an  old  and  highly  honored  member  of  our  ohurch, 
\         Six  have  been  received  on  probation  and  four  in  full  connection,     i 
The  work  of  the  church    is  inspiring  and  hopeful,  with  much  to 
.  encourage  us  to  go  forward. 
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Rbv.  J.  H,  Mbssmobs,  Preiiding  Cider, 

The  Moradabad  dbtriot  oontaini  fonrteen  oiroalU,  haviag  M 
liggregate  ObriitiaQ  community  of  11»638  persootpliTiDg  ioSOO  tttwoa 
and  Tillages.  Inaamoob  as  the  oboroh  regiatera  have  the  names  of 
many  persons  of  whom  no  traoes  exist,  revised  lists  of  members  and 
probationers  hare  been  made,  in  whieh  the  names  of  those  only  now 
knenn  and  lesident  in  the  diatrict  are  entered.  The  old  registers  art 
presenred  and  kept  fot  futare  use  in  oase  members  should  return 
whose  names  hare  not  been  placed  on  the  revised  lists.  Some  of  the 
oircuits  hsTe  not  completed  the  revision,  and  their  statistical  retnraa 
are  made  up  from  the  old  registers.  Ihere  have  been  801  baptisms 
and  258  deaths  daring  the  year.  The  returns  from  the  oirouits  show 
a  Christian  community  of  11,638  persons,  being  a  decrease  of  2,218« 
This  decrease  is  the  result  of  the  rsTision  of  our  membership  records. 
When  the  revision  has  been  completed,  the  returns  will  doubtless  show 
etill  greater  decrease.  There  is  an  aggregate  of  237  paid  worken* 
five  only  being  foreigners.  The  number  of  adult  Christians  is  nearly 
8,000 ;  consequently  about  one  person  in  thirty-five  is  on  Miuion  pay, 
Oounting  children  and  adults  there  is  an  average  of  one  worker  tor 
55  Christians. 

The  ratio  of  one  to  fifty-five  is  high  and  ought  to  suffice  for  sa« 
tisfactory  pastoral  supervision.    But  the  majority  of  these  workers 
are  at  best  but  weak  ageneies  ;  and  the  truth  is  that  three-fourtha 
of  our  native  Christian  community  suffer  lack  of  pastoral  supervision 
and  Christian  instruction.     The  population  of  the  district  is  nearly 
two  million  ;  and  our  twelve  thousand  Christians  live  in  eight  hun- 
dred towns  and  villages  located  in  all  parts  of  the  district.    Most  of 
these  villages  are  far  from  any  road,  and  are  so  difficult  of  sccess 
and  so  widely  scattered  that  it  is  not  easy  to  give  them  pastoral 
Buperviflion,  or  provide  the  simplest  educational  opportunities  for  their 
ohildren.     The  presiding  elder  of  the  district  cannot  escape  the  con- 
viction that  a  large  portion  of  the  Christian  community  in  the  dislribt 
is  sadly  neglected.     They  are  destitute  of  the  preached  word  and  the 
ordinsnces  of  religion  ;  yet  from  their  ignorance  and  inexperience  and 
very  recent  rescue  from  heathenisroi  they  require  carefu'  and  constant 
instruction  snd  guidance,  or  they  will  surely  relapse  to  heathenism. 
In  this,  the  oldest  district  of  our  work  in  India,  we  have  spread  over 
more  territory  than  we  are  able  to  serre.    There  is  urgent  need  of 
more  foreign  missionaries  to  supervise  the  work.   Thirteen  of  the  four- 
teen circuits  on  the  diatrict  have   Hindustani  preachers-in-cbarge. 
Some  of  these  men  are  competent,  zealous  and  effective  ;  others  are 
not  qualified  for  posts  of  such  responsibility  and  should  not  ha  placed 
in  charge  of  large  circuits. 
K     Famine  in  the  Moradabad  district  was  Ie83  severe  than  in  Qtbsr 
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arti  of  North  India.  Tet  tho  pressure  of  groat  eOMVotty  bfta  been  / 
It  by  botli  praacherj  and  people.  The  B^raggle  for  bread  has  been  / 
m  aerere  that  tpiritoal  intereata  hare  aaffered.  The  ineoQTenienoe  I 
And  anfferiog  hare  proved  a  serere  temptation.  Deb^,  with  ita  dc« 
aioraliiation,  haa  weakened  the  moral  and  apiritual  eSeotiveneaa  of 
■ome  of  our  agents,  and  haa  entirely  deatroyed  the  uaefulnesa  of 
Otheii.  The  ain  of  borrowingi  when  there  ia  no  reaaonable  prospeot 
•(  paying,  ia  not  yet  comprehended  by  aome  of  those  whom  we  em» 
ploy  to  teaoh  Ohriatian  morality.  There  is  urgent  need  for  empha* 
alwing  the  ain  of  indebtedneas.and  also  for  showing  the  oulpability  of 
those  who  iodirootly  oompel  their  relatiTes  to  burden  tbemaelves  with 
debt.  In  a  very  sggravated  oaae  of  indebtedneis  dealt  with  by  the 
Moradabad  Diacriol  Conference,  the  offender  showed  that  nearly  one* 
half  of  his  indebtedness  was  incurred  by  attending  marriage feativities 
In  the  family  of  a  leading  member  of  the  North  India  Conference, 
Men  who  are  almost  hopeleaaly  entangled  in  debt  and  who  are  oompell* 
ed  to  reeort  to  questionable  means  for  keeping  on  their  feet^  are  not 
fit  to  be  paators  and  evangelfsts.  A  Hindu  merchant  in  one  of  onr 
towns  deolarad  that  the  Ohnatians  of  that  place  had  bound  the  Ooapel 
In  ohaius,  because  their  financial  morality  waa  so  much  worse  than 
that  of  their  non-Ohristian  neighbors. 

Although  we  have  at  present  bat  six  Christians  to  each  tboa« 
•and  of  population  in  the  district,  we  are  doing  almoat  nothing  to 
eTangelisa  the  non-Ohristian  multitude,  and  until  we  are  able  to 
more  effectually  Christianize  our  own  people  we  have  no  right  to  plan 
for  aggression  upon  non -Christians.  The  proper  instruction  and 
evangelization  of  the  baptized  thouaands  ia  our  first  imperative  duty, 
and  it  is  time  for  the  conference  to  make  apecial  proWaioo  for  such 
work.  We  have  the  machinery  for  such  work,  but  it  has  got  ruaty 
and  is  ineffective.  The  pastor-teacher  plan  looks  well  on  paper,  but 
nineteen  times  out  of  twenty  it  fails.  The  preacher-in -charge  of  acir« 
ouit  is  supposed  to  he  an  evangelist  in  his  circuit ;  some  are,  and 
gome  are  not.  In  some  circuits  are  Christian  hamlets  which  get  one 
visit  a  yearfron*  the  preacher-in-charge  •  and  there  are  others  where 
yeara  pass  without  a  visit.  In  the  majority  of  cases  a  viait  once  a 
quarter  is  considered  good  work.  Let  us  take  a  lesson  from  our  school 
iiiapeotors.  If  we  reduce  the  number  of  circuits  on  this  district  from 
foorteen  to  seven,  and  set  aeren  men  free  to  itinerate  eonatantly 
among  the  villages, teaching  and  preaching  Christ,  a  double  gain  will 
be  effected*  In  the  first  place  our  Chriaiians  will  get  the  gospel,  and 
in  the  next  place  seven  men  will  be  removed  from  the  temptation  and 
opportunities  of  indolence  which  now  surround  them. 

We  must  do  something  for  the  better  evangelization  of  our  own 
people.  The  situ  ition  is  unique.  The  people  of  this  country  are 
religious  by  temperament  and  tradition.  Those  among  whom  we  work 
readily  accept  the  truths  of  Christianity,  and  roultitudeanmong  them 
are  ainoero  Christians.    Yet  with  great  diffioalty  are  tbejr  weanod 
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<ffom  thMr  6U  ways,  Andniany  of  them  think  they  are  quite  able  tA 
serve  two  masters.  The  ties  joining  them  to  beatheoiim  are  not  all 
«eTered ;  the  existaace  and  streogfch  of  suoh  bonds  appear  on  saoh 
-oeoasions  a«  births,  marriages  and  deaths;  and  ia  times  of  danger  or 
tjalamity  it  is  often  painfully  evident  that  they  have  not  yet  fally 
learned  that  an  idol  is  a  vain  thing.  In  August  last  a  sottlemeot  of 
Ohfistisns  was  scourged  by  cbulcra.  The  panio-striokeo  people 
arranged  for  an  idolatrous  oeremoay  for  proteotion  from  disease. 
The  missionary,  hearing  of  the  intended  celebrition,  remonstrated 
with  the  people  and  appointed  an  hoar  in  whioh  all  should  meet  in  the 
village  church  and  pray  for  protection  from  danger.  A  few  came  to 
the  prayer  meeting,  the  multitude  went  to  t)^  other  asrvioe,  and  yet 
«ll  of  these  people  have  some  f»uth  in  Christ  and  call  themselves 
Christians.  It  will  take  several  generations  of  Christian  training 
and  association  to  free  these  people  from  their  superstition.  Such 
weaknesses,  though  cause  for  sorrow,  are  no  reason  for  discouragemeut. 
Human  nature  is  built  that  way.  But  such  cases  show  the  absolute 
need  for  maintaining  among  our  people  the  teaching  of  tbe  word  and 
the  ordiniinces  of  Christian  worship.  And  now,  fenrinsr  this  report 
will  be  ahogether  lacking  in  the  traditional  features  of  a  district 
report,  I  give  the  following  report  oc  the  Moradabad  and  £undarki 
eircaits  written  by  Mr.  Core. 

The  work  of  the  tforadabad  circuit  is  continnally  extending 
itself.  We  have  now  a  Christian  community  of  upwards  of  eighteen 
bundred'SOulf,  living  in  over  one  hundred  villages  and  mohullas. 
There  are  continual  calls  to  us  to  enter  new  fields,  but  on  account 
of  limited  funds  we  are  unable  to  respond,  though  we  did  this  year 
open  one  new  outpost,  in  wiuoh  over  fifty  have  since  accepted  Christ. 
Just  after  Conference,  in  January,  there  was  a  bri;;ht  prospect  of 
a  movement  among  tbe  Chamars  toward  Christianity.  Quite  a  number 
of  promising  young  men  joined  our  ranks,  and  we  had  good  reason 
to  expect  a  still  greater  number  from  this  very  numerous  Ciste.  But 
our  hopes  hive  not  yet  been  ratilized.  A  numbnr  of  things  have 
transpired,  the  results  of  which  have,  fur  the  lime  being,  been  unfdvor 
able  to  uur  work.  But  we  hope  soon  to  see  large  numbers  of  recruits 
from  their  ranks. 

I'limine  and  diseaee  have  been  busy  tlii«  year.  The  famine  is 
perhaps  loss  severely  felt  here  than  in  many  other  places.  Few  have 
actually  died  of  starvatioa.  But  a  vast  number  have,  with  the  utmost 
difficulty,  succeeded  in  getting  one  meal  of  the  coarsest  sort  onoe  in 
one  or  two  or  even  three  days. 

Disease  has  carried  away  many  of  our  people  this  year. 
Rev.  W.  S  Plamer.  onn  of  our  old  and  valued  workers,  has  gone 
from  our  midst.  ,  Darina:  his  lonj?  ill.iess  he  invariably  showed  a 
sweet,  uncomplaining  Christian  spirit ;  and  his  death  was  beautifully 
triumphant.  A  litt'e  later  his  daughter-in-law.  Mrs.  Jane  Piumer, 
whp  wa9  Ukewiso^for  many  years  identified  with  MiasioQ  work  here,-^ 
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first  AS  a  senana  dochor,  then  as  general  evangelisfc — passed  away  to 
her  reward.  Oar  dry  was  visited  by  cholera,  in  whicb  many  Christ-' 
ians  fell  victims  to  the  scourge.  Then,  daring  the  months  of  Septem- 
ber, Octoher  and  Novemher,  an  epidemic  of  ferer  broke,  oat  such  as  • 
has  not  been  witne^ed  for  years  in  Moradabad.  Few,  if  any,  entirely 
escaped,  and  few  of  those  whoso  stcength  the  famine  bad  wasted 
recovered  from  fever  ;  so  that  this  last  scourge  numbered  its  victima 
among  oar  Christians  by  the  score.  Betweefi  famine  and  sickness 
of  various  kinds,  thi-s  has  been  a  trying  year  to  our  people. 

Oar  two  fligh  schools  continue  to  do  efficient  wotk.   The  QirU' 
Hi^h  school,  under  Mt8!t    Means,  has  had  a  successful   year,    as   is    i 
abandatitly  witnessed   to  by   the  report   of  the  Government  In-    | 
Bpectress  and  by  the  result  of  the  Government  examination.  There  is  ' 
an  enrollment  of  ont  hundred  and  forty   girls.     The   teaching  staff 
consists  of  ten  Eur<)pean  and   native  teachers.     In  the  Boys'  Bigh 
school  there  is   an  enrollment  of  two   hundred  and  eighty-five,  of     I 
whom  aboat  one  hundred  and  twenty  are  Hindus  and  AlohammediiDs.     ' 
The  teaching  staffs  under  tbeheadmnstership  of  Mr.  L.  £.  HamptMit 
consists  of  five  Cbrfstian  teaohers,  ^ur  Mohammednnand  three  Hindu 
teachers.      The    rssnits   of    the  Government   examination   in    the 
Entrance  were  complimentary  to   both   the  boys  and  the  teachers  ; 
but  in  the  Middle  examination,  for  the  first  time  in   many  years,  the 
result  has  been  unsatisfactory. 

In  the  Goucher  Boarding  House  we  have  one  hundred  and  forty     / 
Christian  boys.     The  pastor,  Rev.  Delawar  Singh  is  also  in  charge 
of  the  Boarding  House. 

At  the  close  of  the  rear  our  station  has  been  honored  by  the 
visit  of  Bishop  Foss  and  Rev.  J.  F.  Goucher,  D.  D.  Their  sympathy 
and  words  of  encouragement  have  been  a  great  inspiration  to  us  all. 
One  hundred  scholarships  in  the  boys'  boat  ding  house,  besides  a 
nomber  in  the  girls'  school  are  supported  by  Dr.  Goucher.  In  addi* 
tion  to  this  he  also  maintains  many  small  schools  throughout  this  ^ 
circuit  and  other  posts  of  the  Bohilkhund  district,  from  which  pupils  * 
are  drawn  for  the  two  high  schools  here*       .1 

The  year  bus  been  one  of  progress  along  sll  the  various  lines  of 
car  work.  In  some  respects  it  hai  been  less  marked  than  we  had 
ioped  for,  but  ia  other  respects  it  has  surpassed  our  expectations. 

Kundarhi  is  one  of  the  oldest  circuits  of  Kohilkhund,  and   from  * 
this  circuit  has  gone  forth  many  workers  who  are  now  doing  effective  , 
work  in  God's  service      Years  ago  the  Chamars  throujghout   the  oir^ 
oait  were  interested  in  Christinnity.  and  very  many  of  tnem  came  out. 
Later  the  work  among  them  lapied,  nnd  the  work  among  the  sweepers  • 
took  the  front  rank.     Bit   tins  year,  while  the  sweeper  work   is 
enjuyiog  usual   prosperity,  the   work  among   the  Chamars    showa 
eticoaraging  signs  of  revivil.  Already  quite  a  number   have  become 
Christians  ancl  many  xooia  arc  sarioasly  and  thoughtf  ally  oonsictoriiig 
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The  work  ii  thoronglily  oi^ioJEed  an^  is  in  the  charge  of  Lasar 
Shaw;  a  jronng,  energetio.  ipiritual  man,  who  looks  carefally  into 
erery  form  ot  work  in  hii  oliarge.  The  pTospeots  were  never  more 
encoanging  in  thia  cirouit. 
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Bsv.  W.  A.  Marsbll,  Treiiding  Elder, 

The  following  brief  Ubles  will   exhibit  onr  stiUoaa   wUb  tlie 
ohief  items  of  information  coDoerning  the  work. 
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Thia  ii  of  oonrin  tbe  ohief  work,  and  the  tnd  and  aim  of  all  oDf 
cSbrtB.  We  hAve  this  ytat  atrnggled  agginst  uniiaual  diffloQlties. 
The  fftmine  has  been  very  serore  in  ooarlr  all  of  oar  atntiona,  fmr 
of  them,  Haidoi,  ijhnhabsd,  Unno,  and  Rae  Bitrati,  bein^  counted 
in  the  Oovernment  liit  as  aniDng  the  wont  parts  in  the  famioe  rpgion. 
We  made  «  toar  laat  winter  through  the  moat  affect*^  ataliona.  It 
was  pitifal  to  sea  miles  upon  miles  of  naturaily  fertile  land  lying 
barren  and  deaolale  for  lick  of  rain,  or  becanae  the  farmers  had  no 
money  for  CDlrivatioii,  or  for  artificial  irrigation.  The  diatreaa  waa 
most  soute.  Our  own  ChriatianB  were  in  many  placea  the  greatest 
anfienra.  Mora  tiian  half  of  onr  people  were  scattered  over  the 
country  Boekiog  admissioa  to  ih«  poor  hooBfls,  or  following  the 
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Oovernment  relief  works  when  thflj  could  be  admitted,  or  else  wan« 
deriogia  search  of  chanco  employment  in  cases  where  they  were  pre* 
Tented  by  non-Christian  orerseers  from  joining  the  works  on  aocount 
of  their  religion. 

Many  of  oar  destitute  Chrigtians  found  some  relief  in  poor  houses 
and  oUewbere  but  in  some  places  this  aid  was  denied  them.  In 
one  station  we  found  a  number  of  Christians  un  the  yerge  of  starva- 
tion. Tbree  or  four  had  died  and  others  were  aln:ost  dead.  Although 
at  that  tu^no  funds  had  come  from  home,  wo  opened  a  relief  homo 
for  them  OTi  our  own  responsibility.  The  following  week  money  came 
to  oar  hand  for  suoh  purposes  and  subsequently  a  number  of  them 
were  enrolled  by  the  English  oiHcial  of  that  district  to  receive  aid 
while  they  were  in  need. 

The  liberal  contributions  which  cirne  to  Incfii  through  the 
generous  Christians  in  America  and  England,  gave  relief  to  many 
thoasands  who  otherwise  would  have  bnd  none,  but  it  will  be  a  long 
time  befor**  our  work  will  entirely  recover  from  the  effects  of  the 
famine.  Mauy  of  our  CbriBtiaos  will  doubtless  fdil  entirely  to  come 
back.  lb  has  been  necessnry  for  us  to  re-nuniber  our  post-i  and  the 
result  ht;s  been,  as  was  natural,  a  marked  falling  off  in  numbers  in 
•eyeral  places. 

Still  our  workers  have  not  been  idle.  Christ  has  been  faithfully 
preached  to  the  hungry  even  when  we  could  not  offer  baptism  on 
account  of  rightly  judging  the  motives  of  the   applicants. 

Very  few  new  stations  have  been  opened  on  account  of  lack  of 

funds.   Tue  work  in  the  out-^t&tions  of  the  Lucknow  circuit  has  boon 

encouraging.     Au  evangelistic  tour  was  undertaken  by  some  of   the 

'  sisters  in  connection  with  our  MissioD,  which  resulted  in   a   number 

of  baptisms  and  the  building  up  of  the  infant  church  at  Malihabad. 

The  work  in  Hardoi  and  Shahabad  h^s  gone  on  with  ommend* 
able  zeal  and  considerable  fruit  in  spite  of  the  difficulties  encountered. 
Barabanki  has  enjuyei  f^everal  good  revivals  among  its  Christian*!,  but 
the  work  among  non-Christians  is  still  souiewhat  backward.  There 
are  some  very  encouraging  openings  in  Rae  Baralt,  notably  atSataon 
under  Bro.  Norton,  andLalganj,  under  Bro.  Jukkhan  Lall.  In  each 
of  these  places  there  is  a  very  earuest  and  hopeful  band  of  Christians. 
Laud  has  been  secured  free  atSataon  for  a  Butler  chapel  and  work 
on  the  chapel  has  began,  Unaa  has  an  encouraging  work  in  one  or 
two  stations,  but  on  the  whole  has  suffered  most  from  the  famine. 
Itanuja  was  mndea  separate  circuit  at  the  beginning  of  the  year,  with 
a  small  f^irce  of  workers.  It  has  had  a  successful  year  and  has  now 
more  than  forty  Christians.  Lack  of  funds,  however  makes  it  impos- 
sible to  provide  adequately  for  any  development,  and  hence  it  may 
bee 3m e  necessary  to  make  it  again  an  out-station  of  Luoknow. 

Schools. 

The  Educ£Ltlonal  work  has  been  well  CDnducted  during  the  year 
and  in  spite  of  t!ie  geverity  of  t^Q  famine  aod  the  fact  that  many  of 
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the  children  have  been  called  to  become  bread-winners,  our  acLoo 
attendance  has  been  fair,  and  some  marked  advancement  made  in  the 
educational  standard  of  some  of  the   schools. 

The  Holmes'  Schools,  maintained  by  Mr.  and  Mrs.  John  G. 
holmes  of  Pittsburgh,  have  done  excellent  work  and  are  turning  out 
some  good  Christian  workers,  especially  in  the  Hardoi  district. 
They  are  full  of  promise  for  the  future.  Looking  at  what  has 
already  been  accomplished  by  these  schools  in  Hardoi  and  Shahabad 
and  Unao,  I  am  earnestly  desirous  that  three  such  soboola  be  es- 
tablished in  the  Hae  Barely,  two  in  the  Barabanki,  and  one  in  the 
Itaunja  circuits.  There  is  a  distinct  and  pressing  need  for  these 
schools  in  the  places  I  have  named,  and  I  am  sure  if  they  were  to  be 
established  they  would  speedily  bear  fruit  in  the  bringing  in  of 
many  Christians  and  the  establishment  of  the  Church  in  these  cir- 
cuits. Our  inspector  has  carefully  inspected  and  reported  on  the 
achools  each  quarter. 
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Lucknow  is  the  center  of  a  number  of  important  miBsionary 
enterprises  belonging  not  only  to  Oudb,  but  to  all  India.  The 
Hindustani  and  English  churches  belong  both  to  the  evangelistic 
work  of  Oudh  and  to  this  wider  class  of  mission  enterprises. 

Bro.  Robinson  reports  that  the  English  church  h<i8  lost  heavily 
by  death  and  removals  this  year,  but  its  members  have  not  lost  hope 
or  courage.  It  is  a  strong  power  for  good  in  North  India.  It 
rejoices  in  an  excellent  working  Christian  Endeavor  Society,  which  is 
an  encouragement  and  a  help  to  the  pastor  in  all  his  work.  The 
Dasehra  meetings  continue  from  year  to  year  spnding  out  streams  of 
blessed  influence  over  the  land.  One  of  the  leading  English  members 
of  the  Church  has  this  year  been  licensed  as  »  local  preacher,  and 
will  be  a  great  help  to  Bro.  Robinson  in  his  work. 

Report  of  lieid  Christian  College  -for  1897. — While  the  past 
year  has  not  been  all  we  could  have  wished,  there  have  been  many 
things  for  which  we  are  truly  grateful.  Chief  among  these  was 
some  most  timely  financial  help.  We  were  especially  glad  to  receive 
this,  88  famine  prices  had  greatly  reduced  our  funds.  We  take  this 
opportunity  to  thank  the  Missionary  Board  in  New  York  and  the 
host  of  friends  in. England  and  America  for  kindly  remembering  ut 
and  sending  us  the  help  they  did. 

The  number  of  Christian  and  non  Christian  students  has  almost 
doubled.  All  this  has  entailed  new  responsibilities,  chiefly  of  a 
financial  character.  The  year  closes  with  over  one  hundred  Christ- 
en boys  in  the  boarding  department.  We  are  especially  grateful 
or  the  good  healt'j  that  has  uniformly  prevailed  amiong  them 
throogbout  the  year,  only  one  denr  little  boy  having  been  transplanted 
tg  the  garden  on  high. 
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Four  students  passed  the  Entrance,  or  Marticulation  Examin- 
ation,  three  of  whom  were  Christians,  and  alL  four  have  entered 
College.  Twro  passed  the  Inter oiediate  or  First  Arts  Ezatnination 
and  are  prosecuting  their  studies  to  the  B.  A.  The  present  B.  A. 
class  numbers  seven.  One  of  the  entrance  students  was  an  honor 
man  and  a  Christian.  He  passed  tenth  in  order  of  merits  and  waa 
awarded  by  Government  a  monthly  scholarship  of  Ila.  8  for  1897, 
and  Ua.  10  for  189S.  He  is  now  attending  college,  and  paying  his 
own  board  and  clothing  himself  out  of  bis  scholarship.  We  consider 
this  most  commendable.  And  all  this  speaks  well  for  the  teaching 
of  the  High  School,  which  has  contioued  under  the  headmaster-abip 
of  Mr.  M.  U.  R.  Clement,  B.  A. 

The  Bible  is  read  and  taught  daily  in  all  the  classes  of  the  High 
School  and  College.  Both  Hindu  and  Mohammedan  students,  as 
well  as  Christians,  enter  heartily  into  this.  lu  the  Scripture 
Scholarship  Examination  of  the  Missionary  Educational  Union  of  the 
Is\-W.  P.  and  Ou^b,  three  Christian  students  received  high  standing, 
and  were  awarded  cash  prizes  of  LU,  10,  io  and  18  respectively. 
Goviud  Pershad,  a  Hindu  student,  passed  well,  and  was  awarded  a 
monthly  scholarship  of  Rs.  2-S  for  a  year.  Five  other  Christian 
boja  passed  with  credit  and  received  certificates  of  merit. 

The  college  is  in  great  need  of  an  endowment  of  scholarshipa 
with  which  to  educate  worthy  students^  and  of  a  good  referenca 
library.  Will  not  some  one  invest  his  money  where  it  will  bless  the 
joung  men  of  India  for  all  time  to  come  ? 

Jlie  Lucknow  Woman^s  OoUegey — Miss  Thoburn,  principal,  baa 
had,  tuitionally,  a  most  prosperous  year  in  both  the  College  and 
High  Sohool.  The  attendance,  in  spite  of  many  other  similar  insti* 
tutions  arising  or  every  hand,  remains  practically  undiminished. 
The  teachers,  training  class  authorized  by  the  Central  Conference 
is  a  success  and  draws  students  from  the  ends  of  the  empire.  The 
foroe  of  missionary  professors  is  doing  excellent  work,  Tbe  splendid 
Harriet  Warren  Women's  Memorial  Hall  is  nearing  oomplefion,  but 
lack  of  funds  prevents  its  being  finally  completed.  The  increasing  de« 
mands  for  more  room  made  it  imperative  to  build  more  extensively  than 
was  at  first  planned,  but  already  the  new  quarters  are  filled  and  still 
more  needs  to  be  added.  To  complete  and  furnish  the  hall  tiOOOO 
are  needed.  It  is  safe  to  say  that  no  school  in  India  has  exerted 
a  greater  influence  upon  the  womon  of  India  than  this,  and  its  sphere 
of  influence  may  yet  be  greatly  enlarged  if  means  are  supplied  to 
meet  its  needs. 

The  Deaconess  Iloms  and  Home  for  Homeless    Women Has 

been  in  charge  of  Mrs.  L.  J.  Jenkins,  a  Deaconess  from  New  York« 
who  in  her  journey  around  tbe  world,  found  that  her  services  were 
needed  here,  and  willingly  gave  herself  1*0  the  Lord's   work  in  this 
field  for  a  year.    The  work  baa  been  on  the  whole  suooescf  u],  the   / 
boue  bei&n  (aU  all  the  time,  and  fox  much  of  the  year  crowded  (q   ' 
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tVe  utmost'onacconnt  of  the  famine.  Industrial  work  on  a  small 
scale  has  been  begun  in  the  home  besides  the  ordinary  teflchin«:  and 
preparation  for  useful  home  lives.  Deaconess,  zenana  and  villoge 
work  has  been  carried  on  qs  usual.  The  evangelistic  tour  in  the 
villages  was  especially  successful  in  leading  to  a  number  of  conver- 
sions and  baptisms. 

The  Mtihodist  Publishing  House — In  spite  of  unusual  financial 
difficulties  has  hud  a  successful  year. 

A  new  press  has  been  added  to  our  equipment,  and  a  full  outfit 
of  job  type  is  shortly  expected  from  Anierica. 

The  photogravure  dcpaitment  has  been  in  snccessful  operation 
for  nearly  a  year. 

A  machine  shop  has  been  started  in  connection  with  the  pres^, 
and  has  been  a  proiitable  venture  from  the  first. 

The  series  of  Uoman-Urdu  Conimentaries  on  the  New  Testament 
has  been  finished  this  year. 

A  new  dictionary'  in  the  Urdu  character  is  nenrjy  complete. 
This  will  make  thirtteu  different  dictionaries  published  by  our  press. 

Over  six  million  pa^es  r.f  free  literature  bavo  been  distributed 
during  the  pist  year.  This  part  of  our  work  could  be  greatly  in- 
creased, if  we  had  the  means  to  extend  it. 

We  have  very  largely  increased  our  stock  of  general  literature, 
and  the  effort  to  build  up  a  local  trade  has  met  with  encouraging 
results. 

Seven  periodicals  are  issued  from  the  Lucknow  Press,  and  the 
Sunday  school  lesions  are  published  in  three  different  characters. 

The  coming  of  our  new  manager,  Mr.  Chas.  R.  Hawes,  of 
ChicagOi  has  already  greatly  increased  the  efficiency  of  onr  printing 
department,  and  we  are  receiving  orders  for  mo'^e  job  work  than  we 
oiQ  do  with  our  present  outfit. 

Faminr  Work. 


Ad  already  intimated  above,  considerable  of  our  tine  and  atten- 
tion has  been  given  up  this  year  to  f imine  relief. 

In  Lucknow,  before  the  nrrival  of  the  contributions  from  the 
Church  at  home,  the  Cijristian  Herald  fund,  and  other  sources, 
a  generous  sum  was  subscribed  by  our  church,  and  famine  relief 
operations  began.  The  Lucknow  plan  has  been  to  give  relief 
according  to  the  necessities  of  the  applicants,  by  the  siipplying 
of  food  at  hotter  riitcs  thnn  could  be  ohtninad  in  the  markets. 
A  large  quantity  of  grain  of  various  kinds  was  purchased  ;  a  scale  was 
drawn  up  according  to  which  tbe  very  poor  were  supplied  grain  at 
liberal  nites,  while  those  who  had  more  mean^  were  required  to  pay 
gradually  more,  until  the  point  wa^  reached  where  it  was  deemed 
unnecessary  to  render  aid.  The  utterly  destitute  were  furnished  with 
ftimplo  labor  and  paid  sufficient;  to  support    Kfe.    In  this  way 
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the  church  at  Lncknow  lias  expended  1,100  maands* (88,000  lbs.)  of 
gram,  and  3,000  rupees  in  cash.  Labor  amountiog  to  30,000  days' 
work  has  been  supplied  the  destitute. 

Famine  relief  op<^rations  iiave  also  been  carried  on  in  all  our 
stations.  Many  doatitute  have  been  employed  in  light  labor,  such  as 
cotton  spinning,  rope  making, flax  heatino^,  etc.  Gratuitous  aid  has 
been  given  where  absolutely  needed.  Clothing  has  been  supplied  ; 
advances  made  for  seed  grains,  plowing  and  irrigation  ;  wells  have 
been  dug,  and  in  other  ways  money  expended  when  it  could  rolieve 
the  helpless,  or  furnish  the  means  of  obtaining  a  livelihood  to  those 
who  were  in  veritable  need  Upwards  of  two  hundred  destitute  and 
orphan  cbildren  have  been  collect  d  and  placed  in  orphanages  and 
schools.  ThcEe  have  been,  as  far  as  practicable,  sent  to  existing 
orphannges,  as  it  is  not  the  policy  of  the  mission  to  establish  neJV 
ones  when  it  can  be  avoided.  But  there  still  remains  a  number  of 
destitute  children  to  be  provided  for  in  thi«i  district,  wbere  they  will 
for  a  time  at  least  be  maiiitnined.  or  until  provision  can  made  for  tbem. 
About  50  8uch  boys  are  collected  at  Lucknow,  and  the  same  number 
of 'girls  .at  Hardoi.  These  children  are  being  taught  some  industrial 
employments  as  well  as  the  rudiments  of  an  education,  while  thofe 
who  show  special  aptitude  for  learning  will  have  an  opportunity  to 
continue  their  education  beyond  the  limits  of  the  present  schools. 
The  boys  at  Luck  now,  as  well  as  a  company  uf  women  and  boys  at 
TJnao,  have  learned  to  do  very  creditable  cloth  and  carpet  weaving 
besides  making  light  cane  chairs  and  camp  stools,  and  learning, 
Bomethiog  of  gardening  as  well, 

GiFis. 

I  wish  to  gratefully  acknowledge,  in  behalf  cf  our  people,  ail  the 
gifts  and  contributions  which  came  to  our  hands  this  year,  particu- 
larly two  contributions  from  the  Independent  Mettiodist  Church,  at 
Nahant,  Mass.,  and  a  contribution  of  $300  from  Mrs.  A.  J.  M.  Ege, 
of  America,  for  a  church  and  preacher's  house  at  Shahubadj  besides 
a  similar  contribution  from  an  unknown  friend. 

At  the. beginning  of  the  year  we  had  no  property  in  Sfaahabad. 
but  Bering  our  needs  we  *' made  our  requests  known/' and  God 
ppeedily  answered  our  prayers,  so  that  now  we  have  a  good  property 
in  the  most  desirable  part  of  the  city,  and  money  in  band  for  the 
erection  of  a  suitable  chapel,  the  work  on  which  has  already  been 
begun. 

Truly  God  has  abundantly  been  with  us  and  blessed  us,  even  in 
this  year  of  affliction  and  distress.  With  new  faith  nnd  courage  we 
go  forward  for  the  new  year's  blessing  and  victory  in  His  name« 
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PILIBHIT  DISTRICT. 

Hey.  a.  Solomon,  Presiding  EId(  r. 

I  thank  the  Lord  Jesus  Christ  that,  altbongh  during  this  jear  we 
have  been  met  by  very  many  difficulties,  that  is,  famine  and  distress, 
yet  the  Lord  has  given  us  victory  over  all,  and  in  every  way  has 
caus^^d  the  work  to  advance.  This  year  in  the  district  we  have  had 
ten  weddings  which  were  conducted  according  to  Christian  cnstona. 
These  weddings  were  among  the  common  peoplti  who  are  Christians. 

People  who  have  accepted  Christ  and  received  baptisno  in  His 
name  are  845.  In  the  whole  district  there  are  82  schools  with  1,185 
boys  and  girls,  counting  Christians  and  non-Christians.  Among  our 
people  we  have  Bible  classes  and  nearly  280  people  are  reading  the 
Bible  and  praying,  having  retired  to  their  rooms.  "What  a  tiling  of 
joy  it  is  that  among  these  village  pe(»ple,  the  Word  of  God  is  spread- 
ing ;   and  the  people  are  o  msidering  it  to  be  their  daily  food. 

In  the  midst  of  this  famine  year  our  poor  Christians  have  given 
for  Pastor's  Fund,  Rs.  532;  for  the  Gospel  in  India,  lis.  85  ;  for  the 
Missionary  Society,  Rs.  55  ;  for  a  Pension.  iJ'und  Rs.  15;  for  the 
Bible  Society,  Rs.  11 ;  for  Children's  Day,  Rs.  9 ;  for  Sunday  schools 
and  other  expenses^  Rs.  146-8-6.  The  total  collections  of  the  dis- 
trict are  Rs.  854-8-9.  Thanks  be  unto  God  that  in  this  district  the 
poor  Christians  have  given  so  much.  We  have  105  Sunday  schools 
and  about  3520  pupils  in  them.  The  people  in  our  Sunday  schools 
learn  the  ten  commandments,  the  Lord's  prayer  and  hymns,  and 
they  are  making  daily  progress.  The  number  of  Christians  is  about 
6945.  We  have  164  preachers  and  teachers,  both  men  and  women, 
to  instruct  these  people.  Our  Christains  live  in  559  towns  and  vil- 
lages. 

May  the  grace  of  God  be  upon  all  His  work  and    may  Hindu- 
Stan  soon  become  Christian.    Amen. 


SAMBHAL  DISTRIC. 

ReV.  H.  a.  CtJTtiNG,  Presiding  Elder. 

Oar  district  consists  of  14  circuits,  S?  sun-circuits,  containing 
ovet  one  thousand  villages  and  muhallas  la  which  our  Chribtians  live; 
and  there  are  about  two  thousand  villages  whore  cnc^uirers  live. 
We  count  them  our  people  because  our  vrorkers  work  among  them. 
We  have  eight  conference  members,  two  local  elders,  six  local  dea- 
cons, nine  local  preachers,  thirty-one  exhorters,  and  fifty  teachers 
and  pastor-teachers,  making  a  total  of  one  hundred  and  six  paid 
male  workers,  »nd  fiftf-seveu  female  paid  workers  of  Woman's  Foreign 
Missionary  Society,  also  about  40  volunteer  unpaid  workers  as  Btew* 
ftids,  olaes-leaders  and  in  Beady  Workers  band^i 
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We  baptized  751  this  year  ;  this  is  litfcle  decrease  in  baptisms 
from  last  year,  as  we  were  bndly  cut  in  finances  ;  also,  the  nnmber 
of  low-CASCd  people  diminishes  every  year,  because  most  (>f  them 
have  been  bapti7.ed  and  the  caste-bouDd  people  do  not  come  (o  church 
•o  easily.  Praise  be  to  God  !  He  granted  us  some  little  victory 
over  the  caste  people;  we  baptize i  oO  <f  them  Oar  Christian 
oommanity  is  about  ten  thousand.  We  have  had  very,  very  hard 
times  on  account  of  severe  famine  for  two  years.  No  one  of  our 
generation  can  remember  such  famine.  Wheat;  sold  at  six  eeers 
per  rupee.  Gut  off  income  made  it  most  difficult  for  our  Mission 
workers ;  then  sickness  tonohed  thousands.  None  but  the  almighty 
hand  of  heaven  kept  us  alive.  We  have  had  no  unnsual  deaths. 
Help  came  from  A  merle  i,  which  stirred  our  people  a  great  deal.  They 
are  surrounded  by  heathen  who  do  not  feel  any  brotherly  Christian 
relation  to  foreign  countries  ;  but  when  thoy  were  helped  thus  they 
felt  in  their  hearts  that  they  were  not  alone,  but  millions 
of  Christian  eyes  were  upon  them,  and  they  received  the  answer  to 
their  prayers  daily. 

Though  wo  cannot  report  success  in  our  schools  and  Sunday 
sohools,  still  it  seems  a  great  wonder  and  surprise  that  they 
are  in  the  usual  state.  Oar  church  raised  Hs.  763  in  all  collections, 
though  it  is  nearly  all  from  the  Mission  servants.  Still  oar  common 
people  did  their  best,  especially  in  the  crop  of  this  cold  season,  which 
promises  an  easier  time  for  the  next  year. 


SITAPUR  DISTRICT. 

P.  T.  WiLSOH,  Presiding  Elder. 

Bros.  Kidder,  Kanhai  Singh,  McArthnr,  Chho'e  La),  Dysell 
and  Smart,  Freachers-in-charge, 

Though  our  work  has  been  aflectied  by  the  famine  this  3'ear  still 
our  baptisms  are  in  excefs  of  last  year. 

In  February  we  began  relief  works,  and  continued  them  till  the 
fall  crops  came  in.  There  was  pleaty  of  grain,  but  the  high  prices 
kept  the  poor  who  could  not  get  work  from  obtaining  enough  to 
drive  away  hunger ;  and  if  Government  had  not  given  relief  and 
private  parties  helped,  many  more  than  have  must  hive  perished. 

Our  Indian  brethren  ou  smnll  salaries  have  felt  the  pinch. 
Some  of  them  were  in  great  straits  on  account  of  the  scare* ty,  still 
they  toiled  on,  trusting  in  God  for  better  days. 

The  Indian  fiimine  of  1897    was  the  most  extensjve  on  record ;  / 
and  the   help,  both    Government   and  private,   has  been  the    most  ' 
lavish  the  world   has   seen.     Thanks  to  all,  including  Government 
'*  Christian  Succour  to  India,"  and  the  gifrs  through  the  Christian 
Jferald  of  both  money  and  grain;  and  in   this  connection  the  ship-load 
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o!  grain  bronght  by  Dr.  Hobbs  was  appreciated  whereyer  it  came 
Praise  God  for  all,  and  for  a  good  fall  crop,  GUing  all  hearts  ivitb. 
joy  and  gladoess. 

Cholera  has  been  bad.  and  many  have  died  in  the  Tillages. 
Some  of  our  native  people  in  Sitapur  fell  victims  to  the  disease.  In 
September  it  broke  out  among  the  mea  of  the  Shropshire  regiment 
stationed  here,  and  within  a  few  days  forty  were  dead. 

Juclnding  one  hundred  and  twenty  girls  in  Miss  Easton's 
school,  we  have  two  hundred  and  twenty  Christian  boyn  and  girls 
under  instruction  ;  many  of  these  will  have  to  be  provided  for  from 
some  outside  source,  as  apparently  there  will  bo  little  money  from 
home  to  be  spared  for  the  boy*s  boarding  and  training  schools. 
We  have  pal  up  a  nice  hill  to  be  used  by  the  boys  as  a  place 
for  work,  for  study,  worship,  etc.  Miss  Fuller  gathered  most  of  the 
money  required  for  its  erection,  for  which  she  has  our  thanks. 

We  have  great  pleasure  in  the  progress  of  our  boys  and  girls. 
They  are  the  hope  of  our  future  church  in  these  parts;  they  are  intel- 
ligent and  active,  and  some  of  them  give  evideoce  of  having  new 
hearts. 

Dr.  Parker  dedicated  "  Whitten  Ciiristinn  Hall  "  for  English 
services  Inst  year.  The  name  was  in  recognition  of  a  friend,  who*for 
more  thun  thirty  years  had  helped  in  finances,  and  whose  liberality  at 
this  time  enabled  us  to  erect  this  ball  without  fear  of  debt.  We 
have  had  a  continued  revival  spirit  and  a  number  have  been  con* 
verted. 

Our  District  Conference  and  oaela,  early  in  November,  was  a 
season  of  blessing  ;  some  were  converted,  and  others  got  a  spiritual 
np'lift  which  will  add  much  to  their  usefulness. 

During  the  winter  months  we  live  much  incarapand  the  climate 
is  lovely  and  the  crops  this  eenson  fine.  We  had  with  us  9n  ordained 
minister  and  sRveral  preachers  and  part  of  the  time  Mrs.  Tucker  and 
severil  Biqle-women,  and  we  all  preached  the  Gospel  and  told  the 
*'  old,  old  story  "  to  thousands  in  bazar  and  villages^  and  mnny  hearts 
were  touched  by  the  message,  and  were  iD  not  for  the  bondar;e  of 
caste,  many  would  accept  Christ  who  at  present  dare  not  do  so 
publicly.  God  hasten  the  day  when  the  fetters  that  bind  many  shall 
fall  off. 


STATISTICS. 


Owin^  to  want  of  ipaoe  fhe  oolnimiB  for  tantm  Mid 
will  explain  any  apparent  errors  in  the  totalfl .  An  **  x 
ing  to  fees  than  a  rupee,  and  not  ihown  in  the  taUee. 


have  been  omitted.    Thii 
ooUectona  amount- 


^ 


SORTS  INDIA  COUFBBBNOE  STATISTICS 

GKNEBAL 


MEMBERSUIP. 

BAPTISMS. 

CHURCH  PROPERTY. 

* 

1 

5 

te 

e 

'•5 

60 

'S 

1 

1 
1 

1 

1 

• 

a 

1 

6 

i 

• 

5 

i 

JO 

O 

u 

L 
g 

J 

9 

1 

a 

1 

1 
1 

> 

1 

1 

o 
c 

9 

"3 
> 

Value  of  other  property  iuclu 
aU  W.  F.  M.  a 

Paid  fur  building  and  improv 
C  hurches  and  Parsonages. 

-  Paid   on   old    indebteduMs 
Church  property 

Present  indebtedness  of  Chu 
property. 

% 

i 

£ 

M 

i 

6 

NAME  OF 
OIROUIT. 

g 

i 

5 

MOBADABAD 

DiBTBlOT. 

, 

Bijnor 

440 

622 

3 

16 

20 

32 

43 

76 

3 

3,000 

5 

5,000 

... 

800 

... 

... 

... 

ChandaoBi 

860 

60 

1 

2 

2 

10 

9 

19 

3 

700 

1 

1,500 

100 

06 

... 

... 

12 

Dhampur 

260 

180 

2 

70 

46 

13 

2 

16 

... 

... 

... 

... 

... 

•  •• 

.*• 

... 

... 

Kaoth 

268 

130 

2 

8 

14 

16 

61 

66 

••• 

.•• 

2 

80 

... 

16 

... 

... 

•*. 

Kirnthpttr         ••• 

288 

256 

1 

8 

9 

29 

17 

48 

... 

... 

... 

... 

•«. 

... 

... 

... 

Kundarki 

318 

389 

2 

80 

72 

18 

62 

80 

... 

... 

1 

500 

... 

51 

*•* 

... 

•*. 

Mandawar 

360 

660 

1 

12 

8 

60 

26 

76 

... 

... 

... 

•  •• 

... 

42 

.*• 

... 

... 

Moradabad 

1085 

326 

10 

22 

61 

72 

164 

236 

4 

36,000 

5 

10,000 

8.000 

450 

... 

... 

210 

Nagina 

^87 

112 

2 

18 

10 

19 

11 

30 

1 

06 

•  •• 

... 

... 

•  ■• 

... 

... 

i 

Najibabad 

66 

40 

1 

3 

2 

22 

8 

39 

1 

4,000 

3 

450 

... 

60 

... 

••• 

... 

Nurpur 
Seohara 

180 

140 

4 

8 

8 

20 

14 

34 

... 

•  •• 

... 

... 

... 

•  •• 

..• 

... 

... 

203 

211 

1 

8 

2 

33 

12 

46 

1 

110 

2 

512 

... 

22 

... 

... 

.»• 

Sherkot 

604 

85 

3 

7 

4 

10 

9 

19 

... 

... 

... 

... 

*.. 

•  •• 

... 

... 

... 

Tliakurdvara  ... 

141 
4749 

114 
8183 

2 
36 

4 
210 

1 
268 

13 
366 

18 
446 

31 
801 

... 
13 

.«• 

1 
20 

300 

..• 

15 

1541 

■.« 

... 

1 

... 

•*• 

Total  ... 

42,906 

18,322 

8,100 

222 

GondaDibtbict. 

Bahraich 

81 

148 

8 

14 

22 

18 

21 

39 

1 

200 

2 

400 

2000 

122'   L 

•  *. 

23 

Bhin^a             ... 

180 

78 

3 

12 

11 

9 

14 

23 

..• 

... 

3 

140 

•*. 

••• 

... 

..■ 

••• 

Balrampur 

G  iloncligranj      ... 

110 

79 

3 

9 

21 

10 

22 

82 

1 

360 

3 

80 

200 

35 

•.. 

... 

5 

90 

46 

1 

6 

6 

12 

18 

80  ... 

... 

... 

«•• 

•  •• 

•  •• 

•.. 

... 

«.. 

Gonda 

80 

33 

3 

6 

1 

20 

19 

39 

2 

5300 

3 

3500 

7G00 

50 

... 

... 

7 

Kaisarganj 

105 

40 

1 

4 

4 

18 

61 

79 

... 

... 

1 

300 

... 

18 

... 

... 

••• 

Maiikapur 

Mawabganj    and 

90 

69 

2 

7 

9 

18 

36 

54 

1 

500 

1 

800 

250 

36 

... 

... 

••• 

Nanpar» 

82 

798 

61 
643 

2 
18 

4 
61 

8 

79 

17 
122 

33 
224 

60 
346 

1 
6 

300 

1 
14 

250 

... 

62 
313 

... 

... 
... 

•••            0 

ToUl  ... 

6660 

4070 

9460 

36 

PiLtBHIT 

DiSTBlOT. 

Fatbganj  West... 

387 

626 

2 

9 

19 

42 

93 

135 

1 

730 

3 

1,230 

70 

1()8 

... 

«•• 

20 

Pilibhit 

176 

202 

3 

7 

10 

70 

88 

158 

1 

500 

3 

600 

•  •v 

501   ... 

... 

... 

Beheri 

136 

376 

3 

12 

18 

27 

29 

66 

2 

120 

1 

200 

•  •• 

18 

... 

•  •• 

NawabganJ      ... 

2^)7 

212 

1 

16 

14 

26 

23 

40 

1 

100 

1 

150 

■  •• 

22 

... 

... 

••« 

Ram  pur 

134 

240 

3 

4 

14 

22 

26      48 

•  •« 

•  «• 

•  •• 

•  •  • 

312 

... 

... 

... 

•  •• 

Siraulii 

344 

412 

4 

6 

16 

27 

67 

84 

1 

150 

1 

230 

... 

24 

... 

«•• 

Puranpar 

74 

40 

1 

4 

4 

12 

26 

38 

1 

150 

••• 

..• 

37 

12 

••• 

••• 

••  » 

Shahi 

100 

380 

2 

3 

13 

34 

34 

68 

1 

50 

3 

160 

•  •■ 

39'   ... 

•  •• 

1 

Meergan] 

180 

160 

1 

9 

6 

8 

13 

21 

1 

150 

1 

225 

•  t« 

12 

■  •■ 

•  •• 

\ ... 

Bisalpur           ...t 

170 

417 

2 

8 

12 

30 

24 

54 

1 

4/X) 

3 

300 

•  •• 

16 

•  •• 

■•• 

*•• 

MUak 

132 
2000 

269 
3224 

1 
23 

4 

80 

16 
141 

12 
310 

18 
431 

30 
741 

1 
11 

50 

■ 

16 

«•• 

•  ■• 

... 
303 

•  •• 

•  •• 

••• 

•«• 

Total  ... 

2,400 

3.095 

419 

;    20 

FOB  TBB  TEAR  ENDING   WITH  SUt  DSCEMBEB,  1S97. 

STATISTICS  No.  1. 


SUNDAY-SOHOOLS. 

BENEVOLENT  COLLECTIONS. 

• 

MINISTERIAL 
SUPPORT. 

M18SIOK- 

i 

a 

SOHOLABS 

ABT 

Col- 

• 

0 

OF  ALL  AOBS 

LBCTION. 

g 

1 

a 

^ 

& 

.<  _ 

a 

1 

S' 

m 

s 

1 

». 

^ 

lf 

I 

» 

• 

1: 

1 

1^ 

1 
1 

•a 

g 

CQ 

• 
Eh 

9 
s 

• 

a 
.55 

• 

Oft 

C 
J* 

*s 

1 

0 

a 

^> 

1 
0 

• 
00 

0 

t 

0 

S 

• 

1 

J3 

.a 

• 

Xi 

a 

QQ 

0 

• 

IS* 

1 

1 
1 

• 

fl 
0 

1 
3 

m 

a 
> 

1 

•3 

3 

t 

> 

1 

• 

e 

■ 

00 
> 

i 

0 

J 

c 

• 

9 

m 
0 

0 

■ 

B 

1 

s 
1 

J3 
0 

•  mm 

a 

M 

4a 

<3 

0 

• 

•  O 

•< 

1 

1 

1 

1 

0 

1 

3 
6 

22 

25    340 

65 

405 

24 

«•■ 

... 

1 

.«. 

6 

12 

aaa 

11 

••• 

64 

70 

36 

a«a 

106 

17 

19    315 

140 

.4551 

13 

1 

••. 

«*. 

... 

••• 

1 

•  aa 

••• 

8 

19 

••• 

24 

••* 

26 

8 

8:   160 

8 

168 

3 

••t 

*•* 

...X 

••. 

.a. 

aa.X 

a«a 

•aa 

••• 

4 

••• 

22 

•••* 

••» 

28 

10 

9    220 

60 

280 

3 

••• 

■•« 

...X 

••. 

a»a 

•••X 

•aa 

••m 

•aa 

4 

••• 

22 

••• 

28 

6 

7.   165 

40 

2i)5 

3 

••• 

«•• 

...X 

■•. 

•a. 

•  •  •  A 

aaa 

•  •• 

aaa 

4 

aaa 

16 

••a 

16 

10 

20    132 

10 

142' 

4 

••> 

■•• 

1 

••« 

1 

1 

••a 

•  •• 

•  9a 

7 

•»» 

29 

a«« 

30 

11 

12i  600 

105    705 

3 

•t« 

... 

2 

... 

aa. 

2 

aaa 

•  a. 

••* 

8 

••• 

21 

•aa 

22 

42 

661  650 

600 

1160 

100 

10 

«•• 

10 

6 

16 

38 

•  a. 

25 

65 

268 

210 

204 

a.. 

aaa 

414 

6 

10    188 

38 

2261 

2 

■  •• 

... 

...X 

■  •* 

.a. 

1 

... 

aaa 

•  •a 

4 

»•• 

20 

aaa 

21 

6 

9 

46 

22 

68 

2 

1 

... 

... 

1 

■a. 

1 

•  aa 

.a.X 

••• 

6 

••• 

24 

aaa 

aaa 

24 

9 

14 

llX) 

20 

120 

2 

•  mm 

... 

...X 

••* 

.a. 

...X 

•  •• 

••• 

•  a* 

4 

•aa 

82 

■«a 

33 

9 

8      60 

6 

71 

2 

•  ■•A 

.«. 

•••X  ••« 

■•a 

•  a.  ^ 

••• 

••• 

aaa 

8 

•aa 

14 

•aa 

16 

5 

8!    eo 

10 

70' 

1 

•  ••X 

... 

... 

... 

•  a. 

•a. 

••• 

•a* 

••• 

1 

•a* 

24 

•  aa 

26 

8 

8    117 

60 

167 

3 

1 

14 

1 

••« 

... 

... 
6 

... 

•a.X 

••• 

••• 

•a* 

4 

•  •■ 

19 

aaa 

20 

169 

223  3158; 1074' 

'         1 

4232 

166 

.•* 

17 

22 

60 

•  aa 

37 

68 

890 

280 

606 

12 

•aa 

797 

11 

19 

261 

400 

661 

11 

1 

2; 

.«. 

.•* 

mmm 

.a. 

6 

••• 

6 

61 

76 

aaa 

144 

2 

•aa 

146 

7 

12    2U) 

352 

552 

5 

... 

.•> 

•  •• 

.a. 

1 

••• 

2 

••• 

6 

aaa 

62 

2 

aaa 

64 

10 

17    275    298 

573 

6 

1 

«•« 

.•• 

■  •• 

1 

1 

•  aa 

1 

6 

16 

aaa 

68 

•      1 

aaa 

64 

8i     13      78    2(W 

278 

3 

1 

••« 

•.• 

•  •• 

.a. 

»»• 

••• 

1 

4 

9 

•aa 

30 

1 

••• 

31 

11,     16    148 

456 

604 

6 

2 

*•. 

1 

•  •• 

1 

6 

.•• 

11 

86 

66 

•aa 

78 

1 

•aa 

79 

8 

8 

141 

95 

236 

2 

••• 

... 

•a. 

•  •• 

aaa 

••a 

•  aa 

1 

8 

6 

••a 

24 

1 

••• 

26 

8 

12 

142 

168 

310 

4 

••• 

(•a 

.*. 

•  •• 

s 

1 

••» 

2 

8 

13 

••• 

66 

1 

■«• 

66 

3        5      oo 

88 

138 

•  •• 

36 

••• 

... 

... 

•  •• 

.a. 

6 

•aa 

»»% 

•«• 

aa* 

»»• 

•  •m 

22 

*•• 

•  a. 

22 

66 1   102  1295; 2057 

I                   1 

3352 

at. 

1 

14 

»tm 

24 

106 

191 

aaa 

468 

9 

•a* 

477 

10 

1 
14!lO(X) 

150 

1160 

7 

•  •• 

>•. 

I 

•  t« 

3 

2 

•  aa 

4 

76 

93 

aa* 

92 

8 

aaa 

96 

10 

22    600,  175,   775 

6 

«»• 

... 

1 

•  •• 

12 

2 

•  •• 

••« 

40 

60 

»•• 

66 

1 

•a* 

67 

8 

11     2001   125    325 

6 

•  •• 

... 

••• 

•  •« 

••• 

...X 

••a 

•••     . 

9 

16 

ft«« 

86 

••• 

*•* 

36 

4"       6    230=    108!  338 

3 

•  ■• 

•  •. 

1 

•  • 

..  X 

•  •• 

•  •• 

6 

10 

86 

2 

•  • 

38 

9      17    177,     91 i  208 

2 

•  •  • 

•  «  « 

1 

•  > 

•  •• 

...X 

»• 

•  •• 

11 

14 

•  •■ 

86 

2 

•  • 

38 

9      17    310 

130 

470 

6 

•   •  • 

1 

... 

...X 

•  •• 

•  •• 

32 

40 

•  •  > 

64 

1 

•  .« 

65 

4:       7    1-40 

27 

167 

2 

•  • 

•  •• 

1 

•  •  ■ 

•  •• 

•  vvX 

•  •a 

•  ■• 

6 

9 

21 

34 

1 

.■■ 

36 

7.     17    490 

30 

620 

4 

•  •• 

*■ 

1 

•  «  • 

...X 

... 

«•• 

9 

16 

•  •  • 

48 

1 

•  •• 

49 

4        7    238 

20 

258 

2 

•  •  a 

■  •• 

•  •• 

«  •  • 

•  • 

...X 

•  •■ 

•  ■ 

6 

7 

... 

37 

1 

•  •a 

38 

9I     17:  550 

40 

590 

4 

•  •  • 

•   «    ■ 

1 

•  •• 

...X 

•  •• 

•  •  ■ 

10 

17 

••• 

48 

1 

•  *• 

49 

6|       9!  345 

«  •  • 

896 

ai6 
6206 

2 
42 

,.. 

•  •   • 

•  •  • 

•  • 

•  •  • 

...X 

•  •  • 
... 

12 

16 
298 

•  •  • 
21 

36 

1 

•  •  . 

87 

80 

m 

4810 

•  ■• 

8 

20 

10 

214 

628 

14 

•  •• 

637 

t 

SORT  a  INDIA  COJUIEBBirCE  STATISTIC8 

GfiNERJLL 


NAME  OF 
CIRCUIT. 


MEMBERSHIP. 


Babbillt 
D18TB10T. 

Aonla  ... 

Bareilly 

Do.  Sadar  Baxar, 

Bhamora  ... 

Bliai 

Biuawar 

Biaaiili 

Budaon 

Dataganj  ... 

Faridpur 

Jalalabad 

Kakrala 

Khera  Bajbera... 

Miranpur  Katra, 

Panapur 

Powayan  ... 

Shabjehanpur  E. 

Sh  ab  jehanpurW. 

Tilhar 

Ujbani 

Total    ... 

Garhwal 

DiBTBIOT. 

GodoUe 

Ramur 

Lansdowne 

Pauri  and 

Eotdwara 

Raixini 

Srinagar 

Total    ... 

KUHAON 

District. 

Bhot 

Dwarabat 
Naini  Tal  Eng. 
XainiTalHind., 
^ithoragarh    ... 

Total  ... 


a; 

a 
o 

.0 
g 


292 
236 

71 
200 
798 
183 
499 
360 
636 

64 
201 
206 

89 
146 

79 
116 
140 
190 
111 
436 


4948 


12 
11 
13 

167 
2 

8 


213 


28 
47 

**• 

266 

136 


i 


840 
698 
138 

66 
113 
186 
624 
179 
120 
221 

77 
267 

36 
114 
112 
184 
131 

76 
198 

91 


3760 


10 
16 
18 

168 
11 
10 


222 


24 

79 

23 

79 

162 


466  367 


2 
10 


3 
3 
3 
6 
1 
1 
2 
2 
1 
2 
1 
2 
4 
3 
2 
1 

48 


2 
2 

2 

3 
2 

1 

12 


6 
2 

12 


2 


24 

68 
3 
2 
6 
4 
8 

d 

I*. 

8 
1 

10 
3 
6 
6 
6 

19 
2 
1 
6 


173 


... 

... 


9 


6 

I 

1 

4 


12 


3 


12 
4 
6 
1 
7 
3 
7 
6 

I.. 
9 
1 
8 
2 
3 
4 
6 
6 
8 

13 
6 


106 


1'  ... 


•••   ... 


••.  I  ... 


8;  8 


... 


BAPTISMS. 


8 


13 


8 

83 
36 
16 
16 
27 
33 
239 
33 
11 
36 
28 
26 
9 
20 
11 
29 
21 
82 
9 
42 

764 

... 
2 
8 

16 
2 

1 

28 

3 

7 

... 
39 
12 

61 

1 

76 
27 
17 

4 
16 
10 
167 
12 
31 
24 
41 
38 

9 
43 
22 
24 
24 
24 
20 
18' 

637 

1 

1 
14 

12 
2 
*•• 

30 

4 
2 

... 

.40 
10 

66 

CHURCH  PROPERTV. 


5 


S 

.£3 


JS 

a 

7\ 


169  1 

62!  1 

32  1 
20 


43 
43 


396  2 


46 

42 


60;  2 

69!  2 

63  1 

18|  1 

63,  1 


33 
63 
46 


66,  2 
29'  1 
60j  2 

1391 '26 


1  ... 

3j  1 
22... 

27'  4 

4i... 

11... 


68  6 


7 1 ... 
91  3 

..  I  1 
88'  1 


22 


126 


9 


o 

9 

-a 

> 


800 

16,073 

400 

*.. 

600 

80 

80 

19,000 

100 

300 

200 

120 

4,000 

60 

300 

160 

6,600 

3,700 

1,000 

147 


i 

a 

1 

^ 

g 

s 

^ 

<i 

0 

^ 

0 

a 

9 

0 

« 

» 

> 

62,000 


100 

... 

4,660 


4,660 


37(X) 

26000 

6000 

3600 


4 
2 
1 
1 
2 
2 
2 
2 
2 
2 
3 
4 
2 
1 
6 
4 
2 
4 
3 


48 


2 
1 

6 
1 
2 

12 


39300 


6 

1 

2 

10 

19 


900 

20,000 

300 

100 

600 

300 

440 

7,000 

300 

300 

600 

600 

3,000 

160 

760 

900 

6,000 

9,0C0 

1,600 


61,660 


200 
1,600 

12,700 
160 
360 


16,000 


3400 

9000 

19000 

4869 


36269 


bo 

a 

"'5 

9 

V 

9 

S. 

*■  . 

A     . 
%^ 

pa 

•a* 


60C 

103700 


60 


12,060 

... 
... 
••. 
... 
100 


226 
12,000 
27,326 


•  •• 

•  •• 


166960 


20,000 


20,000 


3860 

2600 

26000 

23024 


66374 


a 

c 

CO 

^  s 

SOB 


38 

74 

... 
... 
... 
139 


60 

63 

48 

26 

... 

99 

72 

600 

1180 

1000 

39 


3337 


... 
... 


i 

1 

■-% 


9 


48 


••« 

•a. 
.«. 
... 
•a. 
... 
••* 
... 
... 
•a. 
•a. 
■a. 
aa. 
•a. 
... 
... 
... 


46 


.a. 
... 
... 

... 
... 
... 


140 
142 
290 
184 


756 


421 

f.a. 


421 


9 


§ 

C 

to- 


« 

a 


M 

O 

a 
£ 

9 
o 


... 

63 

aa. 
••m 
•a« 
.a. 
aaa 
■•■ 
aa. 
9%% 
«a. 


.a. 
•aa 


63 


... 
... 

■a. 
... 
... 
•a. 


•  9% 


.a. 
•a. 
... 


... 

... 


••« 
... 
... 
... 
•  a. 


1« 

141 
271 


FOB  THE  YEAS  BJ9DIN0    WITH  SUi  DECEMBER,  IS97. 

STATISTICS  No.  1. 


SUNDAY^CeOOLS. 


SCHOLABS 
OF   ALL  AOn 


BENKVOLKNT  COLLECTIONS. 


o 


12 

«7 

14 
4 

13 
7 
6 

20 
6 
8 

16 

la 

7 

8 

4 

12 

16 

14 

88 

8 

280 


] 
4 
4 

18 
4 
3 

34 


9 
7 
1 
6 
13 


36 


14 
80 
18 

4 
12 

7 
11 
26 
12 

8 
16 
18 

7 
14 

6 
12 
20 
20 
20 

8 


• 

m 

ff 

(B 

_s 

!S 

• 

ff 

a 

2 

•? 

d 

^ 

o 

>5 

260 

8 

881 

227 

220 

43 

60 

••• 

832 

142 

140 

70 

136 

••• 

264 

253 

3 


Mission- 
ary COL- 
LBCTION. 


o 

■D 


loo;  ... 

180    ... 


151 
260 

60 
220 
166 

37 
250 
602 
460 

68 


46 

40 

100 

80 

15 

57 

400 

130 

224 

13 


326  4745 


4 

6 
5 

80 
6 
2 


63 


8 
18 
18 
16 
32 

92 


63 
36 
30 

324 

9 

16 


1847 


f 


2oM. 
1108 
263 

80 
474 
210 
136 
617 
100 
180 
196 
300 
160 
300 
180 

94 
650 
632 
674 

81 


467 


21 
116 
150 

47 
816 


649 


4 

70 
24 

159 
34 
40 

331 


124 
45 

••« 

127 

340 


636 


57 

106 

5-1 

483 
43 
66 


798 


146 
161 
150 
174 
666 


I 

u 

a 


6 

30 

6 

2 

8 

3 

14 

61 


8 
4 
1 
4 

7 

3 

40 

82 

6 


6592    226 


3 
2 


16 


27 
60 
64 

26 

78 


1286    234 

wmaBmmsam 


a 

S 

o 


I 

a 

& 

M 

1 


3 


••• 


66 


••• 
••• 

••• 

...   j 

■«. 
*•* 
••* 
••• 


••« 
••• 
.•• 
.*. 

••• 
... 
••« 
••« 

•  a. 
•«. 
••• 
•a. 
•a. 
.a. 
aaa 
aaa 

66 


1 
•a 


a 

I 

a 


m 

a 

o 

'•g 

. 

n 

5 

mm 

m^ 

at 

o 

Q 

U 

£• 

• 

>* 

s 

*« 

8 

OB 

§ 

ifj 

£ 

•T* 

9 

s 

0 

s 

ua 

•o 

PQ 

1 

o 

K 

.a. 
•aa 
•  aa 


30 


•a  a 
••a 


30 


aaa 

■  aa 


6 
20 


•  a. 
•aa 


26 


aaa 
aaa 
»»m 
a«a 
aaa 


•9» 

... 


6 
1  ... 

•  •  •  A 

1... 

•  •a  A      ... 

I 

•  a.      I  ... 

*»•       '  .a. 


.a. 


.a. 
aaa 

1 
•a. 
•aa 
*»m 
•»» 

■  a. 


12 


2 

6^ 


I       aa. 


1      ...' 

l!... 


1    ... 


.a. 

•  a. 

•  aa 


•  a. 

•  a. 


••• 
•  aa 

2  ... 
1  ... 

•  a. 

•••           i.a 

I  aa* 

•  a. 


6 


6 
10 
26 


.a* 
>a. 


41 


6 
5 

•  •• 

•  •• 


3 

2 

1 

1 

1 

1 

10 

8 

1 

2 

1 

1 

17 

16 

■a. 

•a* 
..a 
•  a* 
•aa 
... 


1  ... 

1.   120 
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MEMHERSUIF. 

H4PTISUrt. 

CHUkCH  PRUPERTY. 

£ 

1 

l-s 

■g 

s 

S 

% 

1 

5 

Q 

J 

U 

s 
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C 

g 

1 

E 

1 

1 
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;i 

■s 

1 

1 

j 

1 

Ji 

i 
i 

§ 

1 

< 

1 

1 

1 

=1 

if 

1 

C 

Oi'DB  DiataioT. 

~ 

" 

Usrabanki 

180 

ai 

H         3 

2 

40 

68 

113 

1 

3,600 

1         200 

w 

Hwloi 

129 

11       20 

IC 

9B 

103 

3      1.30U 

1,160 

ItftUllj*                 ... 

2S 

13 

17 

30 

10 

Luctno«  Enii.„. 

7 

lOO 

1         3 

22,000 

1    10,000 
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Lucknow    Hmd. 

11         5 

6 

20 

"hi 

64 
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375(300 

121 
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Rne  BATeli        ... 

B3 

S       IS 

10 

1 
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1     4.000 
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34 
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86 

3       12 

18 

38 

114 

1 

1        750 

'33 

32 

60 

Un«. 

116 

118 

6      25 

67 

33 

lU) 

3 
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2      1,600 

98 
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... 

... 
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768 

*8  ~6i 

103 

"337 
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ObbI  ft 

63,182  1 
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811 
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Sitapur 

122 

8      10 

48 

16 
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14,000 
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10,460 
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2* 

S 

48 
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1 

15 

17 
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2 

13 
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21 
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1100 
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S8 
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100 
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7 
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9S 

2       1,      a 

"7 

7 
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12 
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R.ipur. 

«ia 

72 
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18 

27 
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42 

2S 
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86 
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a2 

1         7        8 
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33 
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28 
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an 
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8 
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30 
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38 
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1 
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18 
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••• 
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MOBADAIUD  DiBTBIOT. 

Bijnor 

i 

1 

••• 

2 

2 

3 

5 

6 

8 

••■ 

••• 

27 

ChtQciaQii                                 .••. 

••• 

••• 

••• 

••. 

1 

3 

13 

1 

••« 

•  •• 

19 

Diiampur 

••• 

••• 

••• 

•«. 

2 

3 

4 

1 

1 

••■ 

12 

Kanth 

••• 

••• 

••• 

••• 

••• 

2 

2 

4 

2 

•.• 

•.■ 

lO 

Kirathpor 

■•* 

••• 

••• 

••■ 

2 

6 

1 

■•• 

•■• 

9 

Kundarki                                  ••- 

••• 

••• 

••• 

••• 

••• 

2 

4 

1 

1 

••• 

••• 

a 

ManUawar 

••« 

••• 

••• 

••• 

1 

6 

6 

2 

■a. 

...    [ 

14 

Moradabad 

1 

1 

1 

4 

12 

10 

25 

7 

1 

•  •• 

64 

Na^na 

••• 

•a. 

••• 

•■• 

2 

8 

6 

3 

••• 

...     1 

15 

Majibabad 

••* 

••• 

••• 

••• 

■•• 

] 

2 

3 

2 

••* 

...     1 

& 

Nurpur 

«■• 

••• 

••• 

••• 

••• 

4 

••« 

4 

2 

•  •• 

... 

10 

Seobara 

••• 

••• 

... 

■•• 

••• 

1 

6 

9 

3 

••• 

•*. 

18 

8he>  kot 

•.. 

••■ 

••• 

••* 

••• 

3 

1 

6 

2 

••• 

1 

12 

Tbakurdwara 

••• 

2 

2 

•*• 

1 

••• 
6 

••• 
.9 

1 
36 

2 

47 

6 

2 
87 

1 
•  •• 

1 
1 

1 

1 

10 
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96 

2 
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Babraioh 

•  •« 

•  a  • 

«• 

3 

2 

6 

6 

1 

19 

Bbinga 

•  •• 

-•• 

•  •  • 

■  •■ 

3 

2 

8 

■  • 

10 

Balrampar 

•  •  • 

■  • 

•  ■• 

•  •• 

3 

2 

6 

•  ■• 

12 

Coloaelgan} 

•  •• 

•  •• 

•  • . 

1 

2 

4 

•  •  • 

9 

Gonda 

■  •  • 

•  •• 

1 

2 

3 

1 

6 

1 

22 

KaUarganj 

•  •  • 

•  •  • 

•  •• 

•  •• 

1 

2 

3 

••• 

' 

6 

Mankapur  and  Nawabgan] 

•  •• 

•  • . 

•  •  « 

■  • 

2 

2 

5 

8 

8 

1 

...     1 

21 
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•  • 

•  • 

•  • 

«  • . 
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2 

1 

1 

8 
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...     1 

7 

Total    ... 
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1 

2 

8 

18 

17 

21 

88 

3 

•  •  ■ 
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■ 

Fathganl  Woat 
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■  •  ■ 

•  •• 

•  ■  • 

1 

3 

6 

7 

10 

«  •• 

■  •  « 

26 

■  •  • 

•  •• 

•  >  • 

•  •• 

1 

2 

5 

7 

7 

1 

«  ■  • 

22 

Baheri 

•  • » 

«•  • 

•  • 

•  • 

1 

» 

1-      3 

6 

8 

•  •• 

•  •  • 

20 

Mawabganj 

•  ■  • 

•  •  • 

•  •• 

•  ■■ 

2 

3 

4 

6 

•  , 

16 

Rampur 

•  • 

■  •• 

•  •• 

•  •  • 
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3 

4 

6 

9 
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22 
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•  •• 
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7 
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22 
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1 
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19 
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19 
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19 

25 

•  •• 

... 
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•M 

44 
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15 
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15 
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4 

23 

•  ■• 
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.•• 
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27 

•  •• 

66 

••• 

66 
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4 

23 
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28 
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46 

••• 
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4 

16 
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•  •• 
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aaa 
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62 
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80 
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10.49 
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670 
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30 

96 
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6 

24 
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30 
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34 

2 

36 
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4 

32 
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•— 

86 
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46 
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45 
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201 
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3 

15 
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.•• 
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19 
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19 
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19 
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1 

25 
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26 

••• 

33 
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33 

816 
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4 

20 
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15 

.•• 

••• 

24 

4 
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■  •■ 

••• 
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••• 

30 

9 

39 
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85 

318 

75 

146 
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140 
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•  •• 

■  •a 

.  •• 
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••• 

18 

5 

23 
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56 

318 

8 

54 

16 

24 
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2 

2t 

6 

32 
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49 

242 

15 

54 
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18 
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••• 

183 

3 
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3 

30 
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12 
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1 

39 
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10 

64 
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13 

66 

36 
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50 
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26 
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66 
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49 
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•  •• 
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54 
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53 
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... 
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30 
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•  •• 

30 
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80 
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16 

37 
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63 

4 
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J 
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NORTH  INDIA  OONFBRBUCE  STATISTICS 

SUPPLEMENT  TO 
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•0 
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••■ 

•  •• 

••• 

••• 

••* 

1 

2 

6 

6 

13 

••• 

«•■ 

28 
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••• 

2 

1 

4 

a 

3 

10 

66 

26 

6 

1 

e 
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••• 

••• 

••• 

••• 

1 

••• 

6 

7 
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.•• 

*•■ 

14 

Bhamora 

••• 

«•• 

■•• 

.•• 

••• 

••* 

6 

3 

2 

••■ 

*•• 

13 

BUsi 

••• 

••• 

••* 

••■ 

aaa 

3 

6 

6 

8 

*•• 

■•« 

19 

Binawar 

••■ 

••• 

«•• 

«■• 

••• 

.•• 

3 

1 

2 

3 

•■• 

.•• 

9 

Biaaoli 

••• 

••• 

••• 

••• 

aaa 

3 

6 

8 

7 

1 

1 

26 

Budaun 

••• 

1 

1 

1 

aaa 

6 

3 

14 

4 

1 

8 

34 

Dataffanj 
Fariapur 

••• 

.«. 

••• 

*•■ 

•  99 

1 

3 

4 

4 

.•• 

*•• 

13 

t«* 

••• 

•  •• 

*•• 

aaa 

1 

7 

3 

4 

.«• 

... 

18 

JalalakMd               * 

••• 

.•• 

•  •• 

*  •■ 

aaa 

••* 

3 

11 

3 

.*. 

... 

18 

Kakraia 

••• 

••• 

••• 

.  •• 

•  m 

2 

1 

8 

6 

.«« 

.•« 

18 

Khera  Bajhera 

••• 

••• 

••* 

••> 

999 

2 

4 

1 

1 

... 

.«. 

9 

Miranpur  Katra 

••t 

.•• 

•  •• 

..« 

999 

••* 

2 

2 

10 

6 

... 

*•• 

19 

Fanapur 

••• 

*•• 

... 

.«. 

•  •% 

1 

3 

3 

2 

••. 

••■ 

10 

Pawayan 

••• 

••• 

*•• 

*•« 

•  •a 

2 

6 

3 

4 

•■« 

••« 

15 

Shahjahanpnr  East 

■•• 

1 

1 

... 

aaa 

4 

4 

4 

2 

••. 

2 

19 

Do        West 

••• 

1 

1 

1 

2 

3 

4 

3 

1 

... 

'... 

17 

TUbar 

••• 

.•• 

*•* 

.•• 

aaa 

2 

6 

13 

7 

■«• 

•.« 

2^ 

Ujhani 

••• 

5 

.a. 

4 

6 

•  99 

6 

19 

1 
47 

6 
133 

... 
134 

2 

78 

•«• 

6 

20 

1 

13 

Total 

3 
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Gabhwal  DisTBior. 

' 

Gadnlli 

•• 

1 

1 

... 
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>•• 

2 

... 

1 
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0 
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•* 

•  at 
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•  as 

... 

2 

3 

2 

6 
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•  •■ 

12 
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•• 

at* 

•  a* 

... 

•  aa 

1 

2 

2 

2 

4 

... 

•  •• 

11 
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•• 

1 

1 

1 

2 

1 

3 

8 

17 

10 
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li 

45 
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•• 

•  •• 

•  •• 

•*• 
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1 

2 

*•. 

2 
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7 
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•• 
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••,• 
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15 
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23 
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1 

6 
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2 

2 

1 

2 

25 
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8G 

KUMAON  DlSTKIOT. 

Bhot 

•«• 
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1 

16 
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n 
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646 
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13 
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119 
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146 

80 
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119 
304 

4624 


39 
13 
20 
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Barabanki 

... 

••t 

••• 

••• 

••• 

1 

11 

3 

4 

12 

... 

5 

36 

Bardoi 

... 

••« 

•••  ■ 

••• 

••• 

1 

11 

11 

••• 

12 

2 

2 

35> 

Itaunja 

■.• 

•  at 

••• 

•«• 

■  •  ■ 

1 

»•• 

1 

••• 

1 

>•* 

•  ■• 

3 

Lucknow  Engl 

••• 

1 

1 

••• 

■•• 

••• 

1 

•  •• 

••• 

..« 
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1 

4 

Luck  now  Hind. 

.•• 

4 

8 

6 

2 

2 

11 

6 

52 

6 

1 
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Rae  Bareli 

■•• 

•  •• 

••• 

•  • 

••• 

1 

5 

11 

••• 

6 

1 
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Shahabad 

•M 

••• 
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1 

3 

7 

17 

12 

1 

5;     4« 
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••• 

••• 

6 

I 

6 

2 

1 
8 

6 
48 

0 

4<) 

16 

8 
57 

1 

.     1     3t 

Total 

89 

6 

13    277 

SlTAPDB  DI8TBICT. 

1 

Sitapur 

.•• 

1 

1 

1 

2 

1 

8 

•  •• 

12 

6 

2 

•  •• 

3i 

8idhauli 

••• 

••• 

«•• 

■  ■» 

••• 

2 

2 

1 

... 

5 

•.. 

•«• 

]:< 

Lakhimpur 

••a 

••• 

••• 

■  •■ 

••• 

1 

1 

*•> 

... 

3 

... 

2 

Bara  Gawn 

••• 

••• 

••• 

•  •• 

•■• 

1 

1 

3 

*•. 

2 

..• 

•  •• 

/ 

Mohamadi 

••• 

••• 

••• 

>•• 

••« 

1 

3 

2 

1 

5 

... 

•  •V 

12 

IsaMagar 

••• 
••• 

••• 

1 

••• 
1 

•  •• 

1 

••> 
2 

1 

7 

••• 
15 

2 
11 

.«• 

3 
24 

1 

4 

6 

11 

Total. 

13 

3 

84 

• 

Sambhal  DiSTBicr. 

Sambhal 

•  •• 

•  •  • 

«^ 

•  •  ■ 

•  ■  • 

1 

G 

0 

12 

6 

•  ■  • 

•  ■  • 

30 

Babukhera 

*•• 

•  • 

•  •• 

•  • 

•  •  • 

•  ■  • 

0 

I 

3 

3 

«  •• 

■  •  • 

rt 

KaBulpur 

•  •• 

•  •  • 

•  •  • 

>  •  > 

•  • 

•  •  • 

2 

2 

7 

2 

«  •  ■ 

13 

Rajpura 

•  •  ■ 

•  •  • 

■  •  • 

•  •  • 

■  a    ■ 

• « « 

1 

2 

« 

2 

•  ■  • 

..     1 

11 

Ganour 

•  ■ 

•  •  ■ 

m  m 

... 

«  •  • 

1 

I 

2 

6 

li 

•  •• 

13 

Babjoi 

•  •• 

•  •  • 

•  •  • 

•  m 

«  • 

•  • 

1 

1 

4 

2 

•  •  • 

.S 

OangfeHii 

•  •■ 

•  •• 

•  •  ■ 

«  •  ■ 

■    A 

1 

•  •  • 

1 

1 

1 

■  •  ■ 

4 

Hasanpur 

■  ■  ■ 

« •  • 

■  •  • 

•  •  • 

•  •  ■ 

1 

2 

4 

4 

4 

•  *  • 

... 

ir» 

Shah pur 

•  «  • 

•  • 

•  •  • 

•  •  • 

•  •  » 

. .. 

1 

3 

1 

3 

•  • 

s 

Narainiya 

«  •  • 

•  •  - 

• 

•  • 

*  a  • 

1 

1 

1 

5 

3 

•  •• 

.    1      11 

Amrona 

•  •• 

•  •  ■ 

«  • 

•  •  > 

1 

1 

4 

7 

7 

•  • 

*Jyi 

Dhanaura 

•  • 

•  •« 

a  • 

•  • 

•  ■• 

1 

2 

2 

3 

2 

•  •  ■ 

m 

Basta 

«•• 

■  • 

■  *  • 

.. 

•  •  • 

1 

I 

3 

4 

4 

>  •  • 

13 

Sharif  pur 

•  •• 

•  •  • 

• 

•  ■  ■ 

•  •  ■ 

• 

1 

0 

2 

3 

1 

•  •  • 

s 

Total 

•  •• 

>  •  • 

19 

•  •  • 

17 

•  • 

21 

30 

8 
71 

22 
232 

33 
369 

65 

4") 
416 

•  • 

•  •  • 

45 

173 

Grand  Totals 

52<l 

20 

1765 

1896  Totals 

•  •• 

••• 

17 
2 

16 
2 

23 

••• 

31 

•  •• 

68 
3 

226 
6 

305 
61 

664 

4(X3 
13 

18 

36 
9 

17(M] 

Increase 

•f. 

2 

4i« 

Decrease 

•  •• 

•  •• 

••• 

2 

1 

»■• 

•t* 

••• 

40 

«•• 

•  •• 

•  •• 

««« 

FOR  TBE  YEAS  BNDINO  WITH  Z\ni  DECBMB&R,  1897. 

STATISTICS  No.  1. 


AOOEBSIONB. 


• 
SB 

1 

.** 

1 

« 

x 

pfl 

o 

1 

• 

! 

§ 

^ 

^ 

3 

m 

B 

•S 

S 

• 

as 

a 

.S 

S 

s. 

•§ 

6 

s 

i 

t 

§ 

i 

i 

1 

PE< 

106 

Ph 

t^ 

2 

6 

1 
112 

■•• 

163 

10 

163 

•  •  > 

28 

2 

30 

•  •  ■ 

••■ 

7 

7 

1 

44 

9 

64: 

5 

90 

6 

100; 

1 

107 

6 

114 

6 

621 
64 

•  •« 

100 

16 

44 

680' 

•  •  • 

8 

62 

2 

116 

6 

123 

1 

31 

••• 

32 

2 

28 

••• 

80 

••• 

36 

3 

38 

•  •• 

7 

1 

8 

6 

270 

18 

293 

6 

30 

23 

69 

•  •  • 

75 

12 

87 

10 

4 

14 

•  •• 

40 

6 

46 

•  •« 

40 

27 

67 

•  •  • 

33 

16 

49 

•  •  • 

20 

10 

80 

•  *  • 

70 

10 

80 

•  •• 

22 

10 

32 

•  •  • 

19 

26 

44 

*  ■  • 

76 

30 

106 

m   • 

60 

••• 

601 

•  ■ 

36 

16 

60 

m  m 

30 

660 

4334 

13 

43 

766 

5162 

6 

200 

63 

776 

73 

4261 

782 

6119 

•  •  * 

70 

-•• 

41 

SO 

•  »• 

7 

*  ■ 

Nativk  Christian 

Ck>MMUNITT. 


p 


263 
379 
28 
••• 

423 
186 
466 
303 


267 
67 
42 
32 
91 
28 


617 


284 
241 
267 
676 
492 
462 
406 
767 
262 
296 
817 
a34l 
l,C)99 
261 


7,144 


34287 
38984 

•  •  • 

4697 


31 
171 


210 
90 
94 
67 


663 


246 
80 
10 
28 

122 
19 


606 


94 
186 

74 
126 
870 
233 

60 
120 
168 

66 

98 
496 
247 
113 


2,437 


13943 

13263 

680 


I 


284 
660 
28 
>•• 

633 
276 
649 
370 


2,690 


603 

147 

62 

60 

213 

47 


1022 


378 
426 
331 
801 
862 
686 
466 
887 
430 
361 
916 
1.329 
1.346 
374 


9,681 
48230 
62247 

•  ■  ■ 

4017 


Monet  Coluectbd  in  India. 


Fob  Schools. 


rS 

> 

o 

§ 

u 
o 


42 

So 

3 

1108 

168 

74 

60 

19 


1,499 


1176 
6 
3 
6 
11 
6 


1206 


74 
6 

11 
4 

12 
9 
3 

16 
7 
8 

23 

14 
9 
4 


u 

a 

a 

9 


^ 


206 

160 

9 

1200 

480 

81 

62 

77 


2276 


934 
24 
16 
16 
16 
24 


200 


6288 
8691 

•*. 
3303 


1027 


99 
32 
37 
31 
49 
36 
16 
49 
26 
26 
40 
48 
37 
30 


a 

a 

9 

a 
e 

> 
o 


40 
20 


4662 

a  •  t 
••• 
••• 


4622 


664 


8876 

11678 

2802 


930 

... 

•a. 
••* 
■*• 
■a. 

930 


192 

*.. 
... 
*.* 
... 
•*• 
•*• 
32 

•  ■  • 

•  • 
••• 
««• 

•  «» 

•  •• 


I 


117 
88 


6607 
24 

130 


6811 


826 

••• 

... 
••• 
... 
... 

326 


42 


••• 


22 


•  •• 


a 
o 


••• 

••• 
••• 


••• 
••• 


••• 
... 
•a. 
•  *• 
•a. 


224 


mc5 

90043 

878 


64 


1S67S 
UIM 

2483 


•  a. 

•  a* 
■.. 

•  •  ■ 
•a. 

•  a. 

•  aa 

•  •• 
•aa 

•  aa 
•aa 
aa. 

•  *• 


■4 

o 

«* 

a 

o 
O 

u 
o 


•  aa 
aaa 
aaa 
aaa 
*m» 
•%» 
•*m 


»»» 
*»» 

•  aa 

•  •• 

•  ■• 


442 
1398 

■  ■ 

966 


••a 

aaa 
■.• 

•  aa 
•»» 
•9a 
*»• 

•  aa 

•  •• 

•  •• 

•  aa 
■  aa 

•  *• 


4 


a 
8 

a 


I 
a 

S 

Ik 


•.. 

•  /a 

•  •  ■ 
aaa 
•»• 
aaa 
aaa 
aaa 


aaa 
aaa 
aaa 

aaa 
•aa 


16 
132 

•  •  • 

116 


••• 
••• 
••• 

aaa 
••• 
••• 

•  •• 

•  aa 

•  •• 

•  aa 
aaa 
aaa 
aaa 

•  •• 


161 


38 


210 


.9 

a 

M 


1 

3 


406 

899 

19 

2308 

10,717 

179 

146 

S6S 


14.417 


••• 

••a 

•  •• 
*•• 
••• 
aaa 
•aa 
aaa 
••• 
••» 
aaa 
•aa 

•  aa 


8366 
31 
18 
19 
26 
29 

3488 


2220 

860 

1370 


764 
1378 

••• 
614 


407 
37 
48 
36 
61 
44 
18 

119 
33 
33 
72 
62 
46 
34 


1,062 


60448 
66211 

aaa 

4768 


NORTH  INDIA  COM^BBBNGE  STATISTICS 

SCHOOL 


VERNACULAR  SCHOOTia 

» 

- 

No.  OH  BOLL  AT  THB 

No.  ON  BOLL  AT  THB 

KND  OF  THB  TBAB. 

BNO  OF  THB  TBAB. 

oS 

• 

NAME  OF  ciRCurr. 

1 

a 

a 

eS 

•o 

tj 

1 

s 

B 

} 

• 

OD 

1 
1 

• 

• 

ac 

C 

«B 

'5 

•** 

'5 

•s 

1 

3 

1 

•a 

• 

§ 

• 

1 

73 
o 

t 

> 

m 

S 

1 

•2 

O 

9 

3- 

o 

> 

» 

o 

Zl 

H 

< 

o 

o 

K 

H 

< 

MOBADABAD  DlSTBIOT. 

Bi]nor 

8 

96 

16 

111 

66 

2 

40 

16 

66 

50 

ChaodAUii 

10 

166 

60 

216 

160 

6 

60 

18 

68 

otS 

Dbampur 

6 

.  44 

4 

48 

39 

3 

26 

••* 

26 

19 

Kanth 

3 

36 

6 

40 

26 

2 

16 

4 

20 

13 

Kirathptir 

8 

40 

*•* 

40 

30 

1 

16 

•  •• 

16 

9 

Kundarki 

6 

62 

18 

80 

46 

3 

26 

6 

31 

14 

Maadawar 

6 

80 

30 

110 

96 

8 

36 

16 

60 

4d 

Mo^abad 

13 

166 

30 

196 

126 

22 

160 

200 

360 

210 

Naffina 
Najibabad 

4 

48 

10 

68 

40 

2 

20 

4 

24 

16 

3 

80 

16 

46 

26 

2 

17 

6 

22 

24) 

Nurpur 

8 

36 

6 

42 

38 

2 

17 

1 

18 

16 

Seobara 

2 

4fi 

2 

61 

39 

4 

16 

4 

20 

14 

Sherkot 

4 

36 

» 

39 

30 

1 

6 

••• 

6 

5 

Tbakurdwara 

6 

62 

... 

62 

45 

3 

16 

••• 

16 

11 

Total      ... 

74 

938 

199 

1,137 

801 

60 

449 

271 

720 

494 

GoNDA  District. 

Babraich 

2 

80 

78 

'l58 

100 

2 

28 

31 

69 

45 

Bbinga 

2 

26 

33 

68 

60 

•*• 

•.• 

•  ■• 

•«• 

■  •• 

Balrampur 

1 

20 

65 

76 

65 

1 

6 

8 

14 

10 

Golonelganj 

1 

10 

36 

46 

38 

•a. 

... 

••• 

•*■ 

•  •• 

Gonda 

2 

8 

101 

109 

90 

•  *• 

■«• 

•■* 

••■ 

•  ■• 

Mankapur  and  Nawabganj, 

2 

30 

60 

90 

80 

1 

••• 

25 

26 

19 

Nanpara 

••■ 

■•• 

••• 

... 

..• 

1 

18 

4 

22 

10 

ToUl    .. 

10 

173 

362 

636 

413 

6 

62 

68 

120 

93 

.     PlLIBHIT  DiBTBICTT. 

Fathganl  West 
Vilibhit 

8 

93 

37 

130 

120 

4 

22 

30 

61 

50 

9 

60 

24 

74 

70 

3 

35 

38 

73 

60 

Puranpur 

4 

22 

28 

60 

30 

1 

8 

4 

12 

lu 

Nawabganj 

4 

66 

12 

78 

60 

1 

9 

2 

11 

9 

Baiheri 

7 

60 

11 

61 

60 

1 

9 

4 

13 

10 

Shtehi 

7 

80 

10 

90 

82 

3 

27 

23 

50 

U) 

BiHalpur 

7 

64 

11 

75 

65 

3 

2% 

13 

37 

;^o 

Miiganj 

3 

38 

7 

45 

40 

1 

13 

1 

14 

12 

Milak 

4 

'40 

8 

•18 

42 

2 

19 

7 

26 

2*2 

Siraoli 

7 

86 

28 

114 

1(X) 

3 

44 

15 

59 

65 

Rampur 

8 

37 

61 

88 

76 

3 

26 

25 

61 

4.5 

ToUl    .. 

68 

626 

227 

863 

743 

25 

236 

171 

407 

3i3 

FOR  TQB  TtiAR  ENDING   WITH  SlH   DECEMBER,  1897. 


STATISTICS. 


ANGLOVEKNACULAR  SCHOOLS. 

GRAND  TOTALS. 

No.  OS  BOLLATTHB- 

No.  ON  BOLLATTHfE 

END  or  TUB  TKAB. 

KND  OF  TBI  YEAH. 

8 

S 

ji 

•0 

$ 

0 

(0 

e 

c 

• 

1 

1 

8 

1 

• 

a 

1 

•f 

•«> 

*tt 

tk4 

al 

m 

cs 

« 

9 

0 

0 

•0 

J 

a 

p^ 

i 

43 

a 

>« 

IM 

u 

1 

0 

a> 

1 

U3 

• 

OB 
R 

•2 

•3 

1 

• 

1 

1 

£ 
§ 

-<• 

1 

6 

9 

• 

% 

•J 

.a 
f 
§ 

3 

P 

3 

3 

3 

al 

3 

& 

6 

o 

^ 

> 

0 

0 

< 

^ 

^ 

£ 

0 
H 

1 

88 

... 

22 

20 

1 

61 

1 

62 

* 
67 

12 

16 

260 

192 

■•« 

•  •• 

... 

a  •  a 

.«. 

... 

... 

... 

16 

16 

283 

212 

••• 

•  •• 

... 

... 

.«. 

*•• 

••• 

... 

8 

7 

78 

68 

>■• 

•  •• 

... 

... 

... 

... 

... 

••• 

6 

6 

60 

38 

...       ' 

X      ••• 

... 

... 

... 

... 

••* 

... 

4 

6 

66 

39 

••• 

•  •• 

... 

... 

... 

... 

a  a* 

••■ 

8 

8 

111 

69 

••• 

■  •• 

... 

... 

... 

•a. 

•  •• 

... 

9 

9 

160 

140 

1 

170 

90 

230 

226 

1 

140 

• 

140 

110 

37 

67 

946 

671 

••« 

•■• 

...           ... 

... 

*•. 

... 

.«. 

... 

6 

7 

82 

66 

•  •  ■ 

••• 

1 
...           ... 

... 

... 

... 

... 

... 

6 

4 

68 

46 

••• 

••• 

...     '     ... 

... 

••. 

*•• 

.«. 

... 

6 

6 

60 

64 

•  •• 

... 

...     j     ... 

... 

... 

.«. 

*•. 

... 

6 

9 

71 

63 

••• 

•  •• 

... 

*•• 

... 

... 

.«. 

...  , 

.». 

... 

6 

6 

46 

36 

«•• 

•  •• 

... 

... 

.«. 

»•. 

... 

*•• 

... 

8 

8 

78 

66 

2 

192 

90 

282 

246 

2 

201 

1 

202 

167 

134 

162 

2M1 

1.708 

••• 

... 

1 

1 
...     1     ... 

.«. 

... 

... 

•  •• 

... 

4 

11 

217 

146 

•  •■ 

..• 

... 

... 

••« 

... 

... 

... 

•  «• 

.•• 

2 

4 

68 

60 

•  •• 

.•• 

... 

.•• 

... 

... 

.•* 

... 

•  •• 

*•• 

2 

2 

89 

66 

••• 

... 

••• 

*•• 

.•• 

••• 

... 

*  a 

••• 

... 

1 

2 

46 

38 

•  •• 

•  • 

1     ...          ... 

... 

1 

76      ... 

76 

66 

3 

14 

186 

146 

••« 

•■« 

1     •..           ... 

... 

*•• 

... 

... 

... 

... 

3 

4 

116 

99 

••• 

1     ... 

... 

... 

... 

... 

... 

... 

... 

... 

1 
16 

1 

22 

L9 

•  «  • 

•  •• 

•.. 

... 

•  • 

1 

76 

•  *• 

76 

66 

88 

731 

662 

1 

13 

•  • 

13 

13 

■  •  ■ 

■•• 

... 

... 

... 

13 

14 

204 

133 

•  •• 

... 

...          .•• 

... 

•  m^ 

... 

... 

.«. 

••. 

12 

12 

147 

130 

•  •  • 

... 

•  • •           ... 

... 

... 

... 

... 

.«. 

... 

6 

6 

62 

49 

■  •■ 

... 

...     1     ... 

... 

... 

... 

•  a  • 

, 

.•• 

6 

6 

89 

69 

•  •• 

... 

...          ... 

•.• 

... 

•*. 

•  »  • 

... 

... 

8 

8 

74 

60 

•  •• 

1 

«  •  « 

•••           ... 

... 

... 

... 

... 

... 

a  a  ■ 

10 

10 

140 

122 

■  «• 

•*• 

... 

««• 

... 

... 

a  ■  • 

... 

... 

.•* 

10 

10 

112 

96 

■  •• 

,  , 

•  •• 

•  •• 

... 

... 

..a 

... 

... 

... 

4 

4 

69 

62 

•  •• 

1      ... 

.\- 

•  ■• 

... 

... 

... 

•  «. 

... 

*•• 

6 

6 

74 

64 

•  •• 

1 

•••     '     ••• 

... 

... 

... 

... 

... 

... 

10 

10 

173 

165 

•  •« 

1      ... 

••*     1     ... 

... 

... 

... 

... 

... 

... 

11 

11 

139 

120 

1 

13 

1 

13 

1 

13 

a  a 

... 

•  *• 

... 

«  .a 

94 

96 

1,273 

1,099 

NORTH  INDIA  CONFEBSNOE  STATISTICS 

80H00L 


VERNACULAR  SCHOOLS. 

No.  Oir  BOLL  AT  THE 

No.  ON  BOLL  AT  TUB 

4 

oS 

BtfDOFTHBTKAB. 

BND  OF  THE  TEAB. 

NAME  OF  CIRCUITS. 

1 

a 
a 

a 

cS 

s 

V 

} 

1 

"3 

1 

^ 

i 

3 

a 

•s 

m 

9 

•s 

1 

•| 

4, 

o 

g 

1 

> 

•  13 

OB 

•c 

O 

§ 

1 

r 

SQ 

o 

z 

H 

< 

O 

o 

z 

H 

< 

BABKILLT  DlBTBlOT. 

i 

4 

Aonia 

7 

90 

... 

90 

70 

3 

32 

... 

32 

21 

BareiUy 
Sadar  Bazar 

6 
4 

184 
33 

118 
60 

802 
93 

160 
60 

16 

4 

36 
37 

'116 
12 

161 

40 

lUO 
30 

Bhamora 

3 

40 

... 

40 

26 

1 

13 

... 

13 

7 

Bilsi 

6 

104 

21 

126 

86 

2 

24 

2 

26 

20 

Binawar 

8 

40 

•  ■  • 

40 

82 

••• 

... 

... 

... 

•  •• 

Bisanli 

4 

66 

'6 

62 

60 

2 

40 

... 

40 

40 

Badaun 

6 

71 

... 

71 

68 

9 

7 

173 

180 

125 

DatagaDJ 
Faridpur 

4 

62 

... 

62 

32 

... 

... 

•  •  • 

... 

»•• 

3 

36 

12 

48 

36 

*•. 

«•• 

•  •• 

••« 

••• 

Jalalabad 

6 

40 

5 

64 

36 

2 

9 

11 

20 

13 

Kakrala 

3 

106 

.     28 

133 

102 

2 

16 

12 

28 

21 

Khera  Bajhera 

1 

4 

11 

16 

14 

2 

... 

30 

80 

19 

Miranpur  Katra 

4 

60 

3 

63 

i2 

... 

.«. 

... 

... 

•  •• 

Panapar 

1 

... 

12 

12 

10 

... 

... 

... 

... 

•«• 

Pawayan                          ••• 

3 

22 

42 

64 

48 

1 

16 

16 

30 

Si 

Shabjahanpnr  East 

:        2 

60 

30 

80 

70 

4 

... 

100 

100 

80 

Do          West 

... 

... 

... 

... 

... 

... 

... 

... 

... 

... 

Tilhar 

4 

41 

16 

66 

69 

1 

17 

... 

17 

... 

Ujhani 

6 

67 

13 

70 

40 

2 

11 

... 

11 

0 

Total    M. 

76 

1084 

376 

1460 

1007 

>         61 

266 

470 

736 

605 

Gabhwal  Dibtbiot. 

Gadolli 

1 

30 

... 

30 

30 

... 

... 

... 

■•• 

•  #• 

Kainur 

4 

13 

67 

70 

69 

«• 

... 

... 

... 

•  •• 

Lansdowne                      ••• 

2 

3 

20 

23 

20 

... 

... 

... 

... 

•  •• 

Pauri  and  Kotedwara     ... 

7 

18 

69 

77 

62 

3 

6 

'  48 

64 

41 

Kamni 

1 

6 

15 

20 

12 

... 

••• 

... 

■  •• 

... 

Srinagar 

1 

... 

12 

12 

8 

• 

•  •• 

... 

•  •« 

... 

Total.     ... 

16 

69 

163 

2:^2 

181 

« 

6 

48 

64 

41 

KUMAON  DUTKIOT. 

. 

Bhot 

3 

• 
... 

80 

80 

57 

1 

12 

... 

12 

9 

3 

4 

37 

41 

30 

1 

3 

5 

8 

5 

Naini  Tal  English 

••* 

... 

... 

... 

•  •• 

•  «• 

■  •• 

... 

... 

... 

Naini  Tal  Hind. 

6 

45 

70 

115 

35 

2 

10 

60 

70 

25 

Pithoragarh 

16 

21 

615 

636 

m) 

1 

87 

... 

87 

70 

Total 

28 

70 

8(32 

872 

622 

5 

1 

112 

66 

177 

109 

FOR  TBS  TEAR  BNDtNO   WITH  SUi  USCSHBER,  1897. 

8TAT18TIGS. 


ANGLO-V£fiNAGULAA  SCHOOLS. 
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1< 
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No.  ON  BOLL  AT  THl 
■ND  or  TUB  TBAB. 


a 


6 


••< 


63 


••• 
••• 
••• 
••• 


••• 


98 


••• 
••• 
••• 
••• 


27 
108 


2»7 


••• 
••■ 

••V 


86 


86 


87 

72 

85 

7 

161 


O 


91 


80 


••• 
••• 
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••• 
••• 
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••• 
••• 
••• 


116; 

I 


66 

80 
16 


178- 


••• 

••• 
•■■ 
••• 


27 
280 


842!       689 


116,       162 


162 


92 

72 

lid 

23 


161,       302 
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s 


< 


••• 

••• 
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100 

•  a. 

••• 

•  •'•' 

■  •• 

•  •• 

••• 

168 


••• 
••• 
••• 
••• 
••• 
••• 


14 

I*. 
200 


477 


104 


104 


80 

72 

110 

20 

282 


GRAND  TOTALS. 
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No.  Oir  BOLLATTHB 

SND  OF  Tdl  IBAB. 
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s 

i 
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o 

« 

c 

e 
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1 

1 

1 

i 

/ 
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1 

"S 
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1 
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O 
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^ 
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US 

§ 

1 

C 

J 

1 

1 

1 

u 

Zi 

H 

< 

H 

H 

Kh 

H 

•«. 
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••• 

10 

13 
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.91 
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84 

80 

907 

660 

.  •« 

.«• 

•  • 

*•• 

8 

6 
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90 

••• 

••• 

••• 

•  ■  a 

^ 

4 

63 

.82 

••• 

• 
•  •• 

— 
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8 

7 

161 

106 

••• 

■•• 

••• 

•  • 

8 

8 

40 

82 

••• 

*•• 

*  •  • 

6 

9 

111 

90 

88 

••• 

88 

81 

17 

23 

677 

427 

••• 

.•• 
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4 

4 

'62 

82 

.•• 

••. 
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8 

8 

46 

86 
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••• 
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8 

8 

74 

40 
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7 

161 
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4 

68 

42 
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4 

4 

63 
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66 

86 
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4 

4 

94 

.tt 
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.•* 
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8 

22 
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••a 
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•  f 

1 
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.a. 

6 

6 

66 

40 

••* 

.a. 
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.••a 

8 

6 

81 
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46 
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-•••        - 

660 
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136 

214 
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••• 

••a 

••• 

• 
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1 

•l 

30 

80 

.•* 

..a 

aaa 

»»» 

4 

3 

70 
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■■• 
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•  •a 

2 

2 

28 

20 

87 

... 

87 

87 

10 

27 

370 

284 

•  •• 

•  a.       ^ 
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•  •• 

1 

1 

20 

12 

•  •  • 

aa. 

••• 

■** 

1 

1 

12 

8 

87 

.aa 

87 

87 

21 

36 

626 

413 

.«. 

aa 

*aa 

•  •• 

4 

4 

92 

66 

34 

•        f* 

34 

30 

6 

46 

176 

146 

96 

■  aa 

96 

96 

2 

20 

168 

168 

•  •• 

»•• 

aaa 

■•• 

9 

16 

3U0 

170 

!•• 

aaa 

aa. 

•  •• 

126 

18 
39 

20 

746 

600 

130 

aa. 

130 

76 

1481 

1139 

• 

. 

» 

•  •      *• 

NORTH  INDIA  CONFBRBNGE  STATISTICS 

SCHOOL 


1 

VERNACULAR  SOBOOLS 

I. 

No.  ON  BOLL  AT  THE 

No.  ON  ROLL  AT  THB 

END  OF  THB  TKAB. 

■ 

BND  or  THE  TEAR. 

b8 

8 

9 

NAME  OF  CIRCUITS. 

1 

73 

OQ 

S 

9 

•* 

4» 

*» 

OD 

<i3 

Qt 

• 

a 

o 

0 

>i 

m 

a 
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m 

• 
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•a 

§ 
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'3 

o 
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•s 

T3 
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m 
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.2 

•c 

J 

s 

ristia 

• 

3 

5> 

e8 

o 

• 

0 

• 

3 

i. 
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pa 

JS 
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% 

> 

mw^ 

.£3 

o 

o 

> 

» 

o 

^ 

H 

< 

o 

O 

Z 

H 

< 

OuDB  District. 

Barabanki 

••• 

6 

37 

67 

104 

75 

1 

2 

22 

24 

16 

Hardoi 

• 
••• 

12 

86 

183 

268 

240 

4 

66 

17 

82 

70 

Itaunja 

••• 

1 

3 

12 

16 

12 

«•• 

•  ■  • 

*•• 

«■• 

Luoknow  Engt 

••• 

•  •• 

•«• 

••• 

••• 

••• 

•«• 

a*. 

•  a* 

Lacknow  Hiad. 

••• 

6 

70 

166 

226 

200 

7 

3 

153 

156 

110 

Bae  Baieli 

••• 

10 

64 

70 

124 

115 

2 

20 

180 

200 

IW 

Shahabad 

••• 

12 

73 

77 

150 

120 

3 

55 

2 

57 

50 

Unao 

••• 
••• 

12 

62 
384 

245 

307 

280 

3 

37 

15 

52 
617 

3u 

Total 

69 

910 

1294 

1042 

27 

182 

389 

456 

SlTAFUB  DlBTRICT. 

Sitapur 

••• 

2 

22 

18 

40 

35 

•  •■ 

•  •• 

•  •« 

•  •« 

a«a 

Sidhaali 

■•• 

1 

7 

•  •• 

7 

6 

•  «• 

•  •• 

••• 

*  •  « 

mmm 

Lakhimpur 

•■• 

••• 

•  •• 

•  ■• 

« ■ 

- 

■  •• 

•  •V 

•  •* 

•  *• 

•  •• 

Bara  Gawn 

•«• 

1 

3 

7 

10 

6 

•  «• 

««« 

•  •• 

•  •• 

•  •• 

Mohamadi 

••• 

1 

8 

4 

12 

7 

•  •• 

••• 

•  •• 

•  •• 

•  aa 

Isa  Magar 

••• 

5 

•*• 

■■• 

•  •  • 

• 

54 

•  •■ 

•  •• 

■  •• 

•  •• 

aa» 

Total 

40 

29 

69 

•  •• 

•  t* 

•  •• 

■  a  • 

Sambhal  Distbiot. 

Sambhal 

m  •• 

6 

61 

23 

84 

76 

7 

36 

275 

311 

2><-l 

Babakhera 

•  •• 

3 

37 

••• 

37 

30 

•  •  • 

•  •• 

•  X 

... 

•  mm 

Raeulpur 

•  •• 

6 

60 

30 

90 

65 

4 

8 

8 

16 

12 

BAJpura 

•  •• 

2 

2i 

■  •  ■ 

24 

18 

•  •• 

•  •• 

•  •• 

■  •  ■ 

aaa 

Oanour 

B  •  • 

6 

43 

1 

44 

35 

t      •  •  ■ 

•  •  • 

•  f  • 

■  •  a 

•  •» 

Babjoi 

•  •• 

4 

62 

13 

65 

4f) 

•  •• 

■  •  • 

•  •a 

a«« 

mmm 

Gangesri 

•  •• 

2 

10 

•  •  • 

10 

8 

•  ■ 

•  •• 

a«« 

aaa 

Hasanpur 

•  •  • 

4 

25 

46 

71 

65 

3 

10 

36 

*4S 

'M\ 

Shahpur 

■  •• 

3 

16 

8 

24 

18 

•  a 

... 

<•• 

•  •  ■ 

■  •  ■ 

Narainiya 

ft  ■ 

6 

40 

■  • 

40 

35 

1 

6 

•  •• 

5 

i 

Amrona         , 

»•• 

6 

60 

10 

70 

40 

2 

10 

5 

15 

lu 

Dhanaura 

»»  ■ 

1 

48 

8 

66 

48 

1 

12 

.«■ 

12 

J» 

Basta 

■  •« 

4 

48 

7 

... 

41) 

1 

10 

•>• 

10 

s 

Sharif  pur 

•  •• 

•  •• 

3 

30 

564 

3938 

4 

34 

704 

7217 

28 

546 

6-409 

19 

8 
99 

... 
324 

1806 

8 

423 

3208 

6 

Total 

62 

160 
3218 

369 

Grand  Totals 

388 

191 

1402 

2im 

1896  Totals 

•  •• 

429 

4667 

3693 

8260 

677 1 

201 

1729 

•  at 

2123 

3852 

2nS7 

Increase 

••• 

•  v« 

•  •• 

•  •• 

•  •• 

••• 

■  •• 

... 

•  a* 

Decrease 

•  >• 

41 

729 

375 

104.3 

1365 

■    10 

327 

317 

HJ.I.' 

•"»77 

FOR  TBB  TBAft  ENDING   WIPE  Slsl   DBCBMBER,  1897. 

STATISTICS, 


ANGLO-VERNACULAR  SCHOOUS. 

GRAND  TOTAUS. 

No.  ON  ROLL  AT  THE 
KND  Of  THR  TKAR. 

• 

No.  ON  ROLL  AT  THE 
END  OF  THE  TEAR. 
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1 

1 

46 

66 

36 
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7 

11 
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««« 

••• 
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••• 
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»•• 

.aa 

••• 

16 

18 
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•  fla 

••* 
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.•• 
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1 

1 

16 

12 
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.•• 
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«•• 
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••• 

9»» 

aaa 
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5 

116 
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446 

426 

2 

161 

3 

164 

140 

20 

62 

982 
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1 

20 
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47 

42 
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99* 

21 

8 

«371 
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« •  • 
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16 

20 
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1 

2 

86 
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70 
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16 

19 
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8 

1 
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2 
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3 
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140 

96 

129 
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1 

77 

64 
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107 

1 

134 

1 

136 
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4 

18 

316 
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996 
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NORTH  INDIA  OONFBBSyCS  STAT/csTICS. 


For  the  year  ending  Shi  December  1897. 
SUNDAY  SCHOOL  STATISTICS. 
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99 

g 

o 

KAME  OF  CIRCUIT. 

n 

u 

1 

s 

at 

i 

li 

.  • . 

1 

1 

1 

B 

1 

i 

• 
r 

tend  a 
Schol 

1 

.a 

. 

i 

"S-cj 

£ 

s 

:^ 

i 

• 

IS 

9 

iS 

Average 
cherfl  an 

C 

m 

o 

e 

c 

• 

1 

I 

« 

1 

1 

i 

• 

-3 
S 

• 

MOBAOABAD  DUTBICT. 

Bijnor  . 

14 

1 

1 

22 

14 

11 

26 

220 

120 

36 

30 

405 

SSo 

Chkhdaiui 

11 

6 

••. 

17 

12 

7 

19 

266 

60 

96 

46 

466 

427 

Obampur 

6 

8 

•a. 

8 

6 

3 

8 

100 

60 

4 

4 

168 

167 

Kanth 

Kiratbpur                              ..^ 

7 

8 

••• 

10 

6 

4 

9 

200 

20 

40 

20 

280 

80 

6 

1 

••• 

6 

6 

2 

7 

116 

60 

30 

10 

206 

40 

Kundarki 

8 

2 

•.. 

10 

18 

2 

20 

106 

26 

10 

••« 

142 

104 

Mandawar 

4 

2 

6 

11 

9 

.3 

12 

360 

260 

66 

60 

705 

656 

Moradabad 

17 

22 

3 

42 

31 

36 

66 

360 

300 

160 

360 

1160 

805 

Nagina 
Najibabad 

4 

2 

•■« 

6 

6 

6 

10 

160 

38 

20 

18 

226 

200 

4 

2 

••* 

6 

6 

4 

9 

30 

16 

16 

6 

68 

60 

Nuhrpur                                   .«• 

6 

S 

••. 

9 

10 

4 

14 

60 

40 

20 

••» 

120 

100 

Seohara 

6 

4 

... 

9 

6 

3 

8 

49 

16 

2 

4 

71 

60 

Sherkot 

4 

1 

•*. 

6 

6 

3 

8 

64 

6 

3 

7 

70 

60 

Thakurdwara 

09 

8 
61 

... 
9 

8 
169 

■ 

6 
134 

3 
89 

8 
223 

82 
2121 

36 
1037 

30 
610 

20 
664 

167 
4232 

115 

Total      ... 

3.188 

GOVDA  DXSTBIOT. 

<     ■     •             «  • 

Babraioh 
Bhinga 

8 

2 

1 

11 

11 

8 

19 

190 

71 

240 

1«0 

661 

640 

6 

1 

••• 

7 

7 

6 

12 

110 

90 

270 

82 

652 

495 

Balrampnr 

6 

2 

2 

10 

11 

6 

17 

160 

126 

108 

190 

673 

532 

C(>lonelKanj 

6 

2 

1 

8 

8 

6 

13      64 

24 

130 

70 

278 

260 

Oronda 

3 

•t. 

8 

11 

6 

10 

16      48 

im 

300 

166 

604 

585 

S^isaxganj 

4 

••■ 

4 

8 

4 

4 

8 

95 

46 

60 

35 

236 

221 

MankapurandNawabganj,  ... 

4 

1 

3 

8 

7 

6 

12 

98 

44 

100 

68 

310 

300 

l^anpara 

2 

«•• 

1 

3 

3 

2 

6 

30 

20 

60 

38 

138 

•    120 

Total    ... 

38 

8 

20 

66 

67 

46 

102 

776 

620 

1268 

799 

d352 

3173 

PiLIBHIT  DlBTBIOT. 

1                                                  ,     , 

Fathffanj  Wctt 
I'Sibbit 

6 

3 

10 

10 

4 

14 

760 

260 

100 

60 

1160 

1000 

6 

3 

10 

12 

10 

22 

600 

100 

119 

66 

776 

700 

Furanpur 

6 

2 

8 

7 

4 

11 

160 

60 

100 

26 

326 

300 

Kawabganj 

2 

1 

4 

4 

2 

6 

160 

80 

60 

68 

338 

3fX) 

Baheri       ^ 

6 

2 

9 

13 

4 

17 

160 

27 

70 

21 

268 

230 

Shnhi 

6 

2 

■^ 

9 

12 

6 

-17 

240 

100 

100 

30 

470 

42<) 

Biiialpar 

2 

1 

4 

6 

2 

7 

80 

60 

27 

•  a. 

167 

130 

MiiganJ 

4 

2 

7 

13 

4 

17 

390 

100 

30 

•••■ 

520 

480 

MiUk 

2 

1 

4 

6 

2 

7 

200 

38 

20 

••■ 

258 

2^10 

SirauU 

6 

2 

9 

13 

4 

17 

400 

160 

40 

*•• 

69C 

6U0 

Rampur 

> 

3 

48 

2 
.21 

11 

4 

6 

80 

6 
100 

3 
44 

1 

9 

1 

295 

60 
1006 

••* 
666 

••• 

240 

345 

6406 

330 

ToUl    .. 

144 

3306 

4620 

NOKTR  INDIA  OONFBBBNCS  STATISTICS. 


For  ihe  year  ending  3  Iff  December^  1897. 
SUNDAY  SCHOOL  SrATISTICS. 


Nc 

).  op  sokdat 
Schools. 

No.  OF  Offi- 

0BB8  AND. 

Tbaobkbs. 

No.  OF  Soholabs  OF 

ALL  AGIS, 

NAMES  OF  CIRCUITS. 

>* 

1 
1 

u 
m 

1 

Xi 

& 

o 

• 

o 

12 

10 

8 

10 

«•* 

..« 

10 

6 

8 

••. 

10 

1 

6 

2 

8 

10 

14 

21 

6 

186 

.•• 

8 
••. 
... 
.«. 

2 

6 

4 
... 

... 
4 
4 

12 

• 

1 

■ 

3 

OB 

1 

O 

6 

1 

14 
4 
1 
2 
2 

... 
9 

.*. 

.M 

2 
2 

2 
8 
1 

4 
4 

6 

.«• 

67 

*•. 

*ta 

... 

... 
... 
... 

... 

1 

«.. 
... 

1 

9 
11 

i 
1 

u 

J 

& 

*** 

• 

o 
7^ 

11 
41 

•■• 

••. 
1 
6 
6 
1 

.«. 

... 
18 

... 
4 

... 
1 

... 
1 

•  • 

1 
2 

87 

I 
1 
4 
18 
4 
1 

29 

4 

7 

1 
I 

... 

18 

• 

1 
1 

• 

o 

1 

12 

67 

14 

4 

18 

7 

6 

20 

6 

8 

16 

12 

7 

8 

4 

12 

16 

14 

28 

8 

280 

1 
4 
4 

18 
4 
8 

84 

9 
7 

1 

6 

18 

86 

• 

a 
o 

12 

66 

14 
8 

10 
6 
8 

14 
6 
8 

11 
9 
6 
9 
4 
8 

14 
8 

18 
6 

224 

2 
4 

4 

18 

8 

2 

38 

4 
10 

8 
11 
16 

44 

1 

• 

1 

2 

24 
4 
1 
2 
2 
8 

12 
6 
... 
4 
4 
1 
6 
1 
4 
6 

12 
7 
2 

102 

2 
2 
1 
12 
8 
... 

20 

4 
8 

15 
6 

16 

48 

■ 

1 

14 
80 
18 

4 
12 

7 
11 
26 
12 

8 
16 
18 

7 
14 

6 
12 
20 
20 
20 

8 

OBO 

4 
6 

6. 
80 

6 

2 

63 

8 
18 
18 
16 
82 

92 

m 

B 
H 

• 

1 

1 

268 

1108 

268 

80 
474 
210 
136 
617 
100 
180 
196 
800 
160 
800 
180 

94 
660 
682 
674 

81 

6692 

67 

106 

64 

468 
43 
66 

798 

146 
161 
160 
174 
666 

1286 

1 

O 

• 

•2 

220 
401 
200 

60 
179 
100 

77 
170 
100 
180 

99 
168 

89 
200 
166 

22 
210 
314 
400 

67 

3861 

49 
24 
26 
162 
6 
11 

268 

12 
66 
66 
23 
166 

312 

6 

30 

460 
20 
20 

163 
40 
68 
94 

... 

... 
62 

102 
21 
20 
10 
16 
40 

188 
60 
11 

1884 

4 

12 

4 

172 

8 

4 

199 

9 

60 

86 

24 

169 

837 

• 

-a 
... 

112 
28 

... 
89 

/60 

... 
80 

... 

... 
86 
28 
60 
40 
16 
42 

400 
60 
74 
13 

1110 

4 
66 
24 
116 
26 
88 

261 

60 
46 

... 
68 
200 

868 

• 

a 

8 

116 

20 

... 
63 
20 

... 

178 

... 

... 
10 
12 
40 
40 

••* 
16 

... 
80 
160 

... 

787 

» 
••• 

16 

... 
44 
9 
2 

70 

64 

... 
... 
64 
140 

268 

as 
IS 

.            BaHBUXT  DlBTBIOT. 

%.onla                                  ••• 

lareiUy 

ladar  Basar 

^bamora 

iilsi 

iinawar                                 *■* 

Usaull 

ludann 

>atagaDi 

'aridpur 

alalabad 

Cakra'a 

:hera  Bajhera 

Airanpur  Katra                     ••• 

^aniipar                                 ••• 

Pawayan 

5hab  jahanpnr  East 

Do          West 
lilhar 
Ujhani 

200 
960 
160 

66 
400 
160 
100 
400 

70 
140 
180 
240 
120 
880 
110 

70 
600 
600 
600 

60 

Total    ... 

6136 

GAKHWAL  DlBTBIOT. 

Gadolli 

Kainnr 

Lansdowne 

P»uii  and  Kotedwara 

Kamiii 

Srinagar 

61 
89 
46 
410 
80 
41 

ToUl.     ... 

666 

KuMAON  DnTBicrr. 

Bhot 

Dwarahal 

Naini  T»l  English 

Naini  Tal  Hind. 

Pithoragsrh 

140 
140 
134 
140 
600 

ToUl 

1064 

NORTH  INDIA  CONF&BbiSCE  !STATI6TICS/ 


For  ih€  year  ending  Shi  December  1897. 
SUNDAY  SCHOOL  STATISTICS. 


No.  OF  Sunday 

SCHOOLH. 

No.  OF  Offi- 

CSBS  AND 

Tbaobbs. 

No.  of  Soholabs  of 

ALL  AGES. 

.tendance  of  Officers,  Tea* 
Scholars.                           | 

NAMES  OF  CIRCUITS. 

• 

1 

& 

u 

1 

& 

O 

• 

o 

18 

27 

4 

*•* 

14 

6 

19 

19 

107 
3 

*•■ 
••• 

3 

2 

... 
6 

•  •  • 

4 

... 
3 
4 
5 
13 
4 
3 

•  •• 

43 
491 
527 
... 

86 

§ 

m 

C5 

u 
^ 

1 

o 

GQ 

• 

O 

13 
6 

1 

11 
8 
3 
7 

48 

.i 

M 

J 

U 

1 
Si 

*** 

c 

• 

o 

16 
32 
1 
1 
8 
4 
4 
2 

62 

22 
13 
8 
6 
2 
6 

66 

8 
6 
1 
6 
8 
3 
3 
6 
1 
1 
1 
1 
3 
6 

51 

381 

246 

136 

— 

p 

• 

m 

1 
1 

o 

• 

3 
& 

46 
64 
6 
1 
28 
18 
26 
28 

217 

28 

13 
8 
5 
2 
6 

61 

16 
6 
9 
6 
8 
7 
3 

10 
5 
7 

16 
7 
8 
5 

110 

1053 

1022 

31 

.•« 

s 

20 
13 
3 
3 
48 
12 
22 
16 

136 

28 
8 
1 
6 
8 
2 

62 

8 
6 
8 
8 

10 
6 
2 
9 
4 
6 

16 
9 
6 
2 

99 
879 
844 

35 

• « • 

s 

i 

IS 
6 
1 
11 
20 
12 
13 
11 

86 

17 
8 
2 
3 
6 
2 

87 

7 
3 
4 
1 
3 
3 
2 
6 
3 
1 
4 
4 
2 
3 

46 
617 
487 

30 

• 

1 

83 
18 
4 
14 
68 
24 
36 
26 

222 

46 

16 

3 

8 

13 

4 

89 

15 
9 

12 
9 

13 
9 
4 

15 
7 
7 

19 

13 
8 
5 

145 

1396 

1331 

65 

••• 

OQ 

< 

OD 

1 

n 

o 
• 

as 

3 

& 

1668 

1660 

120 

160 

1466 

1110 

939 

1660 

8662 

1180 
218 
166 
243 
80 
240 

9940 

616 
290 
160 
350 
410 
812 
66 
200 
200 
290 
460 
701 
270 
326 

4638 

•AftCUE. 

otQVO 

884S0 

•  •• 

1726 

»     ~ 

• 

S 

194 

200 

10 

60 

260 

80 

425 

300 

1619 

147 
26 
6 
16 
20 
16 

229 

176 
200 

90 
260 
380 
126 

40 
120 
126 
165 
250 
693 
204 
250 

8007 

14SB7 
190SJ 

928 

0$ 

17 

160 

8 

90 
110 

80 
126 

60 

690 

133 
20 

4 
10 
16 
1^ 

197 

66 
80 
32 

100 
60 

116 
16 
40 
60 
80 
60 

... 
48 
26 

760 
6029 
6472 

657 

... 

• 

1115 

1300 

82 

•  • 

925 
1000 

294 
1200 

6916 

520 
100 
120 
180 
4 
200 

1824 

100 
6 

?o 

... 

12 

40 

5 

26 

16 

30 

100 

6 

8 

21 

888 

11S19 

lasN 

... 
2271 

•3 
a 

282 
20 

•  • 

180 

•  •• 

96 

•  •  • 

627 

830 
67 
86 
88 

... 
19 

400 

275 

4 
18 

•  « 

8 
82 

.\ 

10 
26 
50 
2 
10 
29 

483 

4178 
6117 

... 

939 

GUDB  DiSTBICT. 

Barabanki 
Bardoi 
Ltaunja 

Lucknow  Eng, 
Lucknow  Hind. 
Rae  Bareli 
3hahabad 
Unao 

1200 
1610 

100 

08 

1200 

1070 

773 
1324 

ToUl    ... 

7316 

StTAPUB  DiSTBICT. 

Sitapur 

Sidhauli 

Lakliimpur 

Bara  Gawn                             ... 

Klohamadi 

Isa  Nagar 

•  •1 

•  s< 

3 

1000 
160 
100 
ISO 
30 
20O 

Total    ... 

3 
5 

•  •• 

3 

•  •• 
••• 

•  •• 

•  > 

2 

•  • 

1 
1 
2 
2 

•  •  • 

16 
225 

260 

1630 

SaMBHAL  DiSTBICT. 

3ambbal 

Babokhera 

Rasulpur                                ,  ... 

Rajpura 

L^anour 

Babjoi 

Sangesri 

Hasan  pur 

Shahpur 

^faramiya 

Amrona 

Dhanaura 

Basta 

Sharif  pur 

615 
260 
120 
290 
800 
280 
60 
160 
175 
166 
400 
672 
276 
280 

Total    ... 

4013 

Grand  Totals    ... 
1896  Totals    ... 

80704 
32584 

Increase    ... 
Decrease    ... 

!6 

•  •  • 

1790 

JNOHTH  INDIA  COj^FUBHSCE  :sTATi6TICS. 


For  the  year  ending  Slit  December  1897. 
SUNDAY  SCHOOL  STATISTICS. 


No.  OF  Sundat 
S0HOOL8. 

No.  OF  Offi- 

CIRS  AND 

Tbaobbs. 

No.  OF  Scholars  of 

ALT.  AGES. 

'tendance  of  Officers,  Tea- 
Scholars.                            11 

■ 

NAMKS  OF  CIRCUITS. 

• 

1 

m 
& 

n 

u 

1 

• 

0 

18 

27 

4 

14 

6 

19 

19 

107 
3 

•  •• 

•  •• 

3 

2 

... 
6 

•  •• 

•  •  • 

4 

... 
3 
4 
6 
13 
4 
3 

•  •  • 

43 
491 
627 
... 

36 

'a 

0 

10 

T« 

3 

CB 

1 

s 

• 

0 

13 
6 

1 

11 
8 
3 
7 

48 
3 

3 
6 

•  •• 

3 

•  •• 

•  •• 

•  •• 

•  • 

2 

•  * 

1 
1 
2 
2 

•  •  ■ 

16 
223 
260 

... 
26 

i 

M 

1 

1 
1 

c 

• 

0 

16 

32 

1 

1 
3 
4 
4 
2 

62 

22 
13 
8 
6 
2 
6 

66 

8 
6 

1 
6 
8 
3 
3 
6 
1 
1 
1 
1 
3 
6 

61 

381 

246 

136 

» 

m 

1 

• 

3 

46 

64 

6 

1 
28 
18 
26 
28 

217 

28 
13 
8 
6 
2 
6 

61 

16 
6 
9 
5 
8 
7 
3 

10 
6 
7 

16 
7 
8 
6 

110 

1063 

1022 

31 

... 

s 

20 

13 
3 
3 
48 
12 
22 
16 

136 

28 

8 
1 
6 
8 
2 

62 

8 
6 
8 
8 

10 
6 
2 
9 
4 
6 

16 
9 

6 
2 

99 
879 
844 

36 

1  ■  • 

■ 

0 

13 
6 

1 

11 
20 
12 
13 
11 

86 

17 
8 
2 
3 
6 
2 

37 

7 
3 
4 
1 
3 
3 
2 
6 
3 
1 
4 
4 
2 
3 

46 
617 
487 

30 

•  •• 

• 

3 

33 

18 
4 
14 
68 
24 
36 
26 

222 

46 

16 

3 

8 

18 

4 

89 

16 
9 

12 
9 

13 
9 
4 

16 
7 
7 

19 

13 
8 
6 

146 

1396 

1331 

66 

... 

• 

OB 

g 

i 

n 
9 

• 

3 

1668 

1660 

120 

160 

1466 

1110 

939 

1660 

8662 

1180 
213 
166 
243 
39 
249 

9940 

616 
290 
160 
860 
410 
312 
66 
200 
200 
290 
460 
701 
270 
326 

4638 

80095 
88490 

•  •  • 

1726 

»     • 

i 

194 

200 

10 

60 

260 

80 

426 

300 

1619 

147 
26 
6 
16 
20 
16 

229 

176 
200 

90 
260 
330 
126 

40 
120 
126 
166 
260 
693 
204 
260 

8007 

14807 
1808J 

928 

... 

§ 

Em 

17 

160 

8 

90 
110 

80 
126 

60 

690 

183 
20 
4 
10 
16 
1^ 

197 

66 
80 
82 

100 
60 

116 
16 
40 
60 
80 
60 

•*• 
48 
26 

760 
6029 
6472 

667 

■  a* 

• 

IS 

1116 

1300 

82 

9i26 
1000 

294 
1200 

6916 

620 
100 
120 
180 

4 
200 

1824 

100 

6 

20 

... 

12 

40 

6 

26 

16 

30 

100 

6 

8 

21 

888 

11519 
18882 

... 

2271 

1 

SS8 

20 
160 

•  ■  • 

96 

•  •  ■ 

627 

830 
67 
86 
88 

«.. 
19 

490 

276 

4 

18 

•  • 

8 
82 

if 

10 
26 
60 
2 
10 
29 

483 
4178 
6117 

... 

939 

t 

OuDB  District. 
Barabanki 
Bardoi 
Itaunja 
Lucknow  Bug* 
Lucknow  Hind. 
Rae  Bareli 
Shabahad 
Unao 

1900 
1610 

100 

98 

1900 

1070 

773 
1324 

Totol    ... 

7316 

SiTAPDB  District. 
Sitapur 
Sidhauli 
Lakliimpur 
Bara  Gawn 
Mohamadi 
Isa  Nagar 

1000 
160 
100 
160 
30 
900 

Total    ... 

1630 

Sambhal  DiSTRiar. 
3ambbal 
Babukhera 
Rasulpur 
Raj  pur  a 
Oanour 
Bahjoi 
Gangesri 
Uasanpur 
Shahpur 
Narainiya 
Amrona 
Dhanaura 
Basta 
Sharif  pur 

616 
200 
120 
290 
390 
280 
60 
150 
175 
150 
400 
672 
275 
280 

Total    ... 

4013 

Grand  Totals    ... 
1896  Totals    ... 

80794 
32584 

Increase    ... 
Decrease    ... 

1790 

fl)inute0  of  tbe  Cbirti^'f ittb  Seddion 


OV  THE 


Jiorii)  tt)dia  Cot)^crctfcc 


OF  THE 


AetboMst  Episcopal  (£burcb» 


HELD  AT 


^))ni)i^i)ntfpurf  Jatfuarxj  4-10^  1899. 


LUCKNOW: 
THE  METHODIST  PUBLISHING  HOU3S 

1809. 


©fficets  of  the  Conference. 


Presidentf 
Secretary^ 

Awistunt  Secretary^ 
Vernacular  Secretary, 
CorregjfowUng  Secretary^ 
StatuUeal  SecMary^ 
Treasurer  for  Board, 
Oonfamee  Ti-eastnrr, 


BISHOP  J.  M.  THOBURN. 
J.  W.  nOBINSON. 
G.  C.  HBWES. 
8.  TUPPER. 

C.  L.  BARE. 
N.  L.  liOCKEY. 

D.  L.  THOBURN. 
J.  N.  WEST. 


Finance  Committee. 

Bishop.!.  M.  Thoburn,  Pre8idettt;C,  L.  BARE,  Secretary;  D.  L.; 
THGBUKS.Ti-easum';  E.  W.  Parker,  S.  Knowles,  .1.  H.  Mess- 
more,  S.  Paul,  H.  A.  Cutting,  J.  H  Giljl.  W.  Peters,  and  W. 
A.  Mansell.,  ex-officio;  T.  J.  Scott,  S.  Tcppeh,  L.  A.  CJore,  J.  C. 
Butcher,  H.  L.  Mukerji,  W.  R.  Bowen.  AltertuUm:  J.  L..  HuirfPH- 
rey,  F.  L.  Neeld,  M.  Stephen,  G.  D.  Presgrave. 

Auditing  Committee.         ^    ^''     *  :  1' 

J.  W.  Robinson,  J.  Blackstock,  L.  A.  Core,  Mrs.  Parker, 
H.  L.  MuKERJi,  Miss  Hoge,  J.  N.  West. 

Board  of  Education. 

J.  H.  Messmorb,  h.  l.  Mukerji,  l.  a.  Core,  W.  Peters.  C. 
L.  Bare,  Miss  M.  Means,  Miss  Sellars,  Mrs.  Rockey,  Auss 
Nichols. 

Board  of  Examiners. 

T.  J.  Scott,  Chuirman ;  C.  L.  Bare,  Eegistrar. 

J.  L.  Humphrey,  P.  L.  Nbeijd,  J.  W.  Robinson,  L.  A.  Core, 
W.  R.  Bowen,  8.  Tupper,  H.  L.  Mukerji,  D.  A.  Chowfin,  D. 
M.  Butler,  A*  G.  McArthur. 

Standing  Committees. 

Statisiks.—N.  L.  ROCKEY,    S.  B.   Finch,  S.   S.   Dease,  G.  D. 

Presgrave. 

Slate  of  Uie  Chui^.--L.  A.  Core,  J.  F.   Samuei.,  G.  O.  Hewes, 

Basant  Ram,  H.  K.  List,  S.  Tuppbb, 

Sunday  Schools,— F,  L.  Neeld,  S.  S.  Dease,  A.  G.  McArthur, 

J.  Jacob,  G.  H.  Frey. 

Temperance,— J »    C.    Butcher,  G.  C.  Hewes,  M.   Stephen^ 

H.  J.  Adams,  Ganga  Nath. 

Pu&^ts^'njjr  Jlfinu^. —Secretaries,  and  Agent  of  the  Pub- 
lishing House,  Lucknow. 

2b  Preach  the  Armual  Sermon,— -K,    A.  Cutting.  AUematc,  J.  H. 

Gill. 

Public  Tfors^p.— PREsmiNG  Elder  and  Pkbachi!R  in  Ciiabq]^-. 

of  Moradabad, 

DUP.  EJtCH    1'     lUN.    ^904 
DRE'W    THEOL   SBM,    LIB. 


4  CONFEBENCE  OFFICERS, 

Triers  of  Appeals. 

J.  BLACKSTOCK,  S.  S.  DBASE,  N.  L.  ROCKEY,    W.  R.  BOWEN, 

G.  H.  Frey,  M.  Stephen,  W.  W.  Ashe. 

Committee  on  Conference  Relations. 

T.  J.  Scott,  L,  a.  Core,  J,  Bl.ackstock,  H.  K.  List,  S.  B, 
Finch. 

•  fipwortti  Ircague-^^Board  of  Control. 
J.  W.  RoBiSrsoN,    Miss    Sheux)n,    D.    L.    Thoburn,  Miss 

SEI.LARS,  W.  A.   MaNSELI.. 

Deaconess  Work — Hoard  of  Supervision. 

J.  L.  Humphrey,  Chairman;  S.  TrpPER,  M.  Stephen,  J:  W. 
Robinson,  W.  R.  Bowen,  Miss  English,  Mrs.  Parker,  Mrs. 
Bake,  Mrs.  Manseli.,  Mrs.  Knowles,  Miss  Thoburn. 

Supday  School  Union. 
J,  N.  West,  PreMdent;  G.  C.  Hewes,  Secretary  and  Treamrer. 

Conference  Historical  Society. 

J,  L.  Humphrey,  PresidenU;  J.  C.  Butcher,  Secretary;  W.  A. 
Manseix,  Treasurer. 

Conference  Literary  Society. 

.    J.  C.  Butcher,  Pnsident;  S.  S.  Dbasb,    Vke-PresiderU^  J.  N. 
West,  Secretai-y  and  Ih-easurer. 

Trustees  of  the  Theological  Seminary  and  Normal 

School. 

L.  A.  Core,  C.  L.  Bare,  Mr.  George  Luke,  1900;  F.  L. 
NfiELD,  E.  W.  Parker,  F.  R,  Welsh,  Esq.,  1901;  J.  Buchanan, 
Esq..  a.  G.  McArthur,  S.  S.  Dease,  1902;  J.  C.  LaWSON, 
E.  MASSEY,  North  West  India  Conference;  T.  8.  Johnson,  Bom- 
bay Conference;  H.  .Tackson,  Bengal-Burma  Conference;  Bishop 
J.  M.  Thoburn,  Eo>ojgicio;  T.  J.  Scott,  Ex-officiOy  Secntary. 

Trustees  of  the  Reid  Christian  College,  Lucknow. 

W.  E.  Craw  SHAW,  Esq.,  W.  A.  Mansell,  D.  M.   Butler, 
1900;  J.W.  Robinson,  F.  L.  weeld,  L.  A.  Core,  1901;  R.  C*lancy, 
P.  M.  Buck,  E.  W.  Parker,  President,  1902;  C.  L.  Bare,  jBa>oJpcu), ' 
5ecnefar2/;  Bishop  J.  M.  Thoburn,  Ex-officio, 

Local  Committee,  Naini  Tal  Schools. 

J.  H.  Messmore,  E.  W.  Parker,  F.  L.  Neeld,  J.  L.  Humph- 
rey, S.  Knowles,  S.  S.  Dease,  T.  J.  Scott,  J.  Anderson, 
Esq.,  W.  G.  Allen,  Esq.,  J.  C.  Butcher,  Mrs.  Butcher,  Miss 
EA9TON,  Miss  Thoburn, 


Conference  "Roll. 


CLASS  A. — Elders  in  fUU  connection  who  hiive  com** 
pleted  the  course  of  study. 

1874  Knowles,  Samuel 
1895  List,  Henry  K. 

1893  MaDsell,  Sabine 

1880  Mansell,  W.  A. 

1894  MoArthur,  A.  G. 

1892  Mazhar-ul-Haqq 
1889  Messmore,  J.  H. 
1894  Mukerji,  H.  L. 

1875  MitcheU  H.  B. 
1882  Neeld,  F.  L. 
1885  Parker,  E.  W. 

1893  Patras,  Benjamin 
18W  Paul,  Chiddu  S. 

1892  Paul,  Stephen 

1884  Peters,  William 
1889  Phillip,  B.  S. 

1870  Phillip,  Samuel 
1874  Presgrave,  Grafton  D. 

1885  Robinson  John  W. 

1881  Rockey,  Noble  L. 

1886  Samuel,  JohnF. 

1893  Scott,  Thomas  J. 

1894  Scott,  Warren  M. 

1893  Shipley,  Charles 
1889  Speake,  William  T. 

1871  Stephen,  Matthew 
1879  Solomon,  Abraham 

1886  Sweet,  Aaron 
1891  Thoburn,  David  L. 
1857  Tupper,  Samuel 
1864  Wahid-ud-Din,  Joseph 

1894  Waugh,  James  W. 
1883  West,  John  N. 

1887  Wheeler,  Samuel 
1893  Wilson,  Harkua 
1885  Yaqub  Shah. 


Adams,  Horace  J. 
Ashe,  William  W. 
Baldeo  Pershad 
Bare,  C.  L. 
Basant  Ram 
Behari  Lall  I. 
Befaari  Lall  II. 
Bhikki  Lai 
Blaokstock,  J. 
Bowen,  W.  R. 
Butcher,  J.  C. 
Butler,  David  M^ 
Chhote  Lai 
Chowfln,  David  A. 
Cocker,  Ben].  F.- 
Core,  Lewis  A. 
Craven,  Thomas 
Cutting,  Hiram  A. 
Cutler,  Lucius 
Dease,  Stephen  S. 
Falls,  Senaca 
Fazl  Masih 
Finch,  Superian  B. 
Franklin,  R.  S. 
Frey,  Geo.  H. 
Gill,  Joseph  H. 
Greenwold  F.  W. 
Hancock,  C. 
Hewes.  G.  C. 
Humpnrey^  J.  L. 
Janvier,  Joel  T. 
Jawala  Singh 
Jordan,  James 
Kanhai  Singh 
Karim  Masm 
Kidder,  D.  P. 


1858 

1889 

1892 

1889 

1893 

1893 

1861 

1886 

1886 

1881 

1859 

1887 

1889 

1882 

1879 

1893 

1891 

1894 

1892 

1884 

1893 

1863 

1888 

1885 

1890 

1882 

1879 

1893 

1894 

1889 

1894 

1859 

1893 

1889 

1887 

1882 


CLASS  B. — Members  in  full  connection  in  the  studies 

of  the  fourth  year. 


Shadnlla  Lawrence, 
Bansi  Dhar, 
Nizam  All, 
Joshua  S.  Samuel, 
Joshua  Solomon, 
Joseph  Jacob, 
Bahadur  Singk, 
Jeseph  Dysell, 


Deacon 

'92 

'93 

'93 

'93 

'94 

'96 

'94 

'94 

1893 
1895 
1896 
1896 
1896 
1896 
1896 
1896 


el  CONFERENCE  BOlL. 

CLASS  C— Members  In  full  connection  in  studies  of 

the  third  year. 

Benjamin  Marqus,                          . .  1896 

GangaNath,                  Deacon    '98    /  1896 

Mohammed  Hassan  Jan,      "        '94  1895 

Prabbhu  Dayal,                               . .  1897 

Albert  Frank                         ,,        '99  1897 

Joseph  H.  Smart,                  ,,        '97  1897 

CLASS  C— Preachers  on  trial. 

Nathaniel  R.  Childs,                        II  Year  1897 

John  H  Walter,                                       ,,  1897 

Bulaqi  Singh,                  Deacon' 94      „  1895 

LazarShah                            „     '97       ,,  1898 

JhukkanLal,                         „     '93       „                           .  1898 

Prem  Singh,                                             „  1898 

James  Thompkinson                               ,,  1889 

YaqubAli                             ,,          I  Year  1889 

Kay  Silas                             „               „  1899. 

SUMMARY. 

Missionaries  in  full  connection  ....  21 

Hindustani  members  in  full  connection                ....  ....    65 

86 

Hindustani  members  on  trial              ....              ....  ....      9 

Total            ....  95 


Confetence  Hjpi^ointm^nte, 


BAREILLY  DISTRICT. 

E.  W.  Parker,  P.  E.  (P.  0.,  Sffuxhjahanpur.) 
Aonla,  Jamea  Jordan. 
Bareilly,  S.  S.  Dease,  S.  Phillip. 

,,       Hindustani  churoh,  W.  R.  Bowen. 

,,        Sadar  Bazar,  Joseph  Wahid-ud-Din. 
Bhamora,  Nizam  Ali. 
Bilsi,  W.  T.  Speake. 
Binawar,  supplied  hy  Govind  Ham. 
Bisauli,  H.  J.  Adams. 
Budaun,  G.  C.  Hewes,  Bahadur  Sins^h. 
Datafifanj,  Behari  Lai  II. 
Faridpur.  C.  S.  Paul. 
Jalalabaa,  Lucius  Cutler. 
Kakrala,  Basant  Ram. 
Khera  Bajhera,  H.  L.  Mukerji. 
Miranpur  Katra,  supplied  by  R.  Turner. 
Mohamdi,  Kanhai  Singh. 
Panahpur,  Xo  be  supplied. 
Pawavan,  Aaron  Sweet. 

Shahiahanpur,  John  Blackstock,  Prabhu  Dayali  Pk^m  Blogh. 
Shahiahanpur  West,  Joshua  Solomon. 
Tilhar.  H.  K.  List. 
Ujhani,  to  be  supplied. 

Bareilly  Theological  Seminary,  T.  J.  Seott,  principal;  S.  S. 
Dease,  H.  L.  Mukerji,  professors;  Jawala  Siogh, 
James  Tomkinson,  teachers. 

QARHWAi;  DIBTRICT. 

J.  H.  Gill,  P.  E.  (P.  O.,  PmrL) 

Bainoli,  P.  W.  Greenwold. 

Gadoli,  W.  W.  Ashe  (P.  O.,  Pauri.) 

Kainur,  D.  A.  Chowfin. 

Lansdowne  and  Eotdwara,  supplied  by  Edward  Thomaon* 

Pauri,  J.  H.  Gill,  F.  L.  Neeld. 

Ramni,  Sabin  Mansell. 

Srinagar  and  Tilhar,  supplied  by  Kwankin. 

Mission  Hospital  and  Dispensary,  to  be  supplied. 

QONDA  DISTRICT. 

William  Peters,  P.  E.  (P.  O.,  Bahraidi.) 

Bahi*aich,  supplied  by  Ferris  Wittke. 
Balrampur,  Behari  Lai. 
Bhinga,  J.  S.  Samuel. 
Gonda,  S.  B.  Finch. 
Kaisarganj,  Baldeo  Parshad. 
Kamalganj,  S.  Wheeler. 
Mankapur,  J.  F.  Samuel. 
Nanpara,  supplied  by  L.  J«  McGee. 


8  CONFEUEycm  APPOINTMBM'8. 

Nawabganj,  Joseph  Dysell. 
Sujaulij  C.  Hancock. 
Supernumerary,  T.  Craven. 

KUMAUN  DISTRICT. 

Samuel  Knowles,  P.  E.  (P.  O.,  Nam  Tal. 
Bhot,  Harkua  Wilson. 

Dwarahat,  "K.  L.  Hodcey,  ShaduUi^  La#renoe. 
Gangolihat,  supplied  by  Chamrua  Wilson. 
Haldwani,  supplied  by  J.  W.  Todd. 
Lahu  Ghat,  supplied  by  D.  S.  Hukill. 
Lobha,  supplied  by  Gauri  Datt. 
Nani  Tal,  Hindustani  church,  supplied  by  B.  M.  Dass. 

,,        English  church  and  circuit,  J.  L.  Humphrey 

,,        Boys*  High  School,  J.  C.  Butcher. 
Pithoragarh,  Benjamin  Patras. 
Kamnagar,  Benjamin  Marqus. 
Supernumerary,  J.  W.  Waugh. 

MORADABAD  DISTRICT. 

J.  H.  Messmore,  P.  E.  (P.  O.,  Bijimjir.) 

Bijnour,  Seneca  Falls. 

Chandausi,  Matthew  Stephen. 

Dhampur,  Fazl  Masih. 

Kanth,  supplied  by  B.  S.  Budden. 

ICiratpur,  Bansi  Dhar. 

Kundarki,  Lazar  Shah. 

Mandawar,  H.  B.  Mitchell. 

Moradabad,  L.  A.  Core,  Mazhar  ul  Haqq. 

,,  High  School,  L.  A.  Core,  J.  Jacob. 

Na^ina,  Charles  Shipley. 
Najibabad,  supplied  oy  Benl.  McGregor. 
Nurpur,  supplied  by  Gulab  Singh. 
Seohara,  supplied  by  Jabbhu  Lai  I. 
Sherkot,  supplied  by  Peter  Merrill, 
lliakurdwara,  supplied  by  Mohan  Singh. 

.     OUDH  DISTTRICT. 

W.  A.  Mansell,  P.  E.. (P.  O.,  SUapur. ) 

Barabanki,  Ganga  Nath.     . 

Baragaon,  J.  H.  Smart. 

Hardoi,  S.  Xupper,  Jukkhan  Lai. 

Khaira^ad,  B.  F.  Cocker. 

Lakhimpur,  D.  P.  Kidder. 

Lucknow  circuit,  J.  .W.  Robinson,  Albert  Frank. 

,,        English  church,  J.  W.  Robinson. 

.,        Hindustani  church,  D.  M.  Butler. 
Lucknow  Reid  Christian  College,   C.  L.    Bare,    J.  N.  West, 
G.  D.  Presgrave.     . 

,,        Methodist  Publishing  House,  D.  L.  Thoburn. 
Rae  Bareli,  G.  H.  Frey. 
Shahabad,  Yaqub  Shah. 
Sidhauli,  A.  G.  Mc Arthur. 
Sitapur,  Chhote  Lai,  Kay  Silas. 
Unao,  Yaqub  All. 

Editor  Kaukab  i  Hind,  J.  W.  Robinson. 
Transferred  to  N.-W.  I.  Conference,  J.  B.  Thomas. 


CONJ^^RHNCJit  APPQlNTME2fT8.  (| 

PIUBHIT  DISTRICT. 

Stephen  Paul,  P.  E.  (P.  0.,  Fatehganj  West.)  .     '  . 
Bhojipura,  Nathaniel  K.  Childs.  '. 

Bisalpur,  supplied  by  Jabbhu  Lai  II. 

Fatehganj  west,  Stephen  Paul.  ., .  '^ 

Jahanabad,  John  H.  Walter. 
Milak,  supplied  by  Ghasa  Ham. 
Mirganj,  supplied  by  Kullu  Singh. 
Nawabeanj,  suppliea  by  Girdhari  Lai. 
Pilibhit,  supplied  by  Keshri  Singh. 
Puranpur,  supplied. by  Moti  Lai, 

Rampur,  supplied  by  Ase  Ram.  ..-.'. 

Shahi,  supplied  by.Kaliyan  Singh. 
Sirauli,  Bhikki  Lai. 
Supernumerary,  Abraham  Solomon. 

SAMBHAL  DISTRICT. 

H..A.  Cutting,  P.  E.  (P.  O.,  Sambhal. ) 
Amroha,  Warren  Scott. 
Babukhera,  Bulaqi  Singh. 
Bahjoi,  supplied  by  Mathura  Parshad. 
Basta,  Karim  Masih. 
Bhanaura,  Ghasa  Singh. 
Gunnaur,  R.  S.  Franklin. 
Hasanpur,  B.  S.  Phillip. 
Narainiya,  Mohammed  Hasan  Jan. 

Rajpura,  supplied  by  Lachman  Singh.  '^ 

Rasulpur,  supplied  by  Manphul  Singh. 
Sambhal,  supplied  by  Mauladad  Khan. 

Shahpur,  to  oe  supplied.  '   '"•* 

Sharif  pur,  suppliea  by  Nirmal  Singh.  .  >*  . — 


1  ^ 


WOMAN'S  CONPRRENCfi. 


■   •  ; 


BAREILLY  DISTRICT. 

Bareilly,  Girls'  Orphanage,  Miss  English,  Miss  Loper. 

,,        City   and    Evangelistic  work.    Miss  Wilson,    Miss 

Ingram. 
,,       Medical  work,  Mrs.  Dease. 


Womans'  School,  Mrs.  Scott,  Mrs.  Mukerji. 
Budaon,  City  and  Zanana  work,  Mrs.  Hewes. 

,,        Girls'  Boarding  School,  Miss  Greene. 
Shahjahanpur,  Girls'  Boarding   School   and   District  work, 
Mrs.  Parker. 
,,        City  work,  Mrs.  Blackstock. 
On  leave  to  America,  Miss  Bryan,  M.  D. 
Transferred  to  the  Bombay  Conference,  Miss  Heafer. 

GARHWAL  DISTRICT. 

Pauri,  Girls'  Orphanage  and  Boarding  School,  Miss  Kylt« 
,,        Village  schools,  Mrs.  Ashe. 
„        District  work,  Mrs.  Neeld. 

QONDA  DISTRICT. 

Bahraioh  and  District  work.  Miss  Peters. 
Gonda,  Girls'  Boarding  School,  Miss  Scott. 
,,       Evangelistic  and  City  work,  Miss  Hoge. 


KUMAVN  DISTRICT. 

Shot,  Miss  Sheldon,  M.  D.,  Miss* Brown. 

Chandag,  Miss  Reed. 

Dwarahat,  Mrs.  Rockey. 

Naini  Tal,  Hindustani  work,  Mrs.  Wilson. 

,,        English  work,  Mrs  Humphrey. 

„        Wellesley  Girls*  High   School,  Miss  8.  A.  Eaaton, 
Miss  Sellars,  Miss  Curts.  Miss  Carver. 

,,       Oak  Openings  Boys'    School,   Mrs.   Butcher,  Mis*  • 
Pritchard. 
Pithoragarh,  Miss  Budden,  Miss  Tresham. 
District  work,  Mrs.  Knowles. 

MORADAB AD  DISTRICT. 

Eijnour.  Mrs.  Messmore.  . 
oradabad.  Village  work  and  Muhalla  schools,  Mrs.  Core. 
,,        City  and  eyangelistic  work,  Miss  Means. 
„        Girls'  High  B^ool,  Miss  Alice  Means. 

OUDH  DISTRICT. 

Lucknow,  Woman's  College,  andHish  Sehool,  Miss  Thoburot. 
Miss  Nichols,  Miss  Collins,  Miss  Hardie,  Miss  Newtom 

,,      Deaconess'  Home,  Zanana  work  and  City  schools,  MisS: 
Fuller,  Miss  LaBarre. 

,,        Reid  Christian  College,  Mrs.  Bare,  Mrs.  West. 

,,       English  church  and  Circuit  work,  Mrs.  Robinson. 
Sitapur,  Girls'  Boarding  School,  Miss  Easton. 

,,        Zanana  work,  Mrs.  Tucker. 

,,        District  work,  Mrs.  Majosell. 
Editor,  Rafiq-i-Niswan,  Miss  Thoburn. 
transferred  to  Bengal-Bunnah  ConfereiHse,  Miss  Widdifleld. 

PILIBHIT  DISTRICT. 
District  work,  Mrs.  Paul. 

SAMBHAL  DISTRICT. 

DUtriet  work,,  Mjtb*  Cutting. 


DtecipUnatig  (Slueetions. 


z.    Who  havd  been  Raceivid  by  Tramfert  and  ftom  u^hat  OanlMtwCea  f : 

John  C.  Butcher,  from  the  Rock  River  Conference. 

a.    Who  have  been  Readmitted  ? 
None. 

3.     Who  have  been  Received  on  Credentials,  and  from  what  Chnrchca 
None. 

^.    Who  have  been  Received  on  Triad  ? 
(•)    la  ttudiM  of  First  Y«ar. 

Yaquh  Ali,  Kay  SOm. 

(ft)   lattedlMofThirdYMir. 
None. 

5*    Who  have  been  Continued  on  Trial*? 

(fl)    la  atudlM  of  First  Year.  • 

None. 

ilk]    la  Studios  of  Socond  Yosr. 

Lazar  Skah^  Prem  Singkf   JuJddian  2M,   Jamm  Thom^Ummi^ 
Nathaniel  B.  ChUds,  John  H.  TTcOter,  Bulaqi  Singh. 

(f )    la  Studios  of  Third  Year. 

None. 
id)    la  Studies  of  Fourth  Yosr. 

None. 

0.    Who  have  been  Discontinued  ? 

Mohan  8.  Bailey.  "- 

7.  Who  have  been  Admitted  into  Full  Membership  ? 
(o)    Blsetod  and  Ordained  Deacons  this  year. 

Alberi  Frank. 

( h)    Blscted  and  Ordained  t>efOBB  ptevtoaoly* 

Qmiqa  NaJSk^  John  N.    West,   Jo&tpk  H.   Smaniy    PnMhu 
Dayaly   Mohammied  MoMoaJan. 

8.  What  members  are  in  Studies  of  Third  Year. 
(0)    Adadtted  Into  Full  Membership -this  yesr. 

AJJbert  Frank,  Joseph  H.  Smarts  Prahhhu  Dayal,  MdhanMed 
Hassan  Jan,  Ganga  Nath, 

{h)    Adodtted  into  Full  Membefship  previously. 

Ber^jamm  Man^. 

9.  What  Members  are  in  Studies  of  Fourth  Year  ? 

iSftochiRa    Xocorence,   BoMi  Dhw^    Nuam   AU^    JiMbua  S. 
Samml^  /oshua  SoUmoh^  Jo$eph  /oeefr,  BfiMimr  Srn^ 
Jo&eph  Dysdl^ 
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xo.    What  Members  have  Completed  the  Conference  Course  of  Study  ? 

(a)  Bleet«d  and  Ordained  Elders  thla  year. 

Joseph  Wahid-ud-Din. 

(I)   'Elected  and  Ordained  Eldere  prevfeuely. 

David  A.  Chowfin,  John  N.  West,  Sabine  Mansell,  Ghhote 
Lai,  Bhikki  Lai. 

zz.    What  others  have  been  Elected  and  Ordained  Deacons  ? 
Jmn'W,  ybiion,  CViOwVtwi-  Wilmny  Kaliyan  ^hxtjkr 

H)    Under  Mlesionary  Rule. 

None. 
Ill**  What  otheiB  have  been  Elected  and  Ordained  Elders  ? 
(«)    As  Local  Deacons. 

None.  ...  ■'     T 

(b)  Under  Missionary  Rule. 

....  .Jfone.       .  .     , 

13.    Was  the  Character  of  each  Preacher  examined  ? 

This  was  strictly  done    as  the   name  of  each   preacher  was 
called  in  open  conference. 

Z4.    Who  have  been  Transferred,  and  to  what  Conferences  ? 

J.  B.  Thoma8,  to  the  North- West  India  Conference. 

Z5.    Who  have  Died? 

P.  T.  Wilson.  '.   i'      .  .  • 

z6.    Who  have  been  Located  at  their  own  Request  ? 

None. 

•    . .      .  ■      .' 

I  J9«    Who  have  been  Located  ? 
,  None. 

z8.    Who  have  Withdrawn  ? 

S.  D.  Sanwal,  (t.  E.  Ferguson. 

ZQ.    Who  have  been  permitted  to  Withdraw  under  Charges  or  Complaints  ? 

Faredun  Presgrave,  Dilawar  Singh,  G.  D.  Spenoe'r. 

•  •  *  ■        * 

to    Who  have  been  Expelled  ? 

None. 

az.    What  other  personal  Notation  should  be  made  ? 
Parchments  were  restored  to  B,  M,  Da«s. 

as.    Who  are  the  Supernumerary  Preachers  ? 

J.  W.  Waugh,  Thomas  Craven,.  Abraham  Solomon. 

23.    Who  are  the  Superannuated  Preachers  ? 

J.  T.  Janvier.  ,     z 

04.    Who  are  the  Triers  of  Appeals  ? 

John  Blackfltock,  S.  S.  Dease,  N.  L.  Rockey,  W.  B.  Bowen, 
W.  W.  Ashe,  G.  H.  Frey,  Matthew  Stephen, 

as*    What  is  the  Statistical  Report  for  this  year  ? 
See  Statistics. 

•  S6.    What  is  the  Aggregate  of  the  Benevolent  Collections  ordered  by  the 
General  Conference,  as  reported  by  the  Confer^ce  Tteasu^  I 
Rs.  4,185. 
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ft7.    What  afe  the  Claims  on  the  Confmnce  Fund  ? 
Rs.  1,296. 

98.     What  has  hcen  Received  on  these  Claims,  and  how  has  it  been  Ap« 
pUed? 

Full  amount  receiyed  and  paid  to  claimants. 

S9.    Where  are^the  Preachers  Stationed  ? 
See  Appointments. 

30.    Where  shall  the  next  Conference  be  held  ? 
Moradabad. 

"NoTK,— Names  of  Conference  tmdergraduates  arc  jninted  in  itaHcB, 


^.• 


« 
•  « 


Conference  journal 


FIRST  DAY. 

Shahjahanfore,  January  J^  1899. 

Opening  Bzerci8e8.~The  North  India  Conference  of  the  Meth- 
odist Episcopal  Church  convened  for  its  thirty-fifth  annual  ses- 
sion in  the  Bid  well  Memorial  school  hall  in  Shahjahanpore  on 
Wednesday,  January  4th,  1899,  at  eleven  o'clock  a.  m.,  Bishop  J. 
M.  Thoburn  presiding.  After  the  opening  devotional  exercises  the 
Bishop  addressed  the  conference  on  the  general  condition  and  out- 
look of  the  work. 

Roll  Call.— The  secretary  of  the  last  conference  called  the  roll, 
and  eighty-four  members  and  probationers  answex;ed  to  their  names. 
Thirteen  members  and  one  probationer  were  absent. 

Secretaries.— On  the  motion  of  E.  W.  Parker,  J.  W.  Robinson 
was  elected  secretary,  G.  C.  Hewes  assistant  secretary,  Samuel  Tup- 
per  vernacular  secretary,  and  N.  L.  Rockey  statistical  secretary. 

Conference  Trea8urer.-~On  the  motion  of  D.  L,  Thoburn,  J.  N. 
West  was  elected  conference  treasurer. 

Hours  of  Session.  —On  motion  of  E.  W.  Parker,  Uie  time  of  the 
conference  sessions  was  fixed  at  from  eleven  a.  m«  until  two  P.  if. 
daily. 

Introductions.— Rev.  J.  C.  and  Mrs.  Butcher,  Miss  Scott  and 
Miss  Heafer,  recently  returned  from  furlough,  and  Miss  Means  and 
Miss  Ingram,  newly  arrived  missionaries,  were  called  forward  and 
presented  to  the  conference. 

Transfers. — Bishop  Thoburn  announced  the  transfer  to  the  con- 
ference of  Rev.  J.  C.  Butcher,  from  the  Rock  River  conference. 

Standing  Committees.— On  motion  of  N.  L.  Rockey,  after  the 
substitution  of  the  name  of  D.  A.  Chowfin  for  that  of  6.  E.  Fergu- 
son on  the  committee  on  statistics,  the  standing  committees  as  ap- 
pointed at  the  last  session  of  the  conference  were  accepted. 

Committee  on  Memoirs. — On  motion  of  L.  A.  Core,  T.  J.  Scott, 
W.  A.  Mansell  and  Chhote  Lai  were  appointed  a  committee  on  me- 
moirs. 

Public  Worship.— On  motion  of  T.  J.  Scott,  E.  W.  Parker,  G. 
D.  Presgrave,  J.  Blackstock  and  Prabbhu  Dayal  were  appointed 
a  committee  on  public  worship. 

Thirteenth  Question.— The  Thirteenth  Question,*'  Was  the  charac- 
ter of  each  preacher  examined  ?"  was  called.    The  name  of  E.  W« 
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Parker  was  called,  his  cba];aeter  paased  aod  he  reported  the  work 
of  the  Bareilly  district.  The  names  of  James  Jordan,  Samuel  Phil- 
lip, W«  R.  Bowen,  W.  T.  Speake,  Bu  J.  Adams,  Bihari  Lai  II,  G.  S. 
P/aulv  I^ioiHB  Cutler,  Basant  Ram,  H.  L.  Mukevji,  Aaron  Sweet, 
John  Blackstoqk,  6.  £>.  Presgrave,  H.  K.  List,  T.  J.  Scott  and 
Jaw%la  Singh  were  called,  their  characti^s  were  paseed  and  thej 
reported  their  collections. 

WkJldrawal  of  F«  Presg^ve,'— On  the  motion  of  the  presiding  elder 
ol  the  Bareilly  diatrtot,  Faredun  Presgran^e  was  allowed  tO' with- 
draw under  charges  from  the  ministry  of  the  Methodist  EplsoopaJl 

okmch. 

ThtolfWiMh  Quentioii  BBtui»eidL— Garhwal  district  wa«  called.  The. 
character  of  J.  H.  Gill  was  passed  and*  he  reported  the  work  of  his, 
diatriot.  The  names  of  F.  W.  Greenwold  and  W»  W.  Ashe  were 
caUedi  the  Boi^rd  of  Examiners  reported,  their  characters  werepase- 
e4'  efid  thay  r^/porte^  their  coUeetions. 

Qooda  Diatriot  was  cadled.  The  character  of  William  Peters 
was  passed  and  he  reported  the  work  of  his  district.  The.  na^aea 
of  BUMUei  Lali  I,  J.  F.  Samuel,  S.  B.  Finch,  Baldeo  Pevshad,  and 
Bmnnet  Wheeler  were  ealled,  their  characters  paesed  audi  they  re*- 
ported  their  collections. 

Kumaon  district  was  called.  The  character  of  Samuel  Knowlee 
was  passed  and  he  reported  the  work  of  his  district  The  names  of 
Harkua  Wilson,  K.  L.  Hockey,  J.  L.  Humphrey,  F.  L.  NeeM  and 
Benjamin  Patras  were  called,  their  characters  were  passed  and  tiiey^ 
reported  their  collections. 

Withdrawal  of  S.  p.  SanwaI.--On  the  motion  of  J.  L.  Humphrey, 
S..  D.  Sanwal  was  allowed  to  withdraw  from  the  ministry  of  the 
Methodist  Episcopal  church,  with  a  view  to  joining  the  London 
mission^  and  at  their  request  his  parchments  were  ordered  restored 
to  hinvas  provided  for  in  paragraph  161  of  the  Discipline. 

Thirteenth  Question  Resumed.— The  Moradabad  district  was  call- 
ed* The  character  of  J«  H.  Messmore  was  passed  and  he  reported 
the- work  of  his  district.  The  names  of  Seneca  B^llb,  Mattiiew 
Stephen,  H.  B.  Mitchell,  L.  A.  Core  and  Charles  Shipley  were- 
calledy.  their  characters  passed  and  they  reported  their  collections. 

WUlidsawal.oCDUapwaff  Singh.— On  the  motion  of  the  presidin^p. 
elder  of  the  Moradabad  district,  Dllawar  Singh  waa  allowed  to 
withdraw  under  complaints  from  the.mlnistry  of  the  Methodist  Epis- 
copal church. 

BiJBgt  Number.— On  the  motion  of  E.  W.  Parker,  a  select  number 
oonsistipgv  of  J.  C:  Butcher,  F.  L..  Neeld,  Matthew  Staven,  W.  W%. 
Aetev  SanMel  Tupper,  Sabine  Mansell,  G.  H.  Frey,:  N.  L.  Bockey-. 
and  Samuel  Wheeiw,  were  appotnlied  to>  try  a  certain,  case,.  E,.  W. 
Vwckemmma  appointed  oouosel  for  thC' conference  -and  E!«  M.  Butler 
was  recognized  as  counsel  for  the  defendant. 

Aif^wiuuefMi-^-Oii  motion  of  Samuel  Tup^v^  Ihn  noiitowuiiui  ad 
^vwrBeof 
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SECOND  DAY. 

Shahjahanfore,  January  Sihj  1899, 

Opening  Exercises.— The  conference  convened  at  11  A.  M.,  and  the 
opening  exercises  were  conducted  by  Charles  Shipley. 

Journal.— The  journal  of  the  preceding  day's  session  was  read 
in  English  and  vernacular  and  after  correction  approved. 

Introductions.— Miss  Loper,  of  the  W.  F.  M.  S.,  recently  arrived 
from  America,  and  W.  W.  Scott,  of  the  Oak  Openings  school,  were 
introduced  to  the  conference. 

Thirteenth  Question  Resumed.— Oudh  district  was  called.  •  The  '■ 
character  of  W.  A.  Mansell  was  passed  and  he  reported  Uie  work  of 
his  district. 

Chaplaincy  Orants.— On  motion  of  F.  L.  Neeld,  it  was  ordered  that 

hereafter  all  moneys  received  from  chaplaincies  be  entered  in   the 

satistics  under  the  head  of  pastoral  support  from  Europeans.    The 

following  resolution  bearing  on  the  same  subject,  was  presented  by 

J.  H.  Gill  and  adopted. 

BexUved^  That  the  secretary  of  the  conference  and  the  statistical 
secretary  be  appointed  a  committee  to  correspond  with  other  con* 
ferences  in  India  with  a  view  to  securing  uniformity  in  reporting 
such  moneys  as  are  received  for  ministering  to  soldiers  in  India. 

Thirteenth  Question  Resumed. — The  names   of  S.    Tupper,    D.  M. , 
Butler,  J.  W.  Robinson,  C.  L.  Bare,  J.  B.  Thomas,  D.  L.  Thoburn, 
G.  H.  Frey  and  Yaqub  Shah  were  called,   their  characters  passed 
and  they  reported  their  collections. 

Withdrawal  of  G.  D.  Spencer. — On  the  motion  of  the  presiding  el- 
cler  of  the  Oudh  district,  G.  D.  Spencer  was  allowed  to  withdraw 
under  charges  from  the  ministry  of  the  Methodist  Episcopal  church.' 

Thirteenth  Question  Resumed. — ^The  Pilibhit  district  was  called. 
The  character  of  Stephen  Paul  was  passed  and  he  reported  the  work 
of  his  district.  The  name  of  Abraham  Solomon  was  called  and 
his  character  passed. 

Case  of  G.  B.  Ferguson.— On  motion  of  T.  J.  Scott,  the  case  of ' 
G.  E.  Ferguson  was  referred  to  the 'Committee  on  conference  relar 

tions. 

Thirteenth  Question  Resumed.— The  Sambhal  district  was  called. 
The  character  of  H.    A.  Cutting  was  passed,  and   he  reported*  the 
work  of  his  district.    The  names  of  Mazar-ul-Haqq,  Karim  Masih, ' 
Warren  Scott,  R.  S.  Franklin,  and  D.  S.  Phillips  were  called,  their 
characters  passed  and  they  reported  their  collections.  * 

Sitapore  district  was  called,  and  W.  A.  Mansell  gave  a  report 
of  the  work  of  the  district.  The  names  of  B.  F.  Cocker,  D.  P.  Kid- 
der,  Kanhai  Singh,  and  A.  G.  McArthur  were  called,  their  eharao^ 
ters  were  passed  and  they  reported  their  collections. 

Bxttntion  of  Time.— On  motion  of  E.  W.   Parker,   the  time  kaa 

extended. 
•     Adioununent.— On  motion  of  G.   C.  Hewes,   after  maldiq^'  the 

annouDcei&^nt,  the  siting  of  the  doxology  and  the  pronpuooing^ 

the  benediction,  the  conference  adjourned. 
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THIRD  DAY. 

Shahjahanpore,  January  $t^»,  1S9B, 

Opsning  Bzercises. — ^The  oonference  eonvened  at  11  A«  M.,  and 
Ihe  opening  exercises  were  conducted  by  Matthew  Stephen. 

Journal.— The  Journal  of  the  preceding  day's  session  was  read 
in  English  and  Ternaoular  and  approved. 

Introductions.-- Rev.  H.  and  Mrs.  Mansell  and  Miss  Gallimore 
of  the  North- West  India  oonference,  and  Miss  Fuller,  recently  ra« 
turned  from  furlough,  were  presented  to  the  conference.  Mise  Reed| 
from  the  work  in  Eastern  Kumaon,  was  called  forward  and  present- 
ed  to  the  conference,  and  at  her  request  the  Hindustani  translation 
of  *'  O  for  a  thousand  tongues  to  sing  my  great  Redeemer's  praise,'* 
was  sung. 

Additioasl  Auditot8.~On  motion  of  J.  W.  Robinson,  G.  C.  Hewes 
and  W.  W.  Ashe  were  appointed  additional  members  of  the  andit* 
ing  committee. 

Fifth  Question.— The  Fifth  Question,  ''Whohave  been  eontinued 
on  trial?"  was  called.  The  names  of  Prem  Singh,  James  Thomp* 
klnson,  Lazar  Shah,  and  Jhukkan  Lai  were  called,  their  oharao« 
ters  passed,  the  Board  of  Examiners  reported  on  their  studies,  and 
on  the  recommendation  of  their  presiding  elders  they  were  advanc* 
ed  to  the  studies  of  the  second  year  and  continued  on  trial.  On 
the  motion  of  L.  A.  Core,  all  back  studies  were  ordered  to  be  brought 
up  and  passed  at  the  mid-year  examination. 

Nintb  Qviestion.— The  Ninth  Question,  ^'What  members  are  in 
studies  of  the  fourth  year?"  was  called.  The  names  of  Nisam 
Ali,  Joshua  Solomon,  Joseph  Jacob,  Bahadur  Singh,  Joseph  Dysell, 
Bansi  Dhar,  Shadulla  Lawrence  and  Joshua  3.  Samuel  were  called, 
their  characters  were  passed,  they  reported  their  collections  and 
the  Board  of  Examiners  having  reported  on  their  cases,  they  were 
on  the  motion  of  their  presiding  elders  advanced  to  the  studies  of 
the  fourth  year.  On  motion  of  J.  W.  Robinson,  all  back  studies 
were  ordered  to  be  brought  up  during  the  following  year. 

Board  of  Bsamlners*  Reports.-— On  motion  of  J.  O.    Butcher,   the 
Board  of  Examiners  was  requested  to  prepare   and  present  to  the 
conference  a  definite  plan  to  i*egulate  the  passing  and   advancemotl: 
of  candidates  for  the  various  conference  classes. 

Case  of  G.  E.  Ferguson.— The  cohference  relations  committee  pre- 
sented the  following  report,  which  was  on  motion  of  T.  J.  Scott, 
accepted  and  adopted: 

The  committee  on  conference  relations,  to  which  was  referred 
the  case  of  George  E.  Ferguson,  recommend  that  his  resignation 
fiK>m  the  membership  in  the  ministry  of  your  eonlereoee  and t^orch 
be  accepted.  T-  J*  Scott,  Chainnan. 

Conference  Stewards.--On  motion  of  J.  H.  Gill,  J.  L.  Humphrey^ 
John  Blaokstook  and  H.  J.  Adams  were  appointed  conference  atew* 

ards.  '  ■  ) 
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Tenth  Question.— The  Tenth  Question,  **What  members  have 
completed  the  conference  course  of  study?"  was  called.  The  name 
of  Joseph  Wahid-ud-Din  was  called,  his  character  was  passed,  he 
reported  his  collections,  the  Board  of  Examiners  reported  his  case, 
and  on  the  motion  of  his  presiding  elder  he  was  elected  to  elder's 
orders  and  advanced  to  the  class  of  Effective  Elders.  The  names  of 
David  A.  Chowfin,  Sabine  Mansell,  Chhote  Lai,  and  Bhikki  Lai 
were  called,  their  characters  were  passed,  they  reported  their  collec* 
tions,  the  Board  of  Examiners  reported  on  their  cases,  and  on  the 
motion  of  their  presiding  elders  they  were  advanced  to  the  class  of 
effective  elders. 

Leave  of  Absence  to  A.  Solomon. — At  his  request,  Abraham  Solo* 
mon  was  granted  leave  to  be  absent  from  the  remainder  of  the  con- 
ference on  account  of  sickness  in  his  family.  On  motion  of  T.  J. 
Scott,  his  application  for  a  year's  privilege  leave  on  pay  was  re- 
ferred for  favourable  consideration  to  the  finance  committee  and 
the  cabinet. 

Fourth  Question.— The  Fourth  Question,  **Who  have  been  receiv- 
ed on  trial?"  was  called.  The  names  of  Yaqub  Ali  and  Kay 
Silas  were  called,  they  were  represented  by  their  presiding  elders, 
and  having  signed  required  pledges  in  regard  to  debt  and  tobacco, 
were  presented  to  the  conference  and  received  on  trial. 

Historical  Documents. — As  required  by  the  action  of  the  last 
annual  conference,  the  presiding  elders  reported  their  work  in  col- 
lecting material  referring  to  the  establishment  and  early  work  of 
the  mission.  On  the  motion  of  W.  A.  Mansell,  the  resolution  from 
thd  Historical  society  relating  to  the  same  was  adopted,  and  £•  W. 
Parker,  N.  L.  Rockey,  J.  W.  Robinson,  G.  C.  Hewes  and  Samuel 
Tapper  were  appointed  a  committee  to  arrange  for  the  collection, 
editing  and  publication  of  such  records  and  historical  documents. 

Home  Report  Statistics. — E.  W.  Parker  presented  to  the  con- 
ference the  statement  from  the  recording  secretary  of  the  Mission- 
ary Society,  that  hereafter  reports  and  statistics  intended  for  the 
society's  annual  report  might  be  forwarded  as  late  as  the  eighth  day 
of  December. 

Adjoumment-^n  motion  of  S.  Tupper,  after  the  announcements, 
the .  singing  of  the  dozology  and  the  pronouncing  of  the  benedic- 
tion, the  conference  adjourned  for  the  day. 


FOURTH  DAY. 

Shahjahanpore,  lanua'i'y  7th,  1899. 

Opening  Bxercises. — ^The  conference  convened  in  regular  session 
At  11  A.  M.,  and  the  opening  exercises  were  conducted  by  H.  L« 
Mukerji. 

Joomal.— The  journal  of  the  preceding  day's  session  was  read 
In  Eogllah  and  vernacular  and  approved. 


MINUTS8  OF  CONFJBBByCE.  U 

An  AppoaL— An  appeal  from  a  trial  at  a  district  oonf6r6nc6  was 
presented.  8.  S.  Dease,  J.  N.  West,  D.  L.  Thoburn,  C.  L.  Bare, 
Oanga  Nath,  H.  J.  Adams,  D.  A,  Chowfln,  Joseph  Wahid-ud-D£n 
and  A.  G.  McArtbur  were  appointed  a  seleot  number  to  hear  the 
same.  J.  C.  Butcher  was  appointed  president  and  H.  L.  Mukerji 
to  act  as  secretary  for  the  same.  T.  J.  Scott  was  appointed  con* 
ference  advocate  and  Jawala  Singh  was  recognized  as  counsel  for 
the  appellant. 

Report  of  Select  Number.— The  select  number   appointed  to  try  a 

case  from  the  Pilibhit  district  presented  the  following  report :  ' 

Decision  of  the  select  number  in  regard  to  the  case  against 
Crawford  Hancock:  In  regard  to  the  lirst  charge  we  find  him 
not  guilty,  but  one  of  our  number  thinks  he  was  guilty  of  unminis- 
terial  conduct.  In  regard  to  the  second  charge  we  find  him  not 
fTUilty.  In  regard  to  the  third  charge,  we  find  him  guilty  of 
insubordination  and  disrespect  to  his  presiding  elder,  and  .we  re^ 
commend  that  the  Bishop  do  not  appoint  him  preacher«in-oharge, 
but  that  he  be  placed  under  the  direct  supervision  of  an  experienced 
minister.  J.  C.  Butcher,  F.  L.  Nebld. 

S.  Wheeler.  M.  Stephen, 

S;  TUPPEB,  G.  H.FBBV,     . 

W.  W.  Ashe,  Sabine  Mans^^u^ 
I  dissent  from  the  punishment  suggested,    and  think    it  is  not 
severe  enough  for  the  charge  sustained.  N.  L.  Rockey. 

Introductions.— Rev.  T.  S.  Wynkoop,  secretary  of  the  North 
India  Bible  and  Tract  societies,  was  introduced  and  briefly  address* 
ed  the  conference.  Miss  Sullivan  and  Miss  Burman,  and  the 
Revs.  C.  H.  Plomer  and  P.  M.  Buck  of  the  North- West  India  con- 
ference, were  introduced.  On  motion  of  E.  W.  Parker,  all  visitors 
from  other  India  conferences  and  also  Rev.  T.  S.  Wynkoop,  were 
invited  to  participate  in  the  discussions  that  come  before  the  con- 
ference. 

State  of  the  Church. — ^The  committee  on  the  state  of  the  church 
presented  its  report,  which  on  motion  of  S.  Tupper  was  accepted 
and  adopted,    ^^e  Repwis. 

Seventh  Question.— The  Seventh  Question,  **  Who  have  been  ad- 
mitted into  full  membership?'*  was  called.  The  name  of  Albert 
Frank  was  called,  the  Board  of  fizaminers  gave  its  report,  he  was 
represented  by  his  presiding  elder,  was  elected  to  deacon's  orders 
and  was  received  Into  full  membership  in  the  conference.  The 
names  of  Ganga  Nath,  John  N.  West,  Joseph  H.  Smart,  Prabbhu 
Dayal  and  Mohammed  Hassan  Jan  were  called,  the  Board  of  EIz- 
aminers  gave  its  report,  they  were  represented  by  their  presiding 
elders,  and  having  signed  the  required  pledges,  were  addressed  by 
the  Bishop  and  received  into  full  membership  in  the  conference. 
On  motion  of  J.  H.  Messmore,  Mohan  Singh  Bailey  was  discon- 
tinued. The  names  of  Nathaniel  R.  Childs,  John  H.  Walter  and 
Bulaqi  Singh  were  called,  their  characters  were  passed,  the  Board 
of  Examiners  gave  its  report,  and  on  the  recommendation  of  their 
presiding  elders  they  were  continued  in  the  class  of  the  second 
year. 
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Tentli  QcMBtioii.— The  Tenth  Queetion,  **What  nkemberii  have 
conpleted .  the  conlerenoe  oourse  of  study  ?' '  was  called.  The  name 
of  John  N»  West  was  called,  and  on  the  recommendation  of  his  jwesid- 
log  eider  he  was  advanced  to  the  class  of  Effective  Elders* 

Ninth  QuestiQci.— The  Ninth  Question,  ^*  What  members  are  in 
studies  of  the /ourth  year  ?"  was  called.  The  name  of  Benjamin 
Marqus  was  called,  the  Board  of  Examiners  grave  its  report,  his 
character  was  passed,  and  on  the  recommendation  of  his  presiding 
elder  he  was  continued  in  the  class  of  the  third  year. 

Eleventh  Qneation.— The  Eleventh  Question,  **  What  others  have 
been  elected  and  ordained  deacons  ?"  was  called.  The  names  of 
John  W.  Norton,  Bangram  Money,  Chaiprua  Wilson  and  Ealiyan 
Singh  were  called,  the  Board  of  Examiners  gave  its  report,  they 
were  represented  by  their  presiding  elders,  and  elected  to  deacon'e 
orders. 

The  IndiAn  Witness.— A  communication  from  the  editor  of  the 
Indian  Witness  was  presented  by  the  secretary,  and  the  interests  of 
the*  paper  were  represented  by  Bishop  Thoburn  and  E.  W.  Parker, 
and  J.  G.  Batcher  was  appointed  to  receive  subscriptions  for  the 
same. 

Endorsement  of  Licences. — At  the  request  of  the  Sitapore  district 
conference  it  was  on  motion  of  W.  A.  Mansell  ordered  that  here- 
after, at  the  time  of  the  renewal  of  licences  in  the  district  confer* 
ences,  the  class  of  studies  also  be  noted  on  the  back  of  such  licences 
year  by  year. 

Next  Conference. — On  the  motion  of  L.  A.  Core,  Moradabad  was 
selected  as  the  place  in  which  to  hold  the  next  session  of  the  con- 
ference. 

Extension  of  Time. — On  motion  of  J.  C.  Butcher,  the  time  was  ex- 
tended. 

Restoration  of  Parchments. — On  motion  of  Samuel  Knowles,  the 
parchments  of  B.  M.  Dass  were  restored  to  him. 

Adjournment.— On  motion  of  £.  W.  Parker,  after  the  giving  of 
announcements  and  pronouncing  of  the  benediction,  the  conference 
adjourned. 


FIFTH  DAY. 

Sharjahanfore,  Jamiary  9th,  1899. 

Openkig  Exercises.— The  conference  convened  at  11  a.  M.,  and  the 
opening  exercises  were  conducted  by  J.  N.  West. 

Journal.— The  Journal  of  the  last  session  was  read  in  English  and 
vernacular  and  approved. 

Corresponding  Secretary. — ^The  matter  of  electing  a  corresponding 
secretary  was  taken  up,  and  W.  A.  Mansell  and  S.  Phillip  were 
appointed  tellers  to  collect  the  ballots. 

Certiiicate  of  Ordination.— Bishop  Thoburn  presented  the  follow^ 
ing  certificate  of  ordination  to  the  conference: 


Thii  certifies  that  in  Bhfthjahtmpore,  on  Sunday,  January 
8th,  in  aocordapoe  mth  the  Discipline  of  the  Methodist  Episcopal 
Church,  I  ordained  to  the  oiBoe  of  deacon  John  W»  Nortoni  Albert 
Frank,  Chamrua  Wilson  and  Kaliyan  Singh,  and  that  at  the  same 
place  and  on  the  same  date,  with  the  assistance  of  elders,  I  ordain- 
ed to  the  office  of  elder  Joseph  Wahld-nd-Din. 

J.  M«  T&OBtTRK,  BMWp, 
Sunday  School  Union   CoUietidiw«-«Tlie  following  rasolUlioa  waH 
presented  and  on  motion  offT.  J.  Scott  was  adopted  t 

Beaoilved,  That  all  collections  taken  in  our  charges  for  the  tn* 
dian  Sunday  School  Union  be  paid  over  to  the  treasurer  of  ouiF 
conference  anion,  to  make  up  the  oontribtttion  required  from  as  as 
a  union.  T.  J.  SGOTT4  N.  L.  RocKSY. 

Cofrsspoftding  Secretary. --The  tellers  reported  no  election  and 
toother  ballot  was  ordered. 

Christian  Customs.— On  motion  of  H.  A.  Cuttintt,  it  was  ordered 
that  the  presiding  elders  be  requested  to  mention  in  their  next  an* 
nual  reports  the  matter  of  Christian  marriages  and  burials  and  al« 
io  the  custom  of  holding  feasts  foi*  the  dead;  as  these  things  etlel 
or  do  not  exist  in  their  districts. 

On  motion  of  £.  W.  Parker,  H.  A.  Cutting,  W.  R.  Bowen,  H. 
K.  Liist,  H.  J.  Adams  and  Seneca  Falls  were  appointed  a  committee 
to  consider  and  at  the  next  session  of  the  annual  conference  report 
some  method  for  the  extermination  from  among  our  Christian  com- 
munity of  such  customs  as  are  unworthy. 

Corresponding  Secretary. — The  tellers  reported  that  the  second  ballot 
had  resulted  in  no  election.  On  motion  of  G.  C.  Hewes  it  was  ordered 
that  on  a  thh*d  ballot  being  taken,  if  no  election  result,  the  name 
having  the  least  number  of  votes  be  dropped  from  the  list  of  can- 
didates and  so  on  until  an  election  shall  occur. 

Epworth  League  Reading  Cour8e.~On  motion  of  J.  W.  Robinson, 
the  Epworth  League  Conference  Board  of  Control  was  empowered  to 
revise  the  course  of  study  suggested  by  the  Central  conference,  and 
after  such  revision  make  such  arrangements  as  will  bring  the  mat- 
ter before  the  leagues  of  the  conference  for  their  acceptance  and 
use. 

Bxamination  Rules. — ^The  president  of  the  Board  of  Examiners 
presented,  as  requested  by  the  conference,  a  set  of  rules  to  regulate 
the  marking  and  advancement  of  examinees.    See  Beports, 

Recording  Secretary. — ^The  tellers  reported  that  the  third  ballot 
had  resulted  in  no  electioh.    Another  l^llot  was  ordered. 

Board  of  Education.— On  motion  of  L.  A.  Core,  the  matter  of  elect- 
ing new  members  to  the  Board  of  Education  was  referred  to  the 
cabinet  with  the  request  that  they  present  nominations  for  the  same. 

Theological  Seminary  Trustees— On  motion  of  T.  J.  ScOtt,  3.  B. 
t)ease,  A.  G.  McArthur  and  J.  Buchanan,  Esq.,  were  appointed  to 
take  the  places  of  the  retiring  members  of  the  Theological  Schodl 
Board  of  Trustees. 

Corresponding  Secretary.— The  tellers  reported  that  as  a  result  of 
^e  fourth  bi^Uot  no  electioa  result,    As  a  result  (yf  (be  fifth  bal- 
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Ipt  C.  14.  Bure  was  elected  oorresdouding  seoretary  of  the  con* 
ferenoe. 

CoufM  of  Study  Revi8ion,--OQ  motion  of  £.  W,  Parker,  Bishop 
Thoburn  was  requested  to  associate  with  him  a  committee  eon* 
sisting  of  members  from  all  of  the  India  conference!!  for  the  pur« 
pose  of  revising  the  entire  vernacular  course  of  study  for  travel-* 
Ung  and  local  preachers  and  exhorters. 

A.  D.  Vail. — ^A  resolution  concerning  the  late  Hev,  A.  D« 
Yail  was  presented  by  E.  W.  Parker  and  adopted  unanimously  by 
a  rising  vote^   tke  Memaii-H, 

Rights  of  Christians.— The  following  resolution  was  offered  and 

on  motion  of  H.  L.  Mukerji  was  adopted. 

Resolved,  That  the  decision  of  the  Secretary  of  State  for  India 
on  the  riffhts  of  Indian  Christians  to  use  water  from  public  wells,  be 
published  in  pamphlet  form  and  distributed  among  the  native  and 
English  officials  and  the  educated  community  generally;  also  that  an 
Urau  translation  of  ^e  same  decision  be  printed  for  the  use  of  our 
preachers.  Also  that  an  authorized  copy  of  the  same  be  obtained 
aftd  placed  in  the  Bareilly  Theological  School  library  for  con« 
venience  of  reference.  H.  L.  }/LxjKfSRTL 

F.  L.  Neeld. 

On  motion  of  E.  W.  Parker,  H.  L.  Mukerji  and  T.  J.  Scott  were 
appointed  a  committee  to  arrange  for  the  carrying  out  of  the 
resolution. 

Reid  College  Trustees.— On  motion  of  C.L.  Bare,  E.W.  Parker,  R. 
Clancy  and  P.  M.  Buck  were  elected  to  take  the  place  of  the  retiring 
members  of  the  Reid  Christian  College  Board   of  Trustees. 

Committee  on  Temperance. — ^The  committee  on  temperance  pre- 
sented its  report,  which  was   accepted  and  adopted.     See  Bepfnis* 

Select  Number's  Report. — The  select  number  appointed  to  hear  an 
appeal  from  the  Pilibhit  district  presented  its  report.  On  motion 
of  H.  A.  Cutting,  the  report  was  referred  back  to  the  committee  for 
further  consideration. 

Adjournment. — On  motion  of  N.  L.  Rockey  conference  ad- 
journed to  meet  at  6  p.  m.,  when  the  report  of  the  committee  on 
memoirs  was  heard  and  the  sacrament  of  the  Lord's  Supper  ad- 
ministered, after  which  the  conference  adjourned  to  meet  at  8  a.  m. 
of  the  following  day. 


SIXTH  DAY. 

Shahjahanpore,  January,  loth,  1899. 

Opening  Exercises. — Conference  convened  at  8  A.  M.^  and  the 
opening  exercises  were  conducted  by  Bishop  Thoburn. 

Journal.— The  journal  of  the  preceding  day's  session  was  read 
in  English  and  vernacular  and  approved. 

Conference  Claimants. — The  conference  stewards  presented  their 
report,  which  on  motion  of  J.  C.  Buteher  was  referred  back  for  fur- 
ther consideration. 
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On  motion  of  E.  W.  Parker,  it  was  ordered  that  the  case  of  A. 
C.  Paul  be  inquired  into  by  the  presiding  elder  of  the  Oudh  die* 
triot,  and  that  if  this  claimant  be  able  he  be  given  active  work,  and 
if  not,  his  allowance  be  continued. 

On  motion  of  J.  H.  Messmore,  it  was  ordered  that  hereafter  all 
claims  on  conference  funds  be  presented  by  the  second  day  of  the 
conference  session. 

Qovemment  Normal  School. — ^The  following  resolution  was  pre- 
sented, and  on  motion  of  W.  A.  Mansell  was  adopted: 

In  view  of  the  strenuous  efforts  of  the  educational  department  of 
the  North- West  Provinces  and  Oudh  to  require  all  aided  schools  to 
engage  their  new  teachers  from  the  number  of  the  trained  and  cer- 
tified graduates  of  their  Normal  school,  and  of  the  fact  that  there 
are  no  Christian  graduates  from  our  own  mission  available  for  our 
schools; 

Besolved,  That  we  urge  upon  our  managers  of  high  schools  the 
importance  of  inducing  some  of  their  promising  g'raduates  to  enter 
this  Normal  school,  in  order  to  be  ready  for  the  increasing  demand 
for  such  teachers  in  our  schools,  and  that  if  possible  the  Board  of 
Education  furnish  one  or  more  scholarships  yearly,  as  they  may 
deem  expedient,  for  a  student  or  students  in  that  school. 

W.  A.  Mansell. 
L.  A.  Core. 

Limit  of  Debate.— On  motion  of  H.  L.  Mukerji,  it  was  ordered  that 
speakers  be  limited  to  two  minutes  each. 

Conference  Claimants.— On  motion  of  E.  W.  Parker,  the  conference 
stewards  were  given  authority  to  deal  with  any  oases  presented  to. 
them  after  conference  adjourned. 

Finance  Committee. — The  election  of  members  of  the  finance 
committee  was  taken  up.  On  motion  of  W.  A.  Mansell,  it  was  order- 
ed that  the  six  eligible  candidates  receiving  the  highest  number  of 
votes  be  declared  elected.  J.  N.  West,  J.  Jacob,  S.  S.  Dease 
and  A.  G.  Mc Arthur  were  chosen  tellers. 

Statistics.— The  committee  on  statistics  presented  its  report, 
which  on  motion  of  J.  W.  Robinson  was  accepted  and  adopted. 

Greetings. — ^The  secretary  presented  a  communication  from  J. 
W.  Waugh  to  the  conference.  On  motion  of  S.  Knowles,  the  secre- 
tary was  requested  to  convey  to  Dr.  Waugh  the  greetings  of  the 
conference,  and  it  was  ordered  that  he  be  continued  in  the  supernu- 
merary relation. 

Auditing  Committee  Report. — G.  C.  Hewes  presented  the  report  of 
the  auditing  committee,  which  was   accepted   and   adopted.    See  Be* 

Report  of  Select  Number.— The  select  number  appointed  to  consid- 
er an  appeal,  presented   its  report,  which  was  ruled  out  of  order  by ' 
Bishop  Thoburn. 

Finance  Committee  Members. — ^The  tellers,  reported   the    result  of « 
the  ballot  for  members  of  the  finance  committee.     S.  Tu^^aer,  J.  C. . 
Butcher,  T.  J.  Scott,  H.  L.  Mukerji,  W.  R,  Bowen  and  L.  A.  Core 
were  declared  elected. 

On  motion  of  W»  A.  Maaaell)  J,  L»  Humphrey,  F.  h*  Neeld|  ^ 
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M.  Stephen  and  G.  D.  Preegrave,  having  received  the  next  liighest 
number  of  ballots,  were  declared  elected  as  alternates. 

Colteetlon  Voucheis. — ^The  following  resolution  was  presented, 
and  on  motion  of  W.  A.  Mansell  was  adopted: 

Inasmuch  as  the  present  plan  of  requiring  vouchers  for  all  col- 
lections paid  to  the  conference  treasurer  before  reporting  collectionB 
at  conference  makes  no  proper  provision  for  the  supervision  of 
other  local  and  benevolent  collections; 

Besloved,  That  presiding  elders  be  required  to  certify  the  statis- 
tical blank  only  after  seeing  that  all  collections  reported  have  been 
properly  entered  in  the  circuit  accounts  or  duly  forwarded  to  the 
treasurers  of  the  various  funds  concerned. 

Resolution  on  Entertainment. — ^The  following  resolution   was  pre- 

sentedy  and  on  motion  of  J.  H.  Messmore  was  unanimously  adopted: 

Bemlved^  That  we  place  on  record  our  grateful  acknowledg- 
ment of  the  thoi^htful  and  generous  provision  for  our  spiritual, 
social  and  physical  enjoyment  at  this  session  of  our  conference, 
which  has  been  made  by  the  missionaries  and  Hindustani  pastor 
resident  in   Shahjahanpore.  J.  H.  Mbssmobe. 

W.  A.  Mansell. 
J.  W.  Robinson. 
Report  of  Board  of  Examiners. — C.  L.  Bare  presented  the  report  of 

the  Board  of  Examiners,  which  was  accepted  and  adopted.    8ee  Be- 

ports. 

Resolution  of  Sympathy.— The  following  resolution  was  xmsented 

by  J.  H.  Gill  and  adopted  by  a  rising  vote: 

Whereas  we  have  been  informed  that  Rev.  Joel  T.  Janvier  has 
reached  a  period  of  increased  feebleness; 

Besolvea,  That  we,  the  members  of  the  North  India  conferencej 
herebv  extend  to  Brother  Janvier  our  aincere  sympathy  in  his 
affliction,  and  pray  that  the  God  of  all  grace  may  daily  vouchsafe 
unto  him  consolation  and  blessingf  and  that  he  may  long  be  spared 
to  our  church  in  India  as  an  example  of  a  long,  faithful  and  useful 
life.  Also  that  we  request  that  S.  ».  Dease  personally  present  the 
substance  of  this  resolution  to  Brother  Janvier. 

J.  H.  Gill,  Wm.  Peters. 

E.  W.  Pakecer,  p.  L.  Nbbuk 

J.  W.  RoBmsoN,      O.  h.  Babe. 

Resolution  of  Thanka  to  Bishop  Thobum.— A  resc^ution  of  thanks 
to  Bishop  Thoburn  was  presented  on  b^alf  of  the  Hindustani 
members  of  conference,  and  on  motion  of  W.  Peters  was  ttttani« 
mously  accepted  by  a  rising  vote: 

Ham  sab  desf  membar^n-i-k^nfarans  tah-i»dil  se  ^uddwand 
Karim  Kirs4iE  ke  shukr-guzir  hain,  ki  us  ne  is  din  tak  apni  be- 
piy^fi  aur  li-intih^  mihrbini  aur  rahmat  se  'azfz  Bishop  Thoburn.. 
sihib  ko  is  bhdrf  jawdb-dihi  aur  ashadd  mihnat  ke  'alam  men 
tandurustf  'in^yat  farm^l.  Un  kf  h&ziri  har  Dis^rikt  K^nfarans 
aur  TaAi  melon  men  barakaft  k4  bA'ii  hai,  jls  ki  y4dg^r  aur  aear 
ek  zamiae  tak  rabegi. 

Un  ke  chihre  ke  4sir  se  yih  namdd  hoti  hai,  ki  is  mihnat  aur 
masifat  ke  ba^d  bhf  nihiyat  l^ush  haig,  jis  se  yih  zihir  hai,  ki 
ip  ne  Ar&m  aur  khushf  nanin  p&f,  gunahgAr  logon  ke  dili  d^rim  k{ 
taw^juh  matbib'hai. 

Is  liye  yih  nihivat  mumkin  aur  liaim  hai,  ki  ham  sab  Masih  ke 
sip4hl  apne  sipahsal&r  Maslh  ke  sAth  un  ke  hamr&h  hoke  apne 
hath  aur  dil  se  dil  mil&wen,  tiki  gunih  aur  shaitin  par  gilib  dkar 
la  mulk  ke  khoe  htie  biehindos  ko  Maisfh  ke  tibi'  kariweui 


Dilf  du'&  hai  kl  Blhud^veand  Masfh  unhen  aur  ziy&da  rdh&nf  aur 
jism&nf  tdqat  'in&yat  farm^we,  ki  hamdre  s^th  ek  aur  muddat 
a&rikz  tak  rahkar  khidmat  i  h^zA  ko  anjAm  dewen. 

Wm.  Peters, 
S.  Tqppbr, 

H.  L.  MUKERJI, 

S.  Paul. 

GreetingB. — J.  C.  Butcher  tpresented  to  the  conference  the  verbal 
greetings  of  T.  Craven  and  H.  C.  Stuntz. 

Standing  Committees. — W.  A.  Mansell  presented  the  nomlna* 
tions  for  the  standing  committees,  which  on  motion  of  £2.  W. 
Parker  were  elected  as  follows: 

8t<iU8tic8.—N.  L.  Hockey,  S.  B.:Finch,  S.  S.  Dease,  O.  D. 
Presgrave. 

8tcUe  of  the  Church  :— L.  A.  Core,  Basant  Ram,  6.  C.  Hewes,  J. 
F.  Samuel,  H.  K.  List  and  S.  Tupper. 

Sandoif  Schools.— F.  L.  Neeld,  S.  S.  Dease,  A.  G.  Mc Arthur, 
J.  Jacob  and  G.  H.  Frey. 

Ibnperance. — J.  C.  Butcher,  G.  C.  Hewes,  M.  Stephen,  H.  J. 
Adams  and  Ganga  Nath. 

PubUahing  Minutes. — ^The  Secretaries  and  the  agent  of  the  Luck- 
now  Publishing  House. 

To Pi-ea^hthe  Annual  Sermon.— U. A.  Cutting;  alternate,  J.H.  Gill. 

Triers  of  Appeals.— J.  Blackstock,  S.  S.  Dease,  N.  L.  Rockey, 
W.  R.  Bowen,  G.  H.  Frey,  M.  Stephen  and  W.  W.  Ashe. 

Committee  on  Conference  Bel(Uions.—T.  J.  Scott,  L.  A.  Core,  J. 
Blackstock,  H.  K.  List  and  S.  B.  Finch. 

AudMng  Committee.— J.  W.  Robinson,  J.  Blackstock,  L.  A. 
Core,  H.  L.  Mukerji,  J.  N.  West,  Mrs.  Parker,  Miss  Hoge. 

Board  of  Education. — J.  H.  Messmore,  H.  L.  Mukerji,  L.  A. 
Core,  C.  L.  Bare,  William  Peters,  Miss  M.  Means,  Miss  Sellars, 
Mrs.  Rockey,  Miss  Nichols. 

Boards  of  Examiners.— T.  J.  Scott,  C.  L.  Bare,  J.  L.  Humphrey, 
F.  L.  Neeld,  J.  W.  Robinson,  L.  A.  Core,  W.  R.  Bowen,  S.  Tupper, 
H.  L.  Mukerji,  D.  A.  Chowfin,  D.  M.  Butler,  A.  G.  McArthur. 

Deaconest^  Work^  Board  of  Supervision, — J.  L.  Humphrey,  S.  Tup- 
per, M.  Stephen,  J.W.  Robinson,  W.R.  Bowen,  Miss  English,  Mrs. 
Parker,  Mrs.  Bare,  Mrs.  Mansell,  Mrs.  Knowles,  Miss  Thoburn. 

Conference  Treasurer.— On  motion  of  £.  W.  Parker,  J.  N.   West 

was  elected  to  act  as  conference  treasurer  during  the  coming  year. 

Treasurer  for  Board.— On   motion   of  J.  H.  Gill,  D.  L.  Thoburn 

was  nominated  to  be  treasurer  for  the  Board    for   the  ensuing 

year. 

Deaconess'  Work.— The  Board  of   Supervision  made  its   report, 

which  on.  motion  of  J.  L.  Humphrey    was   accepted  and   adopted. 

See  Beparts. 

Naini  Tal  School  Committee.— On   motion  of  J.  L.  Humphrey,  J. 

H.    Messmore,   E.   W.  Parker,    F.  L.  Neeld,   J.  L.  Humphrey,  S. 

Knowles,    S.  S.  Dease,   T.  J.  Scott,    J.    Anderson,    Esq.,    W.  G. 

Allen,  Esq.,  J.  C.  Butcher,  Mrs.  Butcher,  Miss  Easton  and  Miss 
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fhoburn  were  elected  local  committee    for  the   Naini  Tal   schools 
for  the  ensuing  year. 

Sunday  School  Committee  Report. — The  committee  on  Sunday 
schools  gave  its  report,  which  on  motion  of  D.  L.  Thoburn  was 
accepted  and  adopted.    See  Reports. 

T.  Craven.— On  motion  of  J.  C.  Butcher,  T.  Craven  was  contin- 
ued in  the  supernumerary  relation. 

J.  T.  Janvier. — On  motion  of  E.  W.  Parker,  J.  T.  Janvier  was 
continued  In  the  superannuate  relation. 

Information  Bureau. — On  motion  of  J.  H.  Messmore,  it  was  or- 
dered that  all  names  of  workers  who  may  be  dismissed  for  cause 
be  filed  with  the  secretary  of  the  conference,  with  a  statement  of 
the  facts  in  the  case,  and  that  before  taking  on  new  workers  all 
presiding  elders  and  preachers-in-charge  be  directed  to  apply  to 
the  secretary  for  any  information  he  may  possess  concerning  such 
candidates. 

Adjournment. — On  motion  of  N.  L.  Rockey,  after  the  reading 
of  the  minutes,  the  reading  of  the  appointments,  the  singing  of 
the  dozology  and  the  pronouncing  of  the  benediction,  the  conference 
adjourned. 

J.  W.  ROBINSON,  J.  M.  THOBURN, 

Secretary.  President. 


PROGRAMME  OF  RELIGIOUS  SERVICES  AND 

ANNIVEIiSARIES. 

Prayer  Jlfecttn^s.— Conducted  daily  at  8  a.  m.,  by  J.  C.  Butcher. 
Devotional  Jfce<infif,s.— Conducted  daily  at  7-30  p.  m.  by  different 

members  of  the  conference. 
Wednesday  Evening. — Session  of  the  Conference  Literary  Society, 

J.  W.   Robinson,    chairman ;  D.   L.  Thoburn,    lecturer. 

Also  session  of  the  Conference  Historical   Society,    J.  L. 

Huniphrey,  chairman. 
Thursday  jKueninflf.— Missionary  meeting,  C.  L.  Bare,  chairman; 

H.  J.  Adams,  J.  H.    Messmore,  T.    J.    Scott   and  L.  A. 

Core,  speakers. 
Friday  iV^entngr.— Self-support  meeting,  C.  L.  Bare,  chairman ; 

N.  L.  Rockey,  S.  S.  Dease,  H.  A.  Cutting   and   William 

Peters,  speakers. 
Saturday  Eveniiui. — Conference  sermon,    J.  W.    Robinson.   Also 

Sunday   school   Union  session,    L.  A.  Core,  chairman ; 

T.  S.  Wynkoop,  speaker. 
Sunday. — Love  feast  at  8  a.  m.;  Hindustani    service  and  or- 
dination  of  deacons   at  11   a.  m.;  English  service  and 

ordination  of  elders  at  5-30  p.  m. 
Monday  Evening.— 'Memorial  serviceBishop  Thoburn,  chairman. 
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STATISTICAL  SUMMARY. 
Mevbebship— 

Probatlonora 
Full  members 
C'hildrcMi 
Total  Christians 

Baptisms— 

Christian  children        . .  • 

Converts' children 

Converts,  adults 

Total  baptisms  .. 

SuxDAY  Schools— 

Number  of  schools 

Christian  male  scholars 

Christian  female  scholars 

Non-Christian,  male    . . 

Non-Christian  female 

Total  Sunday  School  scliolars     . . 

WomtERS— 

Total  Christian  workers  ..  1,863        1,755       Inc.  108 

CoiJ*ECTIONS— 

For  Missions— 
From  Churches 
From  Sundav' Schools 
Total     . . 
For  Childrons' Day 
Total  B.^nevolent  Collections 
Ministerial  support  from  Europeans 
,  Hindustani  Church 

Schools— 

Schoi)ls,  total  number . . 
Scholars.. 

REPORT  OP  STATISTICAL  COMMITTEE. 

We  have  made  more  than  usual  efforts  to  obtain  correct  reports.    The 

? residing  elders  co-operated  with  us  by  giving  special  attention  to  sta- 
ion  records  and  by  instruction  concerning  the  methods  of  making  out 
re[x>rts  aud  keeping  station  books  so  that  all  the  required  information  can 
be  readily  obtarned.  Considerable  work  of  this  kind  remains  to  bo  done. 
If  the  presiding  eldnrs  in  their  first  quarterly  conferences  will  go  over  the 
statistics  reported  this  year,  note  discrepancies  and  misunderstandings,  and 
again  at  a  later  conference  pres(uit  the  blanks  for  next  year  with  sugges- 
tions as  to  th^'ir  preparation,  it  will  materially  aid  us  and  will  well  repay 
the  labor  involved.  Without  their  help  endless  and  almoHt  imi)ossil>ie  cor- 
resix)ndence  can  hardier  correct  discrepancies  that  ()residing  elders  can 
easliv  detect  aud  make  right.    Wo  tliauK  th<im  for  their  help. 

This  year  we  have  new  forms  prescribed  by  the  recent  Central  con- 
ference.   They  are  better  and  simpler  than  the  old,  but  still  contain  col- 


1,396 

1,348 

Inc. 

48 

335 

109 

Inc. 

116 

1,.531 

1,357 

Inc. 

164 

433 

365 

Inc. 

58 

3,?W7 

4,305 

4,314 

. 

5,340 

4,463 

Inc. 

784 

577 

615 

Dec. 

38 

13,338 

13,814 

Dec. 

576 

28  BSP0BT8  OF  COMMITTEES. 

umiis  thftt  hftve  little  to  do  with  onr  work,  which  rather  relate  to  the  work 
of  English  churches.  Some  differences  between  the  old  and  the  new  make 
It  impossible  to  compare  this  year  and  last  in  all  particulars.  The  statist!* 
cal  year,  according  to  the  new  arrangement,  closes  in  all  the  conferences 
on  November  30th,  thus  admitting  uniformity  throughout  Southern  Asia. 
This  is  wise.  Our  report  Is  therefore  for  eleven  months  instead  of  a  full 
year. 

The  comparison  of  this  year  with  last  year  shows  some  items  of  decrease 
which  are  noted  in  the  report  of  commlttoe  on  the  state  of  the  church.  It 
is  certain  that  we  have  been  passing  through  a  i^eriod  of  difficulty  with 
idolatry  and  false  teachers  such  as  troublod  the  early  church  when  Peter 
wrote  his  epistles. 

The  financial  showing  is  very  gratifying.  The  church  has  made  ad- 
vance both  in  pastoral  support  and  in  all  the  benevolences.  Last  yearns  total 
showed  one  special  item  that  increased  the  totals  and  makes  an  apparent 
discrepancy,  out  the  separate  colnnms  show  the  proper  figures.  A  sum* 
mary  is  presented  of  tbo  more  important  items. 

We  ask  )MTmissiou  to  omit  tlie  printing  of  statistics  n^lating  to  colport- 
age.  A  num))er  of  the  bn^tlin»n,  cousidorTiig  them  unnecessar>'»  neglected 
to  report  tholr  items.  So  far  as  it  is  roix)rtod.  we  learn  that  wo  have  sold 
and  distributed  l(),<i54  bibles  and  (Kjrtiuns  and  over  one  and  a  half  lakhs  of 
books  and  tracts.  N.  L.  Rockkv,  ClMlnnan, 


REPORT  ON  THE  STATE  OP  THE  CHURCH. 

Late  in  the  year,  when  the  condition  of  the  church  for  the  year  could 
be  pronounced  on,  a  list  of  questions  was  sent  out  to  all  presiding  elders 
and  preachers- in- charge  in  the  conference  calling  for  the  main  facts  in  the 
condition  of  the  church.  The  questions  covered  the  following  leading 
points:  (1)  The  spiritual  condition  of  the  church;  (2)  Special  meetings  for 
spiritual  advancement;  (3)  Attendance  on  the  means  of  grace;  (4)  State  of 
tne  church  touching  non-Christian  rites  and  practices;  (5)  Church  aggres- 
siveness; .  (6)  Secular  education;  (7)  Tlie  Sunday  school;  (8)  Self-support 
and  unpaid  labour  in  the  church;  (9)  Temporal  condition.  This  report 
deals  with  these  matters  in  this  order,  and  is  very  largely  based  on  answers 
to  the  questions  sent  out;  and  as  53  replies  were  received  they  probe  the 
condition  of  the  church  at  so  many  points  in  the  bounds  of  the  conference. 
It  is  admitted  that  the  answers  may  not  always  accurately  represent  the 
facts,  as  those  reporting  may  not  have  seen  things  alike;  yet  no  better 
practical  method  is  within  reach,  of  culling  out  the  actual  state  of  the 
church 

1.  Replies  received 'plainly  indicate  that  the  spiritual  condition  of  the 
church  is  steadily  improving.  True,  some  of  the  replies  indicate  no  special 
advancement,  but  the  general  testimony  Indicates  a  widespread  advance 
n  better  moral  and  religious  life. 

d.  This  Is  easily  accounted  for  by  the  numerous  meetings  for  improvement 
in  spiritual  life.  It  is  very  encouragng  to  find  how  numerously  such  re- 
vival meetings  have  been  held,  numbering  from  only  one  In  a  few  stations  or 
circuits  during  the  year,  to  a  serlesof  dally  meetings  carried  on  for  six  weeks. 
Some  replies  indicate  great  good  accomplished,  In  souls  saved  and  the  life 
of  the  church  toned  up.  We  regret  that  a  few  replies  Indicate  that  in  some 
circuits  no  such  meetings  had  been  held. 

3.  Touching  the  observance  of  the  Institutions  of  the  church  and  the 
means  of  grace,  your  committee  tried  to  find  out  the  extent  to  which  class 
and  prayer  meetings  and  prayer  In  the  famllv  are  maintained,  and  to  what 
extent  the  sacrament  of  the  Lord's  Supper  and  the  Sabbath  are  observed,  and 
how  far  the  form  of  Christian  marriage  Is  carried  out.  In  this  we  sought  to 
ascertain  the  moral,  social  and  organic  life  of  the  native  church.  We  take 
it  that  the  replies  In  the  main  were  based  on  intelligent  observation  of,  and 
acquaintance  with,  the  facts;  and  we  learn  that  while  at  some  points  there 
is  much  room  for  improvement,  there  is  encouraging  growtn  toward  a 
better  state  of  things.  The  reports  would  indicate  that  in  some  places  the 
class  meeting  is  not  kept  up.  Family  prayer  has  yet  to  be  widely  establish- 
ed; perhaps  In  many  families  It  does  not  exist:  there  Is  a  great  work  to  be 
accomplished  among  our  people  at  this  point.  More  is  made  of  the  prayer 
meeting,  as  the  habit  Is  forming  for  the  Christians  to  get  together  In  groups 
fpr  prayer  and  singing.  It  seems  difficult  in  some  village  communities  to 
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maintain  the  obaerTftnce  of  the  sacrament  of  the  Lord-s  Supper: it  Is  no 
easy  matter  to  get  the  scattered  villagers  together  for  this  sacred  ordi- 
nance. Some  receive  it  not  more  than  once  in  a  year,  if  at  all;  hat  in  this 
matter  also  improvement  is  heing  made.  There  seems  great  difficulty  in 
Sahbath  observance •  in  some  communities.  In  cities  the  Christian  street 
sweepers  and  municipal  employes  do  not  get  leave  for  public  worship.  In 
harvest  season  the  vHlage  Christian  busies  himself  with  his  crop,  or  the 
semindar  holds  his  man  to  his  daily  duty.  Here,  too,  with  much  room  for 
improvement,  our  pastors  are  seeking  to  bring  their  ilocks  to  a  bettor 
Ideal. 

4.  Your  committee  have  also  tried  to  dCagnoso  the  Htate  of  the  church 
in  relation  to  non-Christian  rites  and  customs.  Is  the  church  freeing  her- 
self from  paganism  ?  We  have  to  face  the  fact  that  this  is  a  work  of  time 
and  patience.  We  must  recall  that  Paul  had  to  caution  the  Corinthians 
against  heathen  feasts,  and  to  remined  them  that  an  '^  idol  Is  nothing  in  the 
world  **  for  there  ware  still  "  some  with  conscience  of  the  idol.'*  Latn  in  the 
evangelization  of  Europe  the  unhappy  spectacle  was  sometimes  presented 
in  a  church,  of  the  Christian  and  heathen  altar  side  by  side.  We  must  not 
be  disheartened  in  our  work  in  this  land  of  much  superstition  and  of  many 
idols.  The  reports  indicate  that  idolatry,  while  it  is  rapidly  passing  away 
from  the  multitudes  gathered  into  the  church,  has  to  be  resisted  in 
many  places.  Some  report  no  idolatry.  It  is  most  persistent  among 
women.  It  seems  to  trouble  our  people  least  in  the  mountains.  It 
appears  to  give  most  trouble  in  the  Moradabad  and  Sambhal  districts. 
The  preachers-in-charge  and  pastors  seem  faithful  in  seeking  the  eradi- 
cation of  idolatry  from  the  church.  Feasts  for  the  dead  still  give  some 
trouble,  but  the  objectionable  phases  of  this,  are  passing  away.  Heathen 
marriages  among  our  neople  still  give  trouble,  but  our  preachers  are  striv- 
ing to  fully  establish  Ohrlstian  marriage.  Only  one  well  acquainted  with 
the  facts  can  appreciate  their  perplexity. 

5.  We  have  attempted  to  ascertain  the  attitude  of  the  church  as  a 
vital  aggressive  force  against  paganism  and  Islam.  Our  only  hope  of 
ultimate  victory  is  that  the  church,  apart  from  the  specific  foreign  mis- 
sionary agency,  acquire  the  interest  and  activity  of  spontaneous  evangel- 
ism. The  reports  Indicate  that  but  little  of  this  has  come  to  the  church, 
and  yet  there  Is  something  encouraging  in  manifestations  of  genuine 
indlgeuoud  vitality  in  som3  places.  Many  not  on  the  list  of  paid  workers 
are  seeking  to  win  souls,  especially  and  naturally  among  relatives.  This 
is  notably  the  case  among  the  sweepers,  and  there  is  also  a  spontaneous 
aggressive  trend  springing  up  among  the  Chamars.  One  of  the  reports  indi- 
cates that  a  most  hopeful  impression  is  made  on  the  Jats  of  the  Sambhal 
district.  It  is  affirmed  that  *'  many  are  true  Christians,  but  are  not  so 
openly  for  fear  of  relatives.  They  are  not  idolaters  and  are  restraining 
their  wives  from  worshipping  idols.  They  hold  Christ  to  be  the  true 
Saviour  and  rebuke  idolatry  where  practised  among  the  Christians.*' 
Here  is  an  opening  that  should  receive  special  attention. 

6.  As  related  to  the  Uate  of  the  church  we  have  inouired  into  the 
condition  of  the  education  of  the  children  of  the  church.  There  is  general 
testimony  to  improvement  In  this  matter.  Some  report  more  children  in 
school  than  last  year,  and  that  they  are  climbing  up  to  higher  classes. 
Some  report  the  small  schools  as  improving  The  call  is  made  for  more 
schools  among  the  villages.  A  taste  for  reading  Is  being  formed.  The 
small  helpers  are  doing  much  in  this  matter. 

7.  There  is  almost  universal  testimony  to  improvement  In  Sunday 
school  work.  The  children  arc  learning  the  commandments  and  the 
Ii3rd*s  Prayer  and  the  Apostles'  creed.  They  are  getting  familiar  with  our 
hymns  and  bhajaus.  Testimony  is  given  to  good  moral  impressions  and 
they  are  learning  in  the  Sunday  schools  to  give.  We  may  mention  in  this 
connection  that  the  Epworth  League  with  the  Sunday  School  is  doing  a 
noble  work  in  educating  our  young  people. 

8.  We  have  inquired  Into  the  condition  of  the  church  touching  self- 
support.  While  it  is  manifest  from  the  reports  that  in  the  matter  of 
giving,  in  many  places  our  people  are  much  below  the  proper  ideal,  there 
is  nevertheless  encouraging  progress.  Some  report  all  as  giving  at  least 
a  little.  In  places,  giviiig  has  doubled.  It  is  reported  that  the  people  are 
learning  to  think  of  and  care  for  their  pastor,  although  the  lesson  Is  learn- 
ed but  slowly.  In  some  of  the  reports  one  pice  a  month  per  family  is  men- 
tioned. It  is  encouraging  to  know  that  all  are  seeking  to  work  a  place  ? 
The  habit  of  contributing  grain  at  the  harvest  is  growing. 

9.  No  n^ore  oncoiiraging  fiict  can  be  stated  in  this  connection  than  thfi 
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steftdy  inereaae  of  unpaid  labor  in  the  work  'Of  the  church.  Belf-sappovi 
and  self-propagation  must  go  together.  This  most  hopeful  form  of  church 
life,  we  gather  from  the  reports,  Is  least  developed  in  the  mountain  fleUL. 
The  number  of  unpaid  workers  in  the  circuits  reported  number  in  each 
circuit  from  two  to  over  one  hundred.  Bilsi  is  the  banner  circuit  with  110 
such  workers.  The  report  is  far  from  complete  for  the  entire  conference, 
vet  figures  for  6%  unpaid  workers  were  found  in  the  answers.  It  would 
be  an  interesting  study  to  find  out  Just  how  much  and  what  kind  and 
quality  of  work  this  unpaid  agency  is  doing.  It  seems  to  include  the  work 
of  the  class  leader  and  steward,  of  the  catechist  and  toachcr,  of  singing  and 
prayer,  and  can  doubtless  be  made  a  most  powerful  factor  in  conserving 
and  training  and  building  up  the  church. 

10.  Your  committee  have  also  inquired  into  the  temporal  condi- 
tion of  the  church,  and  are  pleased  to  note  that  while  some  circuits 
report  no  improvement,  in  general  our  people  are  advancing  to  a  better 
condition.  Recent  good  harvests  have  made  a  brighter  outlook,  following 
the  dismal  stress  of  1897.  Families  are  buying  small  household  effects  that 
had  been  sold.  Petty  industries  have  been  again  picked  up.  It  is  affirmed 
that  giving  is  making  them  more  industrious  and  thrifty.  They  are  seek- 
ing to  learn  trades.  One  pastor  reports  great  prosperity  b(>cause  the  people 
wear  no  jewelry.  Another  reports  his  flock  very  poor  but  very  happy. 
Still  another,  mistaking  somewhat  the  import  of  our  question,  gave  as  an 
indication  of  excellent  self-support  in  the  church,  the  fact  that  all  his 
people  "support  themselves.'*  In  conclusion  of  this  review  we  may  state 
that  while  there  is  much  in  the  condition  of  the  church  calling  for  patience 
and  godly  wisdom  and  prayer,  we  have  reason  to  thank  God  and  take 
courage.  We  are  under  God  raising  up  a  people  called  Methodists,  among 
whom  there  is  a  growing  esprit  de  corps,  with  increasing  intelligence,  and 
temporal  prosperity,  and  improving  spiritual  life. 

On  the  matter  of  statistics  we  may  say  that  the  total  number  of  bap- 
tisms. 3,165,  while  below  that  of  recent  years,  still  indicates  vigorous  growth. 
But  there  is  a  decrease  of  3,053  in  the  number  of  memb(*rs  and  probationers, 
and  in  the  Christian  community  a  decrease  of  4,967.  This  decrease  is  very 
larsely  in  the  Sambhal  and  Moradabad  districts.  The  explanation  of  this 
decline  may  be  found  in  the  correcting  of  previous  careless  records,  in  the 
disorganization  wrought  by  the  famine  of  1897,  and  in  the  removal  of 
names  of  persons  not  worthy  to  be  retained  in  the  Christian  community. 

T.  J.  Scott,  Chaimum, 


REPORT  OF  COMMITTEE  ON  MEMOIRS. 

Memoib  of  Rkv.  Db.  p.  T.  Wilson. 

We  commemorate  to-dav,  the  death  of  one  who,  less  than  a  year  ago,  was 
among  us  a  noble  standard-bearer,  vigorous  for  his  years  and  with  promise 
of  many  davs  of  work  for  the  Master.  He  took  his  post  with  the  rest  for 
the  campaign  of  another  year,  but  soon  was  not,  for  God  took  him.  The 
Iiord's  plans  do  not  always  take  in  ours,  and  our  brother's  appointment 
had  been  made  for  a  higher  world. 

Peachy  Taliaferro  vVilson,  who  died  suddenly  of  heart  failure,  February 
13th  of  last  year,  at  Sitapur,  was  born  in  Christian  Co.,  Ky.,  United  States 
of  America,  Oct.  26th,  1832.  His  family  removed,  when  he  was  quite  young, 
to  Illinois,  where  he  graduated  from  McKendry  Colh'are.  This  was 
followed  by  a  course  in  theology  at  the  Garrett  lilbllcal  Institute,  Evanston, 
Illinois.  lie  was  one  of  a  party  of  nine  who  were  appointed  to  our  mission 
in  India  In  1863.  In  June  he  was  ordained  deacon  and  elder  by  Bishop 
Ames  at  Youngstown,  Ohio,  and  8  M)t'>mber  3nd  ho  sailed  with  the  party 
from  Boston,  reaching  Calcutta  Jan.  2Sth,  1863. 

Although  the  missionary  career  of  our  brother  is  well  known  to  many 
persons  here.  It  may  be  woll  that  our  memorial  record  include  a  brief  out- 
line of  his  work.  Dr.  Wilson's  first  appointment  was  at  Lukhirapore,  Oudh, 
at  which  time  he  was  married  to  Miss  Mary  Whitcomb,  of  America.  From 
1864  to  70  his  appointment  was  Rai  Bareiliy.  It  was  remarked  by  his  presiding 
elderduring  those  years  that  his  was  thAbcHt  Hindustani  work  in  Oudh.  Two 
very  effctive  Indian  mftmbors  of  the  North-Wost  India  conference  are  the 
fruit  of  that  work.  In  1870  Dr.  Wilson  was  transferred,  in  broken  health,  to 
Pauri,  Garhwal,  where  he  remained  till  1^73,  doing  good  service  but  without 
recovering  health.  This  led  to  a  long  furlough  in  America,  from  1873  to  78. 
When  he  left  India  it  was  thought  he  never  could  risk  this  climate  again 
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But  althongh  this  was  conflrmfid  by  medical  opinion  both  in  India  and 
America,  Dr.  Wilson  never  relinquished  his  hope  and  purpose  of  retuminff. 
While  In  America  he  lectured  extensively  on  mission  work,  meanwhile 
also  studying  and  taking  a  medical  degree  from  a  medical  college  in  Cali- 
fornia, and  immediately  following  this  an  additional  degree  from  another 
medical  college  located  in  Chicago.  During  this  furlough  Mrs.  Wilson,  who 
had  been  in  feeble  health  died,  leaving  four  children;  one  of  these,  Miss 
May  Wilson,  is  a  consecrated  effective  missionary  among  us  now.  Dr. 
Wilson  arranged  homes  for  his  children  ^nd  returned  to  India  in  1878  as  a 
self -supporting  missionary,  in  connection  with  the  South  India  conference 
of  that  time,  and  was  stationed  at  Rurkee.  The  English  congregation  was 
very  small,  and  an  officer  who  appreciated  much  the  services  of  our  la- 
mented brother,  remarked  to  a  friend,  *'This  is  a  grand  man  to  be  dependent 
on  such  meagre  support."  While  here  Sir  Henry  Ramsay,  commissioner  of 
Kumaon  andGarhwal,  offered  Dr.  Wilson  the  post  of  inspector  of  pilgrim 
hospitals  In  Garhwal,  which  place  he  faithfully  filled  for  four  years,  often 
in  situations  of  extreme  loneliness.  Some  of  us  can  remember  touching 
stories  of  his  humane  work  in  the  mountains.  Most  appreciative  recognition 
.of  his  work  was  made  by  Government. 

In  1883  Dr.  Wilson  resigned  this  appointment  and  accepted  the  post  of 
superintendent  of  the  Agra  Medical  Missionary  Training  Institution, 
during  the  absence  of  its  founder.  Dr.  Valentine,  in  Scotland.  For  three 
years  ne  served  this  institution.  While  here  he  was  united  in  marriage 
with  Miss  Helen  Johnstone  of  Scotland,  who  was  doing  medical  work  In 
connection  with  the  Baptist  Mission  of  Agra,  and  for  fifteen  years  these 
devoted  workers  f  ave  themselves  hand  In  hand  to  consecrated  service  for 
the  bodies  and  souls  of  men.  The  medical  work  Dr.  Wilson  did  while  in 
Agra  was  gracefully  recognized  by  Government.  In  1888  he  was  transfer- 
red to  the  North  India  conference  to  take  charge  of  the  Budaon  station. 
He  was  afterwards  presiding  elder  of  the  district.  Here  for  five  years  a 
blessed  work  was  carried  on— medical,  educational,  evangelistic.  A  dis- 
pensary was  opened,  a  boys'  boarding  school  was  formed,  the  girls* 
boarding  school  was  matured,  continual  Itinerations  and  revivals  were 
kept  up,  and  thousands  were  baptized.  It  was  my  privilese  to  visit 
Budaon  district  a  few  times  during  those  years  and  witness  the  zeal  for 
souls  of  Dr.  and  Mrs.  Wilson.  We  were  together  in  the  crowded  congregation 
of  Seigler  Hall,  and  In  the  quiet  muhallah  work  of  lowly  outcasts, 
in  Budaon  city,  and  in  Journeys  among  outlying  villages  distant  from 
the  station.  Everywhere  it  was  the  same  humble,  loving  ministration 
to  body  and  soul.  Numbers  were  added  to  the  church  in  those  years,  of 
such  as  will  hall  the  departed  in  the  world  beyond. 

At  the  conference  session  of  1803  at  Bareilly,  Mrs.  Wilson  was  taken 
ill,  and  after  a  prolonged  sickness  was  ordered  home.  Accompanying  Mrs. 
Wilson,  our  brother  went  from  India  after  his  second  term  of  fifteen  vears* 
service.  The  time  of  this  furlougii  was  spent  in  Scotland  and  the  United 
States,  visitlnff  various  parts  of  both  countries  in  the  interest  of  mission 
work.  Dr.  Wilson  also  spent  some  time  in  maturing  his  knowledge  of 
•medicine,  for  which  he  had  natural  taste  ;  and  it  may  be  said  In  this  connec- 
tion, that  perhaps  none  of  our  missionaries  who  have  come  to  the  field  with 
medical  qualification,  have  made  more  of  the  healing  art  than  he  did.  This 
statement  Is  based  on  his  varied  opportunity  in  Garhwal,  Agra,  Budaon  and 
SItapur. 

In  1895  Dr.  and  Mrs.  Wilson  returned  to  India,  invigorated  In  body  and 
spirit,  for  renewed  work,  and  he  was  appointed  presiding  elder  of  the  new 
district  of  SItapur.  We  all  recall  the  activity  and  large  faith  with  which 
that  work  was  taken  up.  The  plan  was  a  vigorous  campaign  of  giving  the 
gospel  especially  to  the  poor.  In  his  report  for  the  first  year,  he  wrote  :— 
"Sometimes  In  the  year  1  was  led  to  ask  Giod  to  give  us  a  hundred  thousand 
con  verts  on  my  district  during  the  coming  ton  years.  If  God  anoints  us  all 
with  the  Holy  Ghost,  we  shall  see  his  pleasure  coming  to  pass  among  us.*' 
Using  the  words  of  the  Lord  Jesus,  our  brother  wrote  In  that  report,  "one 
soweth  and  another  reapcth."  The  683  accession  during  the  short  time  he 
was  on  the  district,  may  be  seed  of  the  large  harvest  longed  for.  God  car- 
ries on  his  work  below,  although  the  workman  may  pass  up  higher. 
Those  were  busy  closing  years  of  an  earnest  life.  Medical  work  was  taken 
up,  chapels  were  built,  new  sub-circuits  were  formed,  a  boys'  boarding 
school  was  established,  and  much  of  this  was  done  with  funds  raised  beyond 
the  mission  appropriation.  Vigorous  itinerations  and  visits  to  outstailons 
were  kept  up.  In  the  report  mentioned  he  wrote.  "Sometimes  the 
mttrclieshave  been  long,  the  rivers  deep  and  the  boafe  shabby."   h\  hia 
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second  year's  report  he  says,  '*  We  have  had  much  of  Hla  presence  and  a 
revival  spirit  has  prevailed,  blessings  coming  to  many."  In  his  last  report, 
prepared  onlv  a  few  weeks  before  his  death,  he  wrote,  "  We  have  had  a 
continaal  revival  spirit  and  a  number  have  been  converted."  Dr.  Wilson 
was  acting  as  chaplain  for  the  non-conformist  soldiers  of  Sitapur.  A 
number  of  men  attending  the  soldiers*  chapel  were  saved,  and  some  of  us 
have  heard  their  testimony  to  a  new  life.  In  1897  a  very  fatal  attack  of 
cholera  broke  out  among  the  soldiera.  and  within  a  few  days  forty  men  had 
succumbed  to  the  fell  disease.  Dr.  Wilson's  quiet  courage  and  fidelity  to  duty 
was  signally  manifested  in  that  trying  time.  He  was  assiduous  and  sym- 
pathetic in  ministering  to  the  stricken,  cheering  with  words  of  hope,  and 
whispering  consolation  in  the  ears  of  the  dying.  He  was  faithful  in  ex- 
hortation to  the  living  and  remained  with  the  dving  till  the  end  came  and 
they  were  laid  in  the  grave.  Dr.  Wilson,  in  taking  up  the  work  of  a  new 
year,  seemed  to  have  a  premonition  that  the  time  was  short.  The  Hindus- 
tani workers  observed  this  in  the  instructions  he  gave  them.  To  Mrs. 
Wilson  he  would  say.  "  Should  I  be  here  we  will  do  this,"  or  "  Should  I  not 
be  here,  do  that."  All  business  and  accounts  were  carefully  squared  to 
date.  Our  brother  had  completed  a  busv  round  of  Sabbath  morning  ser- 
vices, the  large  Hindustani  Sabbath  school  had  been  held,  from  that  he 
went  to  the  parade  service,  where  an  earnest  sermon  on  purity  of  life 
was  preached.  Immediately  after  this  he  drove  to  the  military  hospital 
for  a  service  with  the  sick,  thence  home  for  breakfast  "  Behold,  the 
Bridegroom  comoth !"  The  lamp  was  trimmed  and  burning  and  our 
brother  entered  **  quickly  into  the  marriage  feast  of  the  Lamb,"  and  is 
with  us  in  the  body  no  more.  It  was  literally,  from  the  ^pulpit  to  a 
crown  on  High.    **  Servant  of  God  well  done!" 

On  estimating  the  character  of  Dr  Wilson,  salient  characteristics  will 
at  once  occur  to  all  who  knew  him.  He  was  a  man  of  transparent  life  and 
purpose.  The  sincerity  of  his  motives  or  the  import  of  his  words  were 
never  open  to  doubt.  He  was  a  man  in  whom  there  was  no  guile.  We  can 
easily  recall  how  harmless  his  life  was.  In  absence,  one  had  nothing  to  fear 
from  his  words.  He  was  forbearing,  and  charitable,  towards  all  who 
differed  from  him.  He  was  universally  loved  by  the  native  Christians 
and  the  kind  feeling  of  the  non -Christians  toward  him  was  notably 
manifested  on  the  news  of  his  death. 

Dr.  Wilson^s  motto  was  '*  holiness  to  the  Lord,"  and  the  motto  was 
embodied  in  the  life  of  the  man.  He  walked  with  God.  His  humility  and 
unaffected  modesty  were  beautiful  traits.  Coupled  with  quiet  unobtru- 
sive piety  and  charming  gentleness  of  character,  there  was  zeal  for  the  end 
in  view,  and  firmness  and  persistence  of  purpose,  perhaps  not  always 
discerned  by  those  unacquainted  with  his  real  spirit.  There  was  an  ever- 
present  desire  to  glorify  God  and  help  men. 

Dr.  Wilson  was  a  true,  consecrated  missionary,  given  to  the  work 
from  the  deepest  conviction  of  a  divine  call,  and  from  sincere  love  of  souls. 
There  was  no  hesitancy,  no  questioning,  no  conferring  with  flesh  and  blood. 
From  the  time  the  call  of  God  and  of  the  Church  came  In  America,  till  the 
loyal  heart  ceased  suddenly  to  beat  In  Sitapur,  during  thirty-six  years, 
there  was  but  one  thought,  one  purpose.  When  we  supposed  his  work  was 
done  in  India,  and  Board  and  physicians  thought  he  could  not  return,  he 
stood  to  his  conviction  and  purpose  and  in  due  time  came  back  to  the 
most  successful  part  of  his  missionary  career.  Dr.  Wilson  was  a  man  of 
remarkable  faith  and  trust  in  God.  We  recall  his  once  remarking  that  he 
did  not  know  much  about  faith,  but  this  was  because  his  faith  in  God  was 
so  natural  and  spontaneous,  was  so  little  of  **  exercise,"  that  he  w^as  not 
conscious  of  it.  lie  always  felt  and  acted  on  the  belief  that  (^od  was  lead- 
ing him.  One  Intimate  with  him  could  see  how  much  comfort  and  rest  this 
?:aveto  his  heart.  It  is  not  impossible  to  have  a  very  orthodox  and  biblical 
heory  or  creed  on  providence  and  divine  guidance,  where  it  does  not  enter 
into  tne  daily  practical  life.  With  Dr.  Wilson,  God  was  the  superintend- 
ent and  guide  in  his  work.  God  was  his  treasurer.  We  will  never  know 
how  much  he  collected  and  expended  in  answer  to  faith  and  prayer.  He 
always  had  this  estimate  supplementary  to  the  one  formed  In  the  finance 
committee.  A  close  student  of  the  Bible,  he  was  always  ready  to  believe 
all  its  promises  and  do  its  requirements. 

As  an  evangelist.  Dr.  Wilson  left  a  worthy  record.  His  early  work  in 
Oudh  was  spiritual  in  result.  In  Agra,  from  among  the  lowly  of  the  city 
muhallah  he  was  always  gathering  souls  into  the  fold.  In  the  Budaon 
district  thousands  were  baptized  In  the  village  meetings.  In  the  Sitapur 
district  he  was  constant  in  evangelistic  effort  i^nd  a  revival  spirit  preval}- 
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6d.    His  preaching  was  plain,  nnpretenttous,  and  direct,  and  adttrsd  at 
immediate  spiritual  results.  ^^ 

Dr.  Wilson  found  time  to  do  considerable  Iltetary  wbrk  also.  His 
translation  Into  Urdu  of  Binney*s  Thcloglcal  Compeniltnm,  the  foundation 
of  tlie  present  Makhzara-I-Ilm-l-IIahi,  was  for  a  long  time  tlic  Manual  of 
Theology  for  our  preachers.  Ho  also  made  a  translation  of  Wavland's 
Moral  Science.  He  gave  us  in  Urdu  the  story  of "  Michaol  the  Miner,"  of 
"  Mary  Lathrop,"  and  "  Gand father  Ormand's  stories  for  his  Childhsn." 
But  our  brother  did  not  feel  called  chiefly  to  this  form  of  ivwic.  'flo 
wrought  directly  for  the  winning  of  souls  and  like  the  divine  Master  for 
the  healing  of  bodies,  and  for  the  general  bnilding  up  of  the  church. 

Dr.  Wilson,  as  we  have  seen,  and  as  is  some  times  the  baine,  seeded  to 
have  a  premonHlon  that  his  work  was  nearing  its  close  on  earth.  Elijah 
mast  have  Intimated  to  the  sons  of  tlie  prophets  that  he  was  to  be  tafcen 
away,  for  they  communicated  the  fact  to  Ellsha,  impatient  to  receive  It. 
The  prophet  told  BHsha  to  ask  for  some  gift  or  blessing,  before  he  was  tak- 
en away.  Perhaiis  neither  knew  Jost  when  or  how  the  man  of  God  was  to 
go.  They  walked  on  and  talked  together,  when  .suddenly  the  tlamlng 
chariot  and  horses  of  fire  parted  them  asunder  and  the  glowing  wheels 
rolled  away  carrying  the  translated  prophet  to  the  sky.  Dr.  Wnsoh  held 
very  realistic  views  of  the  "  power  and  coining  of  the  Lord  Je^us."  A  f»w 
months  before  hts  translation,  in  a  quiet  conversation  on  the  subject,  he 
remarked  that  at  any  moment,  in  some  mysterious  way.  we  mlfrht'be 
eatitfht  np  to  meet  the  Lord  In  the  air.  Had  not  the  Lord  nimself  told  In 
his  laet  written  message  to  the  church,  "Surely  I  come  quickly."  And'so 
It  was  with  our  bel6ved  fellow-missionary.    "  fiven  so  come  Lord  Jesus.*' 

T.  J.  Scott. 
W.  A.  Mansell. 

Mkmoih  of  Phokbk  Bowk. 

Phoebe  Rowe  was  born  In  Agra,  the  21st  of  June.  18.V»,  Af  t<'r  the  d<mth  of 
her  mother  a  fow  years  later,  her  father  removed  to  Allahabad.  Th^jro  at 
the  age  of  thirteen,  she  was  converted  under  the  ministry  of  the  Hev.  Thos. 
Evans,  and  joined  the  Baptist  chiurch. 

Her  father  died  when  she  was  sixteen,  and  she  then  came  to  Luckuow  as 
« teacher  in  the  Lai  Bagh  school.  Slic  continued  In  that  mission  home 
for  ten  years,  a  part  of  the  time  In  the  zanana  work  of  the  city,  all  of  the 
time  visiting  from  house  to  house  when  tliore  was  leisuro  from  othftr  duties. 
In  1881  she  was  made  a  full  missionary  and  removed  to  Moradabad.  the  next 
year  to  Bl}nor,  and  the  year  after  that  to  Pithoragarh,  from  which  station 
she  returned  to  the  Lucknow  school. 

At  the  conforem^e  of  1887,  it  was  airanged  for  her  to  go  to  Anieric»  wtth 
Miss  Nickerson.  Wlien  she  returni*d  a  year  later,  she  was  Sent  to  bi^n 
the  -girls*  boarding  school  at  C^onda^  and  remained  in  the  work  tliere 
until  she  was  brought  once  more  to  Luclcnow  and  made  the  first  Indian 
deaconess.  Her  commission  to  evangelistic  work  was  given  soon  after,  and 
for  the  rest  of  her  life,  although  she  had  head-quarters  at  Muttra,  she  be- 
longed to  the  whole  field.  Her  record  while  in  this  S4*rvice  Is  written  In 
the  noarts  and  lives  of  her  associate  workers,  of  school  girls  and  tnach^rs 
where  she  visited  daring  the  rainy  and  hot  season,  of  the  summer  schools 
lor  Bible- women  and  the  poor  people  of  the  viilag(*s,  both  Christian  and 
heathen. 

The  sweet  spirit  of  our  loved  sister  has  gone  to  be  with  the  Miister  whom 
she  s<^rved  so  faithfully,  but  wc  f(>ol  her  influence  lliignrlng  hiu*(;  amongst 
us.  At  every  point  along  our  way  we  miss  her  tender  words  of  counsel, 
her  sweet  songs  and  that  dear  face  stamped  with  the  image  of  the  Master, 
but  how  rich  wo  tire  in  precious  memories  of  our  saint.  She  was  a  worthy 
ambassador  of  our  King  and  His  messages  were  ever  on  her  lips.  To  an 
alike,  rich  and  poor,  young  and  old,  the  high  and  low,  she  told  the  old 
sweet  story  of  Jesas.  And  many  who  heard  believed  and  will  stand  with 
her  amongtho  white-robed  throng  before  the  throne  praising  God  for  ever- 
more. 

In  every  department  of  inlssion  work  she  was  eminently  MiceeMul,  Vut 
as  an  evangelist  she  was  specially  gifted  of  (vod.  We  find  her  going^ln 
and  out  among  all  people  as  cild  our  Lord  in  days  of  old— stopping  to  till k 
With  the  woman  at  the  well^und  with  the  men  fn  the  field.  If  invited  to 
sup'wfth  them,  she  never  failed  to  break  to  them  the  Bread  of  Life. 

Her  very  presence  seemed  a  rebuke  to  evil,  for  she  took  "time  to  behdlv.*' 
In  the  early  morning  hours  and  after  the  day  of  teaching  and  pl^achmg, 
She  never  failed  to  steal  apart  awhile  to  rest  aqd  hpld  communion  with  hii 
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Heavenly  Father.  Ck>ming  from  the  **  sweet  of  His  presence,**  she  was 
ready  to  help  the  needy,  to  sympathize  with  the  sorrowing,  to  advise  her 
fellow-workers  and  to  lead  on  in  the  work  of  saving  India  for  Christ. 

We  snppose  that  nearly  every  one  in  our  mission  has  felt  the  touch  of 
this  Christlike  spirit.  It  has  been  said  that  the  whole  mission  is  on  a 
higher  plane  of  spirituality  and  devotion  because  of  her  life  among  us. 
Now  that  she  has  preceded  us  to  the  home  above,  it  is  ours  to  carry  for- 
ward the  work  she  loved  so  well,  to  follow  on  until  we,  too,  shall  see  the 
King  in  His  beauty.  Miss  Thobubn,  CTuiirman., 

BSSOLUTION  IN  MEMOBT  OF  ReV.   ALBERT  D.  VaIL. 

Whereas,  the  last  mail  from  America  brought  to  us  the  sad  intelligence 
of  the  death  of  the  Rev.  Albert  D.  Vail,  D.  D.,  one  of  the  vice-presidents 
of  the  Board  of  Managers  of  our  Missionary  bocicty,  and  also  for  many 
years  chairman  of  the  Indian  Committee,  therefore: 

Resolved,  That  we  hereby  express  our  very  high  appreciation  of  the 
noble  character  and  wise  and  faithful  work  and  efforts  in  behalf  of  mis- 
sionary interest,  of  this  man  of  God,  whom  wo  had  come  to  recognize  as 
one  of  the  very  best  and  most  trusted  friends  of  our  mission  work. 

3  That  we  hereby  extend  to  our  sister,  Mrs.  Vail,  our  profoundest 
sympathy  in  her  great  bereavement,  and  earnestly  pray  that  the  God  of 
all  comfort  may,  with  his  own  rich  abundance,  bestow  upon  her  the  con- 
solations of  His  grace  and  presence. 

3.  That  the  secretary  of  our  conference  forward  to  Mrs.  Vail  a  copy 
of  these  resolutions.  £.  W.  Pabkeb. 

J.  H.  Gu.L. 
J.  W.  RoBmsoN. 

REPORT   OP  COMMITTEE   ON   TEMPERANCE. 

It  has  been  brought  to  the  notice  of  your  committee  that  drinking 
habits  are  spreading  among  the  Christian  servants  in  our  large  stations, 
many  of  whom  claim  to  be  members  of  our  church.  It  appears  to  your 
committee  that  sufhcient  efforts  are  not  made  to  instruct  this  class  of 
Christians  on  tiie  important  subject  of  temperance.  We  recommend  that 
such  organizations  as  the  Blue  Ribbon  Army  and  Red  Ribbon  Army  re- 
ceive every  encouragement.  We  also  r«»commend  that  presiding  elders 
direct  the  preachers-ln-chargc  in  their  several  districts  to  preach  a  tem- 
perance sermon  at  least  once  a  quarter. 

Yih  bit  aksar  kamlttl  ke  snnne  men  AU  hai,  kl  aksar  bare  bare 
shahron  men  Jah&n  ki  Angrez  log  kasrat  se  rahte  hain  un  ke  naukar  jo 
Tsdi  haln  aur  apne  dp  ko  Tcalfsiya  ke  sharf k  batdte  hain,  un  men  kasrat  se 
log  shar^  pine  ke  'ddi  hain,  lekin  yih  b&t  jAd  rakhnA  mun^ib  o  zwrdr  hai 
kl  Jab  tak  ki  ham&re  Ts&flcull  manashiydt  se  parhezgdr  nd  honge  kaHsly4 
kf  Dihb6df  jism&nf  o  r6h&nf  gair-mumkln  hai,  aur  is  k&  b^Ms  yih  hai  ki 
ziy&datar  parhezgdrf  par  zornahfn  dlvd  jdtd,  aur  khadlm&n-i-dfn, 'umda 
'umda  nasihatf  wa'z  aur  La*I  Ffta  aur  Nda  Ffta  FauJ  ke  Jalson  ko  sargarmC 
aur  'Shauq  ke  s&th  riw&J  nahfndeio,  jin  kA  hon&  nih&yatzurtir  o  mun&sib 
hai.  Lihdza  vih  kamlttl  apne  kull  l^hftdim&n-I-dfn  se  dast  i  basta  *arz  kartf 
hai  ki  is  bharf  kAm  men  frhCib  zor  ke  s&th  hdth  lag&iye,  tdki  Masfh  kf 
kalfslyd  har  nau'  se  Jamlf  ho  we. 

A'Vhir  bAt  kamitt-l  yih  i)eah  kamf  ch&htl  hai  ki  har  Prfzdiding  Eldar 
apnC  kull  sarkit  meg  har  Prfchar-ln-chdrj  ko  hiddyat  dewe  kI  wuh 
kam  se  kam  har  sfhm&nf  men  ek  *umda  parhozgdri  kd  wa'z  taiydrkarko 
apnf  apnf  kalfslyd  men  sundwe.  8.  8.  Dease. 

A.  G.  McAbthub. 
W.  T.  Speake. 


REPORT  OP  AUDITING  COMMITTEE. 

Your  committee  report  having  audited  the  following  accounts,  and 
with  the  exception  of  a  few  minor  mistakes  all  were  found  correct : 

The  accounts  of  all  the  presiding  elders  save  two.  conference  treasurer, 
W.  F.  M.S.  conference  treasurer,  Biawell  Memorial  School.  Oak  Openings, 
Theological  School,  Board  of  Education,  and  Sunday  School  Union  through 
the  entire  vearoilSUS.  Those  of  Reid  Christian  College,  Sambhal  and 
Gonda  districts,  through  the  third  quarter,  and  of  Wellebley  High  School 
through  the  second  quarter. 
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Presiding  elders  report  circuit  accounts  audited  as  follows: 

Kumaon  district:  Naini  Tal,  Uuldwani  and  Ilhot  tlirough  cnttro  year  ; 
Pithoragarh  througli  tiiird  qiiartnr  and  Dwaraliat  second  quarter. 

Garhwal  district:  W.  F.  M.  S.  accounts  tlirougli  tliird  quarter;  Ramnl 
circuit  througli  year;  Binauli  circuit  tlirougii  November,  and  Gadoli 
through  the  second  quarter. 

Moradabad  district:  all  circuit  accounts   through  the  third  quarter. 

Sambhal  district:  all  accounts  for  the  entire  year. 

(xonda  district:  Mankapur  circuit  tlirough  the  entire  year;  Bhinga 
circuit  through  third  quarter,  and  Gonda  and  Balrampur  through  the 
second  qiiarter. 

Barellly  district:  all  accounts- through  the  third  quarter. 

Flllbhit  district:  all  accounts  througn  year,  save  Plllbhit  circuit,  which 
!8  audited  through  April. 

Oudhand  Sitapiir  districts:  Lucknow,  Shahabad  andMohamdl  circuits 
to  the  end  of  the  year;  Sltapur,  Lakhimpur,  Mallani  and  SidhauU  to  the 
end  of  November;  Rae  Baroli,  Hardoi.  u  nao,  BarabankI,  and  Batagaon, 
three  quart<Ts;  Liicknow  Woman's  College,  Deaconess'  Home,  two  quarters. 

J.  W.  UoBiN^sox,  Chairman. 


DEACONESS'  WORK,  REPORT  OP  BOARD  OF  SUPERVISION. 

The  Conference  Board  of  Deaconesses  met  January  7th.  The  names  of 
the  following  persons  were  called  and  tlieir  characters  passed:  MIssThoburn, 
Miss  Hoge,  Miss  Hardie,  Miss  Scott,  Miss  Sheldon,  Miss  Budden.  Miss 
Means,  Miss  Treaham  and  Miss  Brown,  Deaconesses;  Miss  Hayes  and  Miss 
Lawrence,  Probationer  Deaconesses:  Mrs.  Tucker,  Associate  Deaconess. 
Miss  Alice  Means,  having  passed  the  Chicago  Training  School  and  recom- 
mended bv  the  Moradabad  quarterly  conference,  and  Miss  Helen  Ingram, 
having  bt»en  recommended  by  the  Shan Jahanpurquartc^rlv  conference,  were 
received  as  Probationer  Deaconesses.  Miss  Mayes  and  Miss  Lawrence  were 
continued  on  probation  and  advised  to  take  up  the  course  of  study  for 
Deaconesses.  J.  L.  Humphrev,  CluUnnan, 


REPORT  OF  BOARD  OP  EXAMINERS. 

Report  of  Examiners  on  Examinations  of  Foreign  Missionaries  : 
J.  N.  West  passed  in  the  Hindi  vernacular  of  the  II  year. 
W.W.Ashe  „  „  „  IV     ,, 

Report  of  Examiners  on  Examinations  of  Hindustani  ministers: 

1.  F(yr  Admission  on  TrUil, 
Yaqub  Ali  passed  in  all  studies. 
Kay  Silas       „  mm 

2.  Far  Local  Beacon's  Orders. 
Kaliyan  Singh  passed  in  all  studies. 
J.  W.  Norton       „  „ 

Chamrua  Wilson  „  „        except  Millat  i  Tashbihf,  and 

Tahriri  Waz. 

3.  For  I  year. 

Lazar  Shah  passed  in  all  subjects. 

Prem  Singh     „  „         except  Khutut  ba  nam  Jawanan 

James  Tompkinson  „         Filasafi  and  Khutut,  etc. 

JukkhanLal   „  „         Baibal  Barhaqq. 

4.  Far  II  Year. 

A.  B^ank         passed  In  all  subjects. 

Ganga  Nath         „  „ 

Prabhu  Dayal       „  „ 

J.  H.  Smart  „  m  ^  _  _    ,,  „     _,„  . 

N.  R.  Childs  „  „        except  Maslh  Ibn  Ullah* 

Bulaqi  Singh         „  ,i  »i  n  n  and 

Tarlo  ul  Hay  at. 
J.  H.  Walter         „  „  „    m  u",  .  w       " 

BansI  Dhar  „  ^    ,,  ,  ^  »     .  ^,    »}    Tahriri  Waz. 

H*d  Hasan  Jan    „  in  Makhzam  i  Ilm  1  Hahi, 
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8.  JFV>r  lU  Year, 

Nizam  Ail      passed  In  all  subjects  except  Iswl  Subut. 

Bahadur  Singh  „  „  „    Tashrih-ul-TasUs. 

Bansi  Dhar  „  ,«  n    Isa  ki  Slrat  and  Tahrlr 

Waz. 

Joshua  Solomon  „  „  „    Tashrih-ul-Taslis, 

J.  S.  Samuol  „  ,%  m  ,•,  » 

J.Dysc'll  „  „  „    j^aki  Slrat 

BonJ.  Warqiis  „  „  „    Tashrih-ul-TaaJis     and 

Iswi  Subut. 

J.  Jacob  „  M 

8.  Lawrence  „  „  „    Tashrlh-nl-Taslls  and 

Tahrlri  Waz.  _         ,     ,  ^    . 

M'd  Hasan  Jan  „  »  m    Tashrlh-nl-Taslls  and 

Tahrlri  Waz. 
Barnes  Tompkinson^,    in  Satmat  Nirupan. 

6.   t\>rIVy€ar» 

Bhikki  Lai  passed        in  3  and  5  Fasls. 
Josoph  Wahid-ud-Dln  „       „  „ 

8abin<^  Mansell  „    In  5  F»d. 

IX  A.  rhowliu  „  ., 

Addenda  : 
Imtlb&n  dcnowiiloa  ko  llyo  gaur-talah  : 

Local  Deacon"  81 

Cbamrua  Wilson  kutubl  zail  men  iuitih&n  den^o: 
Millat  i  Tashblhl  auir  T&hrfrf  Wa'z. 

PahlaSal. 

Prem  Slnsh,  l^ut&t  men,  aur  James  Tomklnson  Khutfit  aur  Flldsaff 
men,  aur  Juklchan  L*al,  Balbal  Barhaqq  men  phlrimtth&n  denge. 

DwnxiSal, 

h  Masf h  Ibn  UU&h  aur 
ul-Haydt 


TieraSal. 

Niz&m  *AU  Tswf  Sub^t  moQ,  Bah&dnr  Singh,  Joshua  Solomon,  J.  S. 
Samuel  Tashrfh-uI-Taslfs  men  phir  imtlhiu  di'Qge;  J.  DystUl  Ts^  kf  Sfrat 
men  aur  Bans!  Dhar  Ts&  kf  Sfrataur  Tahrirl  W'azuieji  phir  imtlhiin  dcQge. 
Benjamin  Marqus  Tashrfh-ul-Taalfs  aur  Tswf  Suhfit  men,  S.  Lawrence 
ftnrlM«Hii^saji  .J6n  TashHh-ul-TasUs  aur  Tahrfrf  Wa'zmon  phir  imtih&n 
denge. 

RuLBB  Rbgabpckg  Examinations, 

1.  For  admission  on  trial  and  for  local  orders,  the  Board  will  report 
passed  if  the  minimjam  mark  has  all  been  reached  In  but  one  subject, 
provided  that  an  average  taken  on.  all  the  subjects  reaches  the  required 
minimum. 

2.  For  advancement  in  the  conference  classes,  the  Board  will  report 
passed  for  the  second  year  when  all  the  subjects  are  completed.  In  other 
classes  the  examinee  will  bo  reported  passed  if  not  more  than  two  subjects 
remain  to  be  brought  up,  said  subjects  to  be  reported  to  conference. 

3.  Admission  for  re-examtnation  will  be  given  at  the  time  when  the 
subject  to  be  brought  up  is  again  under  examination. 

4.  *  In  reporting  passed  the  Board  will  require  that  the  books  appointed 
to  be  read  have  becii  fmlshod  if  at  all  available. 

5.  The  Board  will  adhere  for  each  subject  to  the  minimum  fixed  in  the 
Discipline. 

6.  In  the  work  of  the  conference  classes  credit  will  be  given  for  all 
rubjeots  reaching  the  minimum  mark,  C.  L.  Bake,  i^fjiMtraVn 
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REPORT  OP  SUNDAY  SCHOOL  COMMITTEE. 

The  Su.iday  schools  of  the  conference  show  an  Increase  durlns  the  past 

Sear  both  in  numbers  and  in  offiMency.  The  only  items  which  show  a 
eerease  are  in  the  number  of  officers  and  teachers,  and  in  the  number  of 
Christian  boys.  An  encouragring  feature  of  the  statistics  is  the  large  in* 
crease  in  the  attendance  of  girls,  both  Christian  and  non-Christian. 

There  has  also  been  an  increase  in  the  amount  of  money  collected  by 
the  Sunday  schools,  both  the  missionary  collections  from  sunday  schools 
and  the  children's  day  collections  showing  that  more  has  been  done  than 
in  any  previous  year. 

The  Committee  recommend : 

1.  That  a  greater  eflbrt  be  made  to  get  not  only  the  children  but  all  the 
members  of  our  church  into  the  Sunlay  sehool.  We  notice  that  a  very 
large  proportion  of  the  officers  and  teachers  are  mission  employees,  and 
that  very  few  unpaid  workers  are  engaged  in  this  worlc.  If  the  entire 
membership  of  the  church  could  be  brought  into  the  Sunday  school,  the 
force  of  unpaid  worlcors  could  be  largely  increased  and  adult  classes 
for  Bible  study  could  be  organized  for  those  not  compotont  to  teach. 

8.  That  effort  be  made  to  increase  the  efficiency  of  Sunday  school 
workers  by  weekly  teachers'  meetings  in  every  circuit,  by  district  Sundi^ 
school  conventions  for  the  discussion  of  Sunday  school  methods,  and  by 
giving  more  attention  to  Sunday  schools  in  the  sessions  of  the  District  con- 
ferences. 

3.  We  recommend  the  use  of  tlie  I.  B.  R.A.  liiblo  Readings  in  all  oar 
Sunday  schools. 

4.  We  note  that  there  is  at  present  no  uniformity  in  the  use  of  Cate- 
chisms. Wo  would  therefore  recommend  tliat  in  the  non -Christian  schools 
tlie  catechism  Sad  Sawal,  recently  prepared  by  Rev.  J.  H.  Mcssmore,  bo 
uniformly  used.  For  Christian  schools  wo  recommend  that  a  revised  edi- 
tion of  the  Church  Catechism  be  prepared,  and  that  all  others  be  dis- 
continued. ' 


Course  of  Stubie. 


A.— FOE  AMERICAN  MISSIONARIES. 

ENGUSH  STUDIES. 

I  Year.    1.    Introduction  to  the  Holy  Scriptures  :  Old  To^tameni,  pp. 

1-447.  HintTiwT?!. 

2.  Exof^esis  :  Selections  from  the  (tos|m)Is. 

3.  Systematic  Theology.  Vol.  I.Miley. 

4.  Plain  Account  of  Christian  Perfection.    Wesley. 
To  be  read  :  Wesley's  Sermons.    Vol.  II. 

il  Year.    1.    Introductions  to  the  Holy  Scriptures  :     Now  Tostamont, 

448-770.  Hartmin. 

2.  Exegesis  :  Selections  from  the  Pauline  Epistles. 

3.  Atonement  In  Christ.    Mlley. 

4.  The  Sacraments:  Baptism  and  the  Lord's  Supper.    WcOnon. 
To  be  read  :  Steven's  History  of  Methodism. 

Ill  Year.    1.    Exegesis  :  Selections  from  the  Pentateuch. 

2.  Studies  in  Theology  :  The  Supernatural  Book.    Foster. 

3.  Biblical  Hermeneutics.    Tetry. 

IV  Year.    1.    Exegesis  :    Selections  from  Isaiali. 

2.    Ss'stematic  Theology.    Vol.  II,    Miley, 

VERNACULAR  STUDIES. 

I.  This  course  shall  consist  of  three  standards  of  two  sections  each,  vte.. 
Lower,  Middle,  and  Proficiency  Standards,  in  both  the  Urdu  and  Hindi 
languiiffes. 

U.  The  Urdu  and  Hindi  of  the  Lower  Standard  shall  be  compulsory, 
and  one  section,  either  the  Urdu  or  the  Hindi,  of  the  Middle  and  Proficien« 
cy  Standards  respectively. 

III.  The  candidate  will  be  expected  to  pass  the  first  section  of  the 
Lower  Standard  examination  within,  or  at  the  close  of,  his  first  year's  resi- 
dence, and  he  may  be  allowed  to  completer  both  sections  in  that  time  :  but 
must  pass  in  both  within  two  years  from  the  time  of  joining  his  conference 
In  India. 

IV.  All  conference  examinations  shall  take  place  under  the  direction  of 
a  board  of  six  or  more  examiners  appointed  by  the  Bishop,  which  board 
shall,  as  far  as  possible,  remain  unchanged  from  year  to  year. 

V.  The  annual  conference  examination  shall  begin  on  the  morning  of 
the  daypreceding  the  day  fixed  for  the  opening  of  the  conference,  a  major- 
ity of  the  board  being  present. 

Vl.  The  following  ^course  of  study,  in  accordance  with  Rule  I,  is  pro- 
posed: 

LOWER  STANDARD. 

A~URDU:  FIRST  YEAR. 

1.  GRAMMAR.    Platts',  omitting  chapters  on  Arabic  and  Per- 

sian Construction,  and  Derivations  and  Syntax  ••     100 

2.  READING.    (Roman,  Lithograph  and  Type): 

Mathew  andMark's  Gospels 

Haqaiq  ul  Maujudat  ..  ..  ••     100 

3.  TRANSLATION  :  ..150 
(1.)  Urdu-English  :  10  lines  from  Urdu  Sec.  Bk.  C.  E.  S,  50 
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(2.)  English- Urdu  :  10  lines  from  Eng.  Sec.  Bk.  C.  E.  S.,  half 

written  in  Persian  and  half  written  in  Roman  • .    60 

QO  Definition  ...  ..  ..  ..  ..    40 

4.  PRONUNCIATION  ..  ..  ..  ..  lOO 

5.  CONVERSATION     ..  ..  ...  ...  lOO 

Read  :  Bishop  Thobum's  India  and  Malaysia. 

B.— HINDI:  SECOND  YEAR. 

1.  GRAMMAR:  Kellogg's  ...  ^    '  ...  ^.  100 

2.  READING.     (Naffri.)     Matthew   and   Mark*8  Gospels  and 

^^DharmTuIa  ...  ...  ...  loo 

3.  TR^SLATION        ...  ...  150 

(1.)  Hindl-Enfflish  :  10  lines  from  Hindi  Sec.  Bk.  C.  E.  S.       ...    50 

(3.)  English-Hindi :  10  lines  from  Eng.  Sec  Bk.  C.  E.  S.,  half 

written  in  Nagri  and  half  written  in  Roman  ...    60 

(3.)  Definition  ...  ...  ...  ...  ...    40 

4.  PRONUNCIATION  .,.  100 

5.  CONVERSATION  V.  Z  .  100 

Read  :  Hunter's  Brief  History  of  the  Indian  People. 

MIDDLE  STAND ARD.^THIRD  YEAR. 

(Urdu  or  Hindi  Optional.) 
A.— URDU. 

1.  GRAMMAR :  Platts',  the  whole.    Kempson's  Syntax  and  Idioms. 

Forbes'  Persian    ...  ...  ...  ...  ...  too 

2.  READING.    (Lltho.  and  Tvpe) :  ^"" 

Luke  and  John's  Gosi>eIs. 
DIn-I-Haqo  ki  Tahqiq. 
Taubat  un  riasih. 

^  Mark  and  John  in  Persian  ...  ...  ...  im 

3.  TRANSLATION       ...  ..  Z  jS 

iirl  S?*ft"?°iR**f  *^  •  P  l*"®s  from  Urdu  Third  Bk.  C.  E.  S.     Z    50 
(2.)  English-Urdu  :  10  lines  from  Eng.  Third  Bk.  C.  E.  S.,  half 

/*  ^  r^n^fi}^^  ^^  Persian  and  half  in  Roman         ...  ...    60 

(3.)  Definition  ...  ...  ...  40 

4.  PRONUNCIATION ...  T  •"    ^     ton 

5.  CONVERSATION S,  '"  JgJ 

Read:  Muir'sLifoof  Mohammad. 

B.— HINDI. 

1.  GRAMMAR:   Review.            ...  in„ 
•      „«?Sj|»?tyn;8  Elementary  Sanskrit.    '"             '"  *"             ^^ 

2.  READING:  Luke  and  John's  Gospels  ...             ...  too 

3.  TRANSLATION  "^^^^  ^^  ^*^*  LaWhman  Singh ).  ^"^ 

\l'\  W^l'u^}^^}^' '  J2  y.°®«  ^^^  Hindi  Third  Bk."c.  E.  S.!!!     50 
(2.)  Biwrlish. Hindi :  10  lines  from  English  Third  Bk.  C.  E.  8., 

4.  PRONUNCIATION  '  "'  •*  •  -     ^     .^ 

5.  CONVERSATION   ...  [.'  '"  "'  -  JS2 

Read  :  Wilkin's  Hindu  Mythology.'  ""  "" 

PROFICIENCY  STANDARD.— FOURTH  YEAR. 

(Urdu  or  Hindi  Optional.) 

A.— URDU. 

Gulistan. 

8.     tRANSLATlS^' ^"""*' ^.»^'''-    ^OPt'onal.)  ••.  1« 

(L)  tJrdu-Enfflish  :   30  lines  from  Urdii*  Fourth  Tik  r  f'h    ten 
(2. )  Bngllsh-Crdu  :   20  lines  from  En^h  F^SSh  B^^^^^  ^ 

half  written  in  Persian  and  half  in  R^mSn.  ^'  ^'  ^'h 

/  o  >  iSfe*'?*?®™^"  *°  Persian  character.  '*^"""-  ^ 

(3)  Definition  „  ^ 
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40  comas  ot'  8TV2>y: 

4.  PRONtlNCIATION  ^  ...  ...  ...  100 

5.  CONVERSATION    ...  ...  ...  ...  ^  100 

Bead  :  Seirs  Faith  of  Islam. 

B.— HINDI. 

1.  GRAMMAR :  Hindi,  llcview.  ...  ...  100 

Monlor  Williams'  Hanskrit.  (OpUooal. ) 

2.  READING :  Sat  Mat  Nlrupan.  ...  m.  100 

Prem  Sagar. 

Hitopadesha,  first  book.  <  Optional. ) 

3.  TRANSLATION  ^  ^-n,   v        ^* 
( 1. )  Hindi-English :  20  lines  from   Hindi  Fourt  \  Hk.  C.  B  'Si  ftO 

(S. )  English-Hindi :  30  lines  from  English  Fourth   Bk.  C.  B;  S., 

half  written  in  Nagri  and  half  in  Roman.  w 

Short  Sermon  in  Nagri  character. 

(3.)  Definition  ...  ...  ...  ...  ^     ^ 

4.  PRONUNCIATION  ...  ...  ...  »0 

5.  CONVERSATION  ...  ...  ...  aO 

Read :  Monier  Williams*  Religious  Life  and  Thonght  in  India. 

VII.  The  candidate^  in  order  to  pass^  must  obtain  ^  at  least  one  half 
the  aggregate  marks  in  each  subject. 

VIII.  The  Board  of  Examiners,  through  the  Registrar,  shall,  at  the 
close  of  the  examination,  inform  the  candidate  and  the  Secretary  of  the 
Conference  of  the  result. 

B.— FOR  HINDUSTANI  MINtStSRS. 

SAIxA'NA  KA'NFARANS  KT  ?:HWAtJDAGr. 

DA'^HFLA  KB  LYIB- 
1,    Ummedwdr  Urdii  y&  Hindi  Qawfi'id,  Jug-  r&flya  aitf  ate4to-Mhchhf 

^^2.  ^Qadlm  Taw&ri^^h  kA  IVrhtisdr,  Roman-UrdA,  or  Landmarks  bf  An- 

^  ^^3.    Hunter's  Brief  History  of  the  Indian  People  In  Ettgllsh,  Lltho- 
graph-Urdii  or  Hindi. 

4.  Jugr&fiya-i-P&k  Kitdb,  yd  Scripture  G^graphy. 

5.  Discipline. 

PAHLA  SAL. 

1.  Fil&saff  dar  bdb  Tadblr  1  Najdt,  or  Walker'sPhilosophy  of  the  Plan 
of  Salvation,  or  Mat  Parlkshd.  ,   „.    ^   ^.     ^    r  ji 

2.  Khutftt  ba-n&m  JawdnAn  1  Hind,  or  Mltcheirs  Letter*  to  Indian 
Youth,  or  Sat  Mat  Niriipan  men  Jo  Hiniid  k(  bibat  hal^^  . 

3.  Hurst's  Short  History  of  the  Early  Church  in  BngHsh  or  In  Lltho- 
ffraoh-Urdfi  or  Caleb's  IntlkhAb  I  KaUsiya.  ,    ,  ^  ^^  ^, 

4.  Waylands  Moral  Science  In  English  or  in  LlthOfi^0k'-Ufdtt  or 
Balbal  Bar-Haoq. 

5     Tahrirf  Wa'z 

MITTA'LA  KE  LIYE-1.  Stobart's  IslAmor  Tawdrikh  4  Mofetgdi  or 
A'w4-ga\van  Blchdr.    2.   Dfu  Isl&m  aur  us  k(  tardW  In  Romtti-UKla  tor 

Lithograph  Urd(i.  ,..«„«  .,  r.  ^ 

DU'SRA'  SAL. 

1.    Blnnoy's  Compend,  or  Ma^hzan 'Ilm-i-HWii. 

9.  What  think  ye  of  Christ.  (Vaughan^s)  or  Masfh  Ibn  Ull&h  or 
Dharm  Pustak  se  Adhe  bhdg  men  Khrlaht  ki  SamichAr. 

3.  Field's  Hand-book  of  Theology,  one  half,  or  Tarfq  ul  Hayftt  or 
Dharmd  Dharm  Parlkshd  Patr.  ^        ^    ^    ^_^      .    ^ . 

4.  Introduction  to  Thomas'  Commentary  cfa  Genesis,  In  ROtarati^Urdfi. 
K     Tahrirf  wa'z. 

MITTAL' A  KE  LIYEJ— 1.  Clark's  six  Lectuws  on  the  'Ary4  Sam&J 
Im  English  or  Urd(i  or  Hindi.  2.  Formen's'AiryiSalnM  orMlft4h-ul-T»uret, 

P&p  Sodhan  SiddhAnt. 
^  TfSRA  SAL. 

1  Buahnell's  Character  of  Jesus.  Ts^  kf  Sfrat.  2.  Thottas*  'tashrih- 
ul-TasUsla  Roman-UrdA.  3.  Fishera'  Manuel  of  Christian  Lvldences, 
In  Engiisli,  or  Tswl  Subat,  Romaa-Urdft.  4.  Fields*  Hand-book  otTheo- 
logy,  completed,  Sat. Mat  NlrCipan  m«a  din  'fsw(  ki  bAbat.    5*   Tahrirf 


COlfESSi  OP  STUDY.  4i 

MUTi^r/A  KB  LIYR-1.    Murdoch's  Popular  Illiiiuism  or  LakshmC 
ShaQkar*8  Primer  of  Biology  in  Urdfi  or  Uindi. 

CHAUTHB  SA'L  KB  IMTIIIA'N  KB  SUWAT^A'T. 

1.    RAhinf  zlnda^f  t<ya  Iiai?  Us  k(  asliyat  bayan  karo. 
3.    Kydnkar  ma*l<iin  iiot&  hai,  ki  ham  mon  RCili&ni  zindagf  liai  ? 
3.    W&'lz  ko  kid  taraii  ma*l(im  iiotd  liai  kl  ^liuia  uo  mujii  ko  wa*z  ko 
k4m  ke  wAate  talab  kiy&  bai  ? 

Fasl  1. 

DFNDA'RF  AUR  AUQ AT  GUZA'RF  KB  BAYAN  MEfi.— 4.  KhWIm 
ad  dfn  ke  ihies  kim  bay6n  karo,  aur  vih  batiio  ki  is  k:hidmat  ke  wdstc  kaun 

kaun  se  was?  ch&biyon  ? 


to  hain  ? 
An&  i<ais&  zurdr 
uh  hai? 


5.    Wo  kaun  se  tarfqe  hain,  jin  se  vih  aiis&f  barb  to  jd 
0.    Bat&o  ki  logon  ko  gharon  par  atiwAl-pursi  ko  ilyo 
hsi,  aaryih  kaho  ki  tumh&rf  is  kam  mon  kis  qadar  tawaj, 

7.  Yih  batdo  ki  kis  tarah  nafhto  liklito  ho? 

8.  tfabsotum  kAnfaran.s  kf  imtlh&n-lKirddrf  mon  ho,  tiib  .so  turn  no 
JitnC  kttdbf^n  bar  M  dokhf  liain  uu  nab  ko  nam-batao  ? 

0.  Kutub  i  Muqaddana  ko  parhno  mon  tumhanl  kituA  waqt  sarr  liota 
hai  ?  aur  kis  tarfqe  so  parhto  ho  ? 

Fasl  3. 

BAIBAL  KA'  IMTIIIA'N.-I.  Kis  i'atlbAr  so  turn  Baibal  ko  KalAm  i 
Il&hi  J&nto  ho.  aur  kin  daldll  so  turn  yih  rdo  rakhto  ho  ? 

3.  Kis  dalfl  so  Msblmfta  i  'Ahd  1  'Atfq  ko,  Jo  ham  mon  mnrawwij  hai, 
mu'atabar  j&nte  ho  ?  B[hul^a  bay&n  karo. 

3.  Kis  dalfl  so  we  sab  kitdbcn  Jo  is  Majm&'a  i  'Ahd  i  Jadfd  men  dAI^hil 
halQ  mu^atabar  o  sahfh  J&nto  lio?  Mukhtasar  bay&n  karo. 

4.  Kis  tarah  MohammadioQ  ko  is  da* we  ko  ki  Kutub  i  Muqaddasa 
mans&kh  ho  gai  haiOi  galat  sdbit  karto  ho? 

5.  JShuruJ  i  Miar  so  Yash&^a  kf  maut  tak,  Isr&elfon  kf  t&rfkh  kk  ifhu- 
Idsa  batio? 

6.  Das  firqon  kf  bag&wat  ko  muta*alliq  Jo  \^h&s3  w&qi'it  haiQ,  unhoQ 
bay&n  karo  ? 

7.  YahtidfoQ  ki  s&l&na  'fdon  aur  nfz  vihki  kis  b&t  ko  wdsto  muqarrar 
h&f  thfn.  anr  kis  tarah  par  ad4  kf  J&tl  thiQ,  bat&o? 

8.  Kh&ss  kh&ss  nabfoQ  ko  nXm  aur  J  is  zam&no  tnon  uuhon  no  nnbA- 
wateji  kiQ,  wub  zamduo  aur  nfz  yih,  ki  we  nubCiwaton  kis  b&re  moo  thfn 
bayan  karo? 

9.  Khud&waud  Masfh  kf  bdtou  so  kuchh  aisf  misalon  do,  Jin  so  zdhir 
hotA  hai,  ki  wuh  Pur&no  'Ahd  ke  nawishtc^ii  ko  mu^atabar  samaJhtA  thd. 

10.  Kaun  s(  posii-^liabarfan   Masfh  se  muta'alliq  haiQ,  ^husfisaii  us 
kf  toad  aur  sfrat  aur  k&m  aur  maut  se  ? 

11.  Masfii  kf  zindagf  ke  h&\&%  kis  kis  waqt   ko  ma'ldm  hain,  aur  mud- 
dat  'ahd  risdlat  kis  oadar  thf  ? 

12.  Us  kf  ris&Iat  Ke  ^hdss  w&qi'dt  aur  Jahdo  Jahdn  ki  wo  guzro  halQ 
tetlAo? 

13.  ipiias  IfhfoR  bdten  mundarJa  i  A'am&l  i  Ras&l  batl4o  ? 

14.  Ma'aJiza  kyd  hai  aur  mu^ajizon  se  kyftakar  ma'Kim  hotd  hai  ki 
Kutub  1  Mttddasa  min  Jdnib  Allah  hain  ? 

Fast  ^ 

BAIBAL  Kr  TA'LFMA'T  KE  BAYA'N  MBS.-l.  KlmdA  U  wujfid 
Baibal  so  kis  tarah  sAbit  hotd  hai  ? 

3.  Balbal  se  Taslfs  kd  kyd  subCit  hai,  ya'uc  ki  ek  1(hud&  men  tfn  aqnfim 
haiQ? 

3.  Khudd  kf  sifat  batldo  aur  liar  sifat  ku  subfit  IMk  NawiHlitMn  s'»  d'» ? 

4.  ]j[huda  ko  muj^issam  hono  ka  masala  in  Kutub  1  Muqaddasa  m<>n 
oAyd  Jitd  hai,' use  baydn  karo,  aur  yih  batao,  ki  us  ta'lfm  ko  naJtU  ke 
oandobast  so  kyd  Mlaiia  hai  ? 

5.  Masfh  kf  Uldhiyat  Kutub  i  Muqaddasa  so  sdbit  karo  ? 

6.  Baibal  kf  kaun  kaun  sf  dyat  UlOhiyat  i  Masfh  ko  mu^hdlif  Musal- 
mdn  pesh  karte  hain,  aur  turn  un  ke^kyd  ma' no  lete  bo  ? 

7.  BfihiQuds  kl  aqnfimiyat  kd,  aur  Uiiihiyat  kd  aur  us  ke  kdm  kd 
Pdk  nawishtoQ  so  sub(it  do  ? 

8.  AMam  ke  gundh  kd  natfja  us  kf  auldd  ke  haqq  men  kyd  hfid  ? 

9.  Masfh  ke  kafdre  aur  gundhon  kf  mu'dff  moQ  kyd  'lidia  kai  ? 

10.  Masfh  ko  jf  ufhne  kd  subdt  do  ? 


*'  B14ar  "  aur  "  pikan"  aur  **  Kli^lm-ud-dfn''  aiir  "  Lokal  Wtiz"  aar 
*'  Mkhtarkdr''  aur "'  Amduatd^"  aur  kil&s  ke  Uidi  jo  haln,  un  men  bar 
ek  ki&  kltnft  i\chtiy&r  hal,  aur  ky4  k&m  muta*alliq  hai,  aur  Icis  ke  s£inhne 


A±  OOVXtSE  OP  STUDY. 

U.  Masfh  kf  shaf&^at  k(  asliyat  aur  f&ida,  Jalsf  Kutnb  I  Muqaddasa 
men  ia*Hm  hai,  bay&n  karo  ? 

13.    Riih  ul  Quds  ki  gawdhf  kf  nisbat  ky&  taMfm  o  dalfl  hai  ? 

13.  Masfhf  k&miUyat  k&  masala  Jo  Wesley  s^ib  ne  sikhldy&  hai  use 
muVbtasran  bay&n  karo  aur  Baibal  so.  us  kd  sub^t  do  ? 

14.  Naf  Pald&ish  aur  k&mll  p&kfzagi  ke  darmly&n  Jo  farq  hai,  uso 
samjh&  do  ? 

15.  Is  da'we  ke  bdre  men  kl  "Jo  kof  az  sar  i  nau  paid&  hot&  hal  is  taur 
96  nahfn  gireg^,  ki  &khir  i  k&r  hal&k  ho  Jde."  Uam&rf  kalfsiy6  kf  kyd  He 
aur  s&bTt  Karo,  ki  vih  r&e  Kal&m  i  Il&hf  Ke  bamiijib  hai. 

16.  Bat4o  ki  baptisma  kaisf  rasm  hai,  aur  kis  garaz  se  hai,  aur  ky6Q 
farz  hai  ?  bar  b&t  \l&  sub<it  do. 

17.  8&bit  karo,  ki  bachchoQ  ko  bap]iisma  den&  mun&sib  hai  ? 

19.  Baibal  men  *Ash&  e  Babb&nf  kf  nisbat  kaun  kaun  se  muh&ware  ie 
haiiif  aur  wuh  kis  garaz  se  haiQ  aur  Masfhfon  par  us  k&  m&nn&  kyfia  farz 
hai? 

10.  Hindfion  ke  masla  i  tan&sulj[h,  ya^ni  k&y&  pala^  ko  kyfigkar  galai 
s4bit  karte  ho  ? 

90.  Jism  ke  Jf  u^hne  ke  l)&b  men  Kutub  i  Muqaddasa  men  ky&  ta*Ifm 
hai  haw&la  do  ? 

Fasl  4. 

KALFSIYA'  KE  INTIZA'M  O  TARTFB  KB  BAYA'N  MEH-1.  Kalf- 
siy&ko  tarahtarah  ke  Intiz&mit  bay&n  karo?  2.  Methodist  E«pi8kopal 
Ka1f8iy&  men  Gk^neral  Kdnfarans  aur  Annual  K&nfarans  aur  Kw&rtarlf 
K&nfarans  ke  muta'allia  ky&  ky&  kim  hain  ? 

3.    KalfslyA  ke  'uhdodiron  men    "  Bishop"  "  Prfzdi^ling  Eldar"  aur 

"  pikan"  aur  **  Kli^im-ud-dfn"  aur  "  Lokal  Wj'iz"  aur 

aur ''  Amdnatd^"  aur  kll&s  ke  Ridi  Jo  hain,  un  men  bar 

htl "^ 

Jaw&b-dihfhai? 

Fabl  5. 

TA'RI^H  I  KALFSIYA'-l.    Yahtdfofi  kc\^h&ss  firqc  Masfh  ke  waqt  men 
kitne  the  ?  un  k&  bay&n  karo. 

3.  Aw&il  zamanoQ  meQ  Jo  'azlyateg  Masfhfon  ne  u^h&f  hain,  un  ki 
kuchh  bayin  karo 

3.  Un  wasdil  ki  bavin  karo,  jiu  ke  sabab  se  Ibtidi  men  Masfhf  maz- 
hab  bahut  phalli,  (Mather  sihlb  kf  Tawirfl^h  i  Kalfsiyi  tisri  bib  dafa 
1,  3,  3,  5  ko  dekho.) 

4.  Gnostikon  kf  kyi  taMfm  thf  aur  us  so  qadfm  kalfsiyi  par  kyi  I^haiib 
asar  pari ;  (Mather  sihlb  kf  Tawirfl^h  1  Kalfsiyi  tfsri  bib  daf'a  85) 

Luther  sihib  se  'ain  qabl  df n  i  'Fswf  ki  kyi  hil  hai  ? 

6.  Barf  Islih  i  Mazhabf  Jo  Luther  sihib  ke  waqtmeQ  h6f,  us  ki  hil 
batio,  kis  sabab  se  wuh  islih  h^f  thf,  aur  kaun  kaun  log  us  men  sharfk  1 
hil  the  ? 

7.  Britiniyai  *Uzmi  men  Methodist  Kalfsiyi  ke  muqarrarhone  ki 
sabab  batio  aur  Weslev  sihib  kf  tirf^h  men  ^hiss  log  kaun  the? 

8.  Methodist  Eplskopal  Kalfsiyi  kis  sabab  so  aur  kis  waqt  meg  aiir 
auwal  kahinbanf?  (Discipline  ki  bib  i  auwal  dekho.) 

9.  Hlnudke  mukhtalff  iirqe  aur  yih  kl  we  kahin  so  nlklc  aur  un  ki 
binf  aur  un  ko  Ichiss  'aiifdo  batio  ? 

10.  Muhammadfon  ke  dfn  kf  ibtidi  aur  Muhammad  sihlb  ki  kuchh 
bayin  karo  aur  muklTtalif  (irqun  ki  aur  un  ke  hidfoo  ki  kuchh  zikr  Jcaro? 

11.  Sikiion  ke  mazhab  kf  ibtidi  kahin  ^^  hai  aur  use  HinAd  o  Islim 
ke  mazhab  se  Kyi  'Iliqa  hai  ? 

19.  Brahmo  mazhao  ki  igiz  o  taraqqf  aur  hilit  maujdda  aur  khiss 
'aqfdoQ  ki  bayin  karo  ? 

TO  BS  RKAD. 

MUTA'L'A  KABNE  KE  LIYB.-1.  Tirf^rh  i  Yiisuff.  Josephus.  (M.  P. 
House  Lucknow)  3*  Brahmo  Mazhab.  (M.  P.  House,  Lucknow.) 
a.  Augustine  ke  Iqririt,  Augustine's  Ck)nfessions  (N.  I.  T.  8.)  4.  Hal  ul 
AshkiL  (M.  P.  House,  Lucknow.)  5.  Jiml*  ul  Friiz.  (Lahore/  Tract 
Depot.)    0.    Miftih  ul  Uin6d.    (M.  P.  House,  Lucknow.) 
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SESSIONS  OF  THE  NORTH  INDIA  CONFERENCE. 


No. 

Plagb. 

Time. 

PRRSiDBirr.  . 

Skcbstabt. 

1 

Lncknow. 

Dec.    8-14,1864 

Bishop  E.  Thompson 

J.  H.  Gracey. 

8  .Moradabftd; 

Feb.     1-7, 1866 

Rev.  J.  Baume. 

T.  J.  Scott. 

3 

Shahjahanpur. 

Jan.  10-17, 1867 

Rev.  T.  J.  Gracey. 

Do. 

4 

Bijnour. 

Jan.  10-21, 1868 

Rev.  J.  M.  Thoburn. 

Do. 

5 

Bareilly. 

Jan.  14-22, 1860 

Rev.  C.  W.  Judd. 

J.  D.  Brown. 

6 

Bareilly. 

Jan.  20-27, 1870 

Bishop  C.  Klngsley. 

Do. 

7 

Lucknow. 

Jan.  12-18, 1871 

Rev.  J.  W.  Waugh. 

J.  H.  Messmore 

8 

Moradabad. 

Jan.  18-24, 1872 

Rev.  J.L.  Humphrey 

S.  S.  Wetherby 

9 

Bareilly. 

Jan.  18-22, 1873 

Rev.  T.  S.  Johnson. 

Do. 

10 

Lucknow. 

Jan.  7-13,1874 

BIshoj)  W.  L.  Harris. 

J.  D.  Brown. 

11 

Shahjahanpur. 

Jan.   0-12,1875 

Rev.  T.  J.  Scott. 

Do. 

12 

Cawupur. 

Jan.  13-18, 1876 

Rev.  D.  W.  Thomas. 

B.  H.  Badley. 

13 

Moradabad. 

Jan.     3-9, 1877 

Bishop  E.G.Andrews 

Do. 

14 

Bareilly. 

Jan.  9-15,1878 

Rev.  J.  H.  Mossiporo 

Do. 

15 

Lucknow. 

Jan.   9*14, 1879 

Bishop  T.  Bowman. 

Do. 

IG 

Cawnpur. 

Jan»  7-12,  1880 

Rev.  E.  W.  Parker. 

Do. 

17 

Bareilly. 

Jan.  5-11.  1881 

Bishop  S.  M.  Merrill 

Do. 

18 

Moradabad. 

Jan.  11-17,  1882 

Rev.  S.  Knowlos. 

Do. 

19 

Lucknow. 

Jan.  10-16,  1883 

Bishop  R.  S.  Foster. 

Do. 

20 

Cawnpur. 

Jan.   9-15,  1884 

Rev.  T.  J.  Scott. 

C.  L.  Bare. 

21 

Bareilly. 

Jan.  7-12,  1885 

Bishop  J.  F.  Hurst 

B.  H.  Badley. 

22 

Lucknow. 

Jan.   7-12,  1886 

Rev.  H.  Mansell. 

Do. 

28 

Moradabad. 

Jan.   5-10,  1887 

Bishop  W.  X.  Ninde. 

Do. 

24 

Cawnpur. 

Jan.     4-9,  1888 

Rev.  J.  H.  Gill. 

Do. 

25 

Bareilly. 

Jan.   9-15,  1889 

Bishop  J.M.Thoburn 

Do. 

26 

Lucknow. 

Jan.     2-7,  1890 

Do.                 do. 

Do. 

27 

Moradabad. 

Jan.   7-12,  1891 

Do.                 do. 

J.  H.  Gill. 

28 

Cawnpur. 

Jan.   6-11,  1892 

Do.                 do. 

Do. 

29 

Bareilly. 

Jan.  11-16,  1893 

Do.                do. 

W.  A.  Mansell, 

30 

Lucknow. 

Jan.     3-8,  1894 

Do.                do. 

Do. 

31 

Moradabad. 

Jan.     3-7,  1895 

Do.                 do. 

Do. 

82 

Bareilly. 

Jan.   8-13,  189C 

Do.                do. 

Do. 

33 

Lucknow. 

Jan.   7-12,  1897 

Do.                do. 

Do. 

3S 

Bareilly. 
Shahjahanpur, 

Jan.   5-11,  1898 1 
Jan,   4-10,  1899 

Bishop  Cyrus  D.*  Foss 
Bishop  J.M.Thoburn 

Bishop  J.M.Thoburn 

• 

J.  W-  Robinson 
Do. 

LIST  OF  LOCAL  PREACHERS. 


Kamb. 


BABRnj.Y  DiSTBICT. 

Pnzl  UUah 

U.  Tumor 

(rovind  Ram 

Dy«n  Ma.<tih 

liakliaii  siiiflfh 

Kundan  Lai 

Sadai  MaM\\ 

.1.  F.  Jiidd 

Dantol  SIgler 

n.  Waleskl 

J.  Robert 

Mohan  Singh 

Oiilah  Singh 

Moil  Lai 

Kallu  Porter 

Laljl  Mai 

S#»wa  Ram 

Misri  Charan 

Jai  Singh  ;; 

S.  C.  Chatterjeo 

Sobran  Singh 

Hulasi 

Khurram  Singh 

Baldeo  Dass 

Maugal  Singh 

Bahal  Singh 

(J.  Lnko 

S.  .1ar.M>b 

RmIui  SiiiTh 

M«.b>^"b  Maslh 

Ata  Ulla 

iiiiup  Singh 

Ram  Daval 

.IiH'l  M.  I4al 

Dalchand 

Mangal  Satn 

C.  M.  Parmanand 

li.  S.  Forgnson 

Cornelius  Singh 

Dhappan  Wilson 

Puran  Mall 

H.  Jacob 

Ookal  Pcrshad 

Kesho  Ram 

Jai  Sukh 

Dobl  Dass 

Kehrl  Singh 

Balsakhi  Lall 

Bhoj  Ram 

Ciiiraunji  Lall 

Mangal  Sain 

James  Shaw  .« 

Nirotam  Dass 

T.  B.  Kirk 

Itwari  Lall 


Obdbbs. 


AProiNTllBNT. 


Elder  '95 


D 


Local 


aeon. 


iPreacher. 


Khera  Bajhera. 

Miranpur  Katra. 

Bin  a  war. 

All  GanJ.  Aonla. 

Ramanur,  Shahjahanpur 

Barellly. 

Sa  has  wan. 

Panahpur. 

Pawavan. 

Shalijahaniiur. 

Ujhani. 

Faridpur. 

Shahjahanpur. 

Nigohi,  Shahjahanpur. 

Madnapur,  Tilhar. 

Khuda  GanJ»  Miranpur  Katra. 

Tilhar. 

Baretliy. 

FatehganJ,  Khera  Bajbera. 

Shahjahanpur  W. 

DataganJ. 

Aonla. 

Binawar. 

Binawar. 

Usalt,  Kakrala. 

Bilsi. 

liareillv. 

Shahjalianpur  East. 

Jalalabad. 

Do. 
Ilareilly. 

Ivaiith.  Sliahjahanpur. 
Shah  Julian  pur  I'^ust. 

Do. 
Bisaull. 
Ban»illy. 
Budaoii. 

Do. 
Barellly. 

Shahjahanpur  East. 
BIsaulI. 

Shahjahanpur  East. 
Bisaull. 
Barellly. 
DataganJ. 
Kllsi. 
Bhatauli. 
Theological  School. 


»♦ 

»» 
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Kamb. 


Gabhwal  Dibtbict. 


Edward  Thomson 
Kwankin 
Ohungar  Money 
Charles  Rhiyali 
Andrias 
Lama  Wilson 
Sangram  Money 
Bhajnl 
Mohan  Lall 
Dhan  Singh 
Tlwaru 
Patrns 
Daud 

GoxDA  District. 


-•-*- 


Ordrrs. 


••• 
••• 
••• 
••• 
•  •• 
••• 


Elder  '00 
Deacon  *96 

Local'Weacher. 


APPOINTMICHT* 


••• 


•f 
f* 

II 
tl 
II 


JjewlsJ.  McGee 
Buddha  Singh 
Prem  Dass 
F.  R.  Witkie 
Frank  Peters 

A.  R.  Wesley 
Bhupal  Singh 
D.  C.  Bichards 
Khandarl  Singh 

B.  S.  Benjamin 
Nattha  Masih 
Chhange  Singh 
Dharam  Singh 
M.  McKaig 
Lai  Karan 

D.  H.  Pitamber 
J.  J.  Todd 


KvMAON  District. 

W.  Pamochal 
Gauri  Datt 
J.  Barker 
Pancham  Singh 
D.  H.  Hiiklll 
K.  Wilkinson 
Chhida  Singh 
J.  Abraham 
Bijai  Singh 
Yusaf 
8.  B.  Singh 
Mr.  Smith 
Mr.  Thompson 
Mr.  Anderson 
J.  W.  Gowan 

B.  M.  Dass 

A.  Miller 
Yuhiwina 

C.  Wilson 
Jawahir  Singh 
Santosh  Ram 
T.  B.  Kirk 

MORADABAD  DISTRICT 

B.  McGregor 
Peter  Merrill 
Bala  Dass 


Deacon  *03 
Local  Preacher. 


II 
•I 
II 
II 
II 
II 
•I 
II 
II 
II 
II 
II 
II 
II 


Deacon. 


•  •• 


... 


II 

i» 


Local  Preacher. 


II 

II 
II 
II 
II 
II 
II 
II 
•I 
1^ 
»i 
II 
II 
11 
II 
II 

Elder. 

II 


II 


'03 


Lansdowne. 

Srinagar. 

Panri. 

Paidol. 

Ramni. 

Srinagar. 

GadoU. 

Lansdowne. 

Kalnur. 

Lansdowne 
Ramni. 


Nanpara. 
Ellenpiir. 
Rupaidiha. 
Banraich. 

II 

Pyagpnr. 

Lachhmanpnr. 

Birpur. 

Ikaana. 

Pachperwa. 

Balrampur. 

Paraspur. 

Gonda. 

Kauriya. 
QaisarganJ. 


Darma,  Bhot 

Lohba. 

Talli  Tal.  Naini  Ta). 

Bhim  Tal. 

Lohaghat. 

Chandas,  Bhot 

Uprari. 

Dwarahat. 

Ganal. 

Bagwali  Pbkhar. 

Naini  Tal. 

Naini  Tal. 

N«ini  Tal. 

Naini  Tal. 

Naini  Tal. 

Pithoragarh. 

Pithoragarh. 

Chandag. 

Gangolinath. 

Deolthal. 

Pharka.' 

Pithoragarh. 


N4i]ibabad. 
Sherkot,  Bijnour. 
Moradabad. 
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•• 
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••• 

•  •• 

•  •• 
••• 

Mt 
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•  • 

•  •• 
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Ottlab  Singh 
Mohan  Singh 
Jhabbu  Lai 
B.  Bobert 
John  PuBa   , 
Kaljan  Singh 
Dalla  Singh 
B.  S.  BuddAn 
Nadir  Shah 
Nanhu  Mai 
Baldeo  Panhad 
Ilyaa  Singh 
Buddha  Singh 
Chhidda  Singh 
I^bhu  Da88 
PatrasI 
Sadhu  Singh 
S.  Hastings 
Buddha  Cutler 
Bahal  Singh 
Thomas  Jacob 
Chirag  Masih 
Hiram  Barrow 
M.  Johnson 

OuDH  DiSTBier. 

Phillip  Andrew        _ 
Yaqub  AH 
Juldchan  Lai 
William  A.  Comfort  " 
Henry  C.  Sigler 
Mangal  Singh 
ChhoteLalll 
Abdul  Wahid 
Keshri  Singh 
Chhote LalSamuel  *** 
Yaqub  Singh 
Prem  Masih  *^ 

Baldeo  Prashad 
Daniel  Richards 
David  S.  Paul 
John  W.  Norton 
Masih  Charan  John  " 
Tilok  Singh 
Shib  Lai 
Misri  Lai 
John  D.  Flint 
Din  Dayal 
Ourdiyal  Singh 
Harun  Andrew 
Boaz 

Mohan  Nathan 
Kesho  Lai 

Mohan  Dass  ««. 

Sharf-ud-Din 
Nand  Bam 

Nathaniel  Hamilton  •* 
Frank  M.  Lawrie 
Sundar  Lai 
Behari  Lai 
Henry  D.  Jacob 
Ram  Gopal 
B.  H.  McKaig 
W.  E.  Crawshaw 

■^^  II     ■ ' 


Elder 


99 

Deacon 

99 
99- 
99 
99 


*05 
*94 
*96 
'96 
'99 
*94. 
*9S 
*90 
•96 
Loeal  Preacher. 

99 

99 

99 

•»• 

99 
99 
99 
99 
99 
99 
»9 
•9 
99 
99 


Deacon    *W 
*93 


99 
99 
»9 
99 
99 
99 
99 
99 


•93 
'98 
'94 


•98 
•92 
•97 
Local  ^acher. 


••• 


•«• 


99 

99 

99 

99 

99 

99 

99 

»9 

99 

99 

99 

99 

99 

99 

99 

99 

99 

•  9 

99 

99 

99 

99 

99 

99 

99 

9f 

99 


ApjPOIHTMBIfT. 


Nurpur,  Bijnonr. 
Thakurdwara,  Moradabad, 
Seohara,  Bijnour. 

•    * 

Bairampur,  Moradabad. 
Kotqadar,  Bijnour. 
Moradabad.  .. 
Kanth,  Moradabad. 

Ratanpur,  ^lioradabaU 

Nurpur,  Bijnour. 

Nagina,  Bijnour. 
Moradabad,  . 
Bilarl,  Moradabad. 
Dhampur.  Bijnour. 
Moradabad. 
Nagina,  BiJnonr. 
Taj  pur,  Bijnour. 
Monuiabad, 
Chapdausi.]-" 
Nagal,  BIJiiour. 
Nagina,  Bijnour. 


Lucknow. 

Hanioi. 
Lucknow. 
Bara  Bank!.  • 

Unao. 

Hardol. 

Unao. 

Hardoi. 

Lucknow. 

Bara  Banki. 

Hardoi. 

Lucknow. 

Unao. 

Rai  Bareilly: 

Lucknow. 

Bara  Bank!.' 

Shahabad. 

Hardoi. 

Shahabad. 

Bara  Banki; 

Hardoi. 

Bara  Banki. 

Unao. 

Rai  Bareilly. 

Unao. 

Rai  Bareilly. 

Hardoi. 

Lucknow. 

Hardoi. 

Shahabad. 

Bara  Banki. 

Rai  Barein3\ 

Shahabad.  . 

Lucknow.   . 

99 
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KlJCK. 


A.  I.  BIrkett  ^ 

J.  W.  McGeo  ... 

W.  Alexander  m. 
J.  F.  Brown 

PlIJBHIT  DiSTBICT. 

Kallu  Stngh 

Ase  Ram  .•• 

Girdhart  Lai 

Moil  Lai 

Kallu  Singh 

Aae  Ram 

Glrdhari  Lai 

Jhabba  Lai  ^ 

GhasI  Ram 

Moti  Lai  ;;; 

A.  Lincoln 
F.  Peters 
a  Maslh 

Morgan  .;, 

Myracas 

D.  R.  Rodgers 

Bahadar  Shah 

Ram  Bakhsh 

Lachhman  Singh  I 

KarheMal 

Kundan  Singh 

SohanLal 

Mani  Ram 

Nanhe  Lai 

Har  Sahai 

Kallu  Das 

Baldoo  Das 

Baljeet 

Chhadamml  Lai        ',] 

S.  A.  Judson 

KaliyanSlnffh  \\ 

\^^^^^  Singh  II.. 

Khiyali  Ram 

MotlLal 

Jhau  Lai  ',' 

Barnabas 

MunnaMahtab         V. 

Sambhal  Distbict. 

Mouladad  Khan 
Manphul  Singh 
Nirmal  Singh 
Pirbhu  Dass 
Lachhman  Singh 
Mathra  Panhad 
Gyan  Masih 
Sadal  Singh 
F.Jefferson 
M.  S.  Catting  ., 

Sakkha  Singh 
Samuel  Barnard 
John  Little 

B.  Milton 
Fazl  Masih 
B.  White  , , 
Chhote  Singh 


» • 


•  • 


•  • 


•  • 


••Tf 


•^ 


iMN 


Obdebs. 


AppoDmauTF. 


Local  Preacher.  .Lucknow. 


It 


Local  Elder. 


t« 


Local  beacon. 


Local  ^! 


reacher. 


Elder 
Deacon 
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'90 
»91 

*05 


Local  Preacher. 


>i 
^» 
)« 

It 
tt 
tt 


■^■p* 


!««■ 


II 
ft 
I* 


MlrganJ.    • 

Rampur. 

NawabgaaJ. 

Puranpur. 

MirganJ. 

Rampur.  - 

NawabgaaJ. 

Bisalpur. 

Bilaspur. 

Paranpnr« 

rPlllbhrt. 

It 

II 

It 

II 

FatiiganJ. 
II 

Bisaipur. 

NawabganJ. 

Baheri. 

Pardhanli. 

Pipalsana. 

Gurganw 

Sirouli. 

Madhkar. 

Chhabra. 

Lilaur. 

MirganJ. 

Dunka. 

Shishgarh. 

Basdharan. 

Milak. 
Rampur. 
II 


Sambhal. 

Easulpur. 

Sharifpur. 

Shahpur. 

Rajpura. 

Bahjoi. 

Trans,  to  Aonla. 

Trans,  to  Budaon. 

Gangesri. 

Sambhal. 

Pithokhera. 

Babrala. 

Chandpur. 

Sambhal. 

Hayat  Nagav. 

Riwara. 

Hatim  Saral. 


.4& 
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Namb. 

OSDKBS. 

Appointiikitt. 

SiTAFOBS  DtSTBICT. 

•'  *• 

SftdalMasih 

Deacon     '03 

Laharpur. 

J.  Higffinbottam 
JiaLaTl 

«      W 

Urdhauli. 

„      W 

Dhaurara. 

JawahirLall 

♦97 
,  Local  ^acher. 

Sitapur. 
Misrlck. 

Ajudhia  Penhad 

G^rgeMayal 
W.  M.  Sirete 

>i 

Khairabad. 

It 

Sitapur. 

K.  Silas 

•1 

9f 

RamSukh 

It 

Kamalpur. 

J.  Nelson 

t% 

Baraur. 

J.  Todd 

19 

Lakhlmpur. 
Sidhauin 

W.  Gunsolves 

f% 

Baldeo  Porshad 

«f 

*♦ 

8.  Judd 

%i 

Hohamdf. 

Uenjamin  Cornelias  ., 

19 

Lakhlmpur. 

ptesibina  Slbete'  l(epotte* 
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BAREILLY  DISTRICT. 

Hbv.  E.  W.  Parker.  Presidiwf  Eldet\--The  General  work  of  (his 
Diatriot  during  1898  has  been  on  the  usual  lines.  In  all  the  (drcutts 
three  quarterly  meetings  have  been  held,  and  in  most  oirouite  four. 
In  oonneotion  with  two  of  these,  the  first  and  last,  special  meetings 
tv«re  generally  held,  and  efforts  were  made  to  gather  in  the  leaders 
and  other  members  of  the  church  from  the  muhallahs  and  yillages 
around.  We  were  not  successful  in  all  the  places  in  gathering  as 
large  audiences  as  we  desired,  but  we  usually  had  good  congrega- 
tions and  good  was  done  towards  building  up  the  church. 

Our  workers'  meeting  in  April  was  also  a  season  of  instruction 
and  growth  to  all  the  workers,  and  the  meeting  of  the  presiding 
elders  and  preaohers^in-charge  at  Shahjahanpur  in  May  was  a  help 
-to  the  worK  of  this  district  The  district  conference  and  mela  in 
November  was  very  well  attended,  quite  1,500  persons  being  present 
in  the  mela.  We  failed  however,  as  we  have  done  in  other  years,  of 
securing  the  attendance  in  large  numbers  of  the  common  people.  If 
aomeone  would  tell  us  how  to  secure  the  attendance  of  our  village 
Christians  at  our  melas.  whether  at  the  l&rge  district  mela  or  at  the 
olrcait  mela,  we  would  be  very  thankful.  The  one  answer  is  *^give 
them  food  while  at  the  mela  and  they  will  come."  We  dare  not  do 
this  for  fear  of  the  harm  that  would  be  done  to  our  entire  plap  of 
iielf*snpport,  and  we  cannot  do  it  as  we  have  no  money  for  such 
work.  Great  blessings  would  come  to  our  people  could  we  bring  them 
together  for  three  or  four  days'  meetings  at  convenient  centers.    • 

Our  Sunday  schools,  village  day  schools  and  Sabbath  services 
have  been  carried  forward  as  usual.  These  services  are  becoming 
more  regular  and  are  better  attended  year  by  year.  The  village 
day  eohools  are  somewhat  reduced  in  number  as  one-half  of  the 
schools  supported  by  Dr.  Goucher  have  been  cut  off.  We  have  also 
persisted  in  Uie  plan  of  systematic  work  in  all  the  villages  in  whi<^ 
conrverts  reside  throughout  the  district.  Every  such  village  is  en 
the  Hst  of  appointments.  A  time  is  fixed  for  the  visit  of  the  worker 
to  that  village,  and  in  his  hand-register  or  diary,  which  contains  the 
name  of  every  Chriswlan  in  his  circuit,  he  enters  each  visit,  the  num- 
ber of  the  people  found,  and  the  work  done.  This  systematic  work 
has  helpea  much  towards  the  improvement  of  the  converts. 

The  Special  work  of  the  district  has  been  on  three  lines : 

(1)  We.  have  everywhere  laid  special  stress  on  having  every 
man,  woman  and  child  taught  to  sin^  and  pray.  The  condition  of 
the  village  and  muhallah  people  in  this  respect  is  generally  very  un- 
satisfactory. In  their  old  religion  these  people  never  prayed,  and 
henoe  the  habit  of  prayer  must  be  learned  anew,  and  it  is  not  an 
easy  work  to  teach  the  people  to  pray,  and  to  induce  them  to  form 
the  habit  of  daily  prayer.  Therefore  everywhere  and  all  the  time 
this  is  made  a  specialty. 

(2)  Our  second  special  effort  has  been  to  secure  the  appoint- 
ment and  the  careful  teaching  of  leaders  or  hadis  in  every  village, 
and  to  induce  them  to  hold  a  little  service  of  prayer  with  their 
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people  every  eveninc'.  If  we  can  persude  these  leaders  to  call  to- 
gether their  people  who  live  in  the  same  square  every  evening*,  and 
have  one  son^  and  one  prayer,  the  influence  on  the  people  will  be 
very  great  indeed.  We  try  to  secure  attendance  of  these  hadis  at 
our  quarterly  meetings  and  thus  to  help  them  into  clearer  spiritual 
life.  These  leaders  can  be  and  must  be  made  a  real  power  in  the 
up-building  of  the  new  church.  Each  oae  of  these  In  his  own  village, 
doing  the  work  proposed,  will  accomplish  much  more  for  that  Ul- 
lage than  the  pastor  can  do,  for  the  pastor  can  go  but  once  a  week, 
and  then  he  often  fails  of  reaching  many  of  the  people.  On  these 
men  we  must  also  chiefly  rely  for  aid  in  removing  old  customs, 
and  in  establishing  Christian  customs  including  the  day  of  rest, 
and  in  carrying  out  our  plan  of  self-support.  With  one  such 
leader  In  each  village  one  pastor  can  do  the  work  for  ten  or  twelve 
linages,  and  these  villages  combined  soon  become  able  to  support 
this  pastor.  On  this  plan  we  are  working  towards  self-support. 
There  are  in  the  district  at  present  842  of  these  leaders  and  no  one 
of  them  receives  anything  whatever  from  the  mission.  They  are 
forming  an  organisted  band  of  unpaid  workers. 

(3]  Our  third  specialty  has  been  an  effort  to  secure  something 
towards  the  support  of  the  pastor  from  every  Christian  family  in  the 
district.  We  have  not  fully  succeeded  in  this  but  the  amount  collected 
from  the  village  Christians  not  in  mission  employ  has  been  very 
much  greater  than  ever  before.  Had  all  of  our  paid  workers  been 
faithful  in  this  we  could  have  very  nearly  accomplished  our  object 
of  securing  something  from  every  family.  The  weakness  of  our 
plan  working  towards  self-support  is  found  in  the  lack  of  sympathy 
for  the  plan  among  the  paid  workers  of  the  mission. 

The  plan  and  extent  of  our  work,  and  the  scattered  condition  of 
our  people,  may  be  fully  seen  from  the  following  facts  taken  from 
the  Bisauli  circuit  report.  The  circuit  is  divided  into  eleven 
sub-circuits  under  eleven  sub-pastors.  In  one  sub-circuit  there  are 
thirteen  villages.  The  largest  number  of  converts  in  any  one  village 
is  56.  The  next  largest  number  is  27.  In  the  13  villages  tliere  are 
204  Christians,  including  children,  giving  an  average  of  sixteen 
persons  to  each  village.  In  another  sub-circuit  there  are  104  Chris- 
tians, or  an  average  of  9  to  each  village.  In  the  entire  circuit 
there  are  118  villages  in  which  converts  reside,  with  1,715  Christians 
of  all  ages,  an  average  of  14  to  each  village.  There  are  eleven  sub- 
pastors  for  the  circuit,  making  an  average  of  eleven  villages  and 
156  converts  for  each  man.  Of  these  eleven  sub-pastors  three  are 
wholly  supported  from  the  pastors'  fund.  The  expense  of  the  work 
from  mission  funds,  including  the  minister  in  charge,  is  Bs.  1,248  for 
a  year  from  the  parent  society,  Rs. 400  from  the  Woman's  Missionary 
Society,  andRs.  144  from  Dr.  Goucher's  school  fund.  This  is  one  of 
the  best  and  also  one  of  the  most  expensive  of  our  village  circuits. 

Binawar  is  one  of  the  smaller  circuits.  It  has  four  sub-circuits 
and  four  sub-pastors  and  teachers,  with  eighty-two  villages  in  which 
Christians  reside,  and  638  Christians.  This  gives  tw^ve  villages 
and  106  converts  to  each  worker,  including  Uie  preacher-in*oharge. 
The  cost  of  this  work  from  all  sources  is  Hs.  832  per  year.  One  of 
the  pastors  is  supported  by  the  people.  These  statements  show  a 
fair  average  of  the  field  of  each  worker  and  the  cost  of  the  work. 

The  occupation  of  our  people  in  the  villages  is  fairly  represent- 
ed by  the  report  of  the  Tilhar  circuit.  There  are  eleven  mission 
workers,  44  farmers,  27  chaukidars  (village  watchmen),  26  #f«p 
makers  and  40  sweepers,  making  148  heads  of  families,  who  with 
289  women  and  chilaren  make  up  the  Christian  community  of  that 
circuit.  The  families  of  some  of  these  sup  makers,  chaukidars  and 
farmers  no  doubt  also  do  sweepers'  work  in  their  villages.  It  is  en- 
couraging to  note  that  the  farmers  have  the  largest  number,  and 
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these  will  steadily  increase  if  duly  encouragred.  In  three  sub-cir- 
ouite  of  the  Bisauli  circuit  there  are  127  heaoa  of  families.  Of  these 
45  are  farmers,  10  aup  makers,  21  chaukidaru,  38  sweepers  and  13 
work  for  others  as  day -laborers  imazdurs). 

The  complaint  sometimes  maae,  that  the  Christians  mingle  too 
freely  with  their  former  friends  and  relatives  and  are  thus  led  into 
idolatry,  is  true  only  to  a  limited  extent,  for  the  reason  that  in 
most  communities  the  Christians  form  much  the  larger  and  strong* 
er  party.  In  many  places  the  entire  class  has  become  Christian. 
But  it  is  a  fact  to  be  lamented  that  idolatrous  customs,  especially 
concerning  the  marriage  of  children,  still  prevail  among  the  con- 
verts. The  difficulty  in  breaking  up  this  custom  arises  from  the 
feeling  of  the  parents  that  a  married  daughter  is  protected,  while 
an  unmarried  daughter  is  in  constant  danger.  This  fear  is  not 
wholly  unfounded.  Cannot  our  wiser  and  more  experienced  Hin- 
dustani brethren  institute  some  plan  that  will  still  protect  the  girls 
and  yet  remove  this  idolatrous  custom. 

The  institutions  of  the  district  require  separate  mention.  The 
Theological  Seminnry  at  Bareilly  has  continued  to  prepare  and 
send  forth  labourers  into  the  fields.  The  class  sent  out  this  year 
was  very  large,  numbering  29.  These  have  gone  to  all  the  five  con* 
ferences  of  our  church  in  India.  A  new  class,  numbering  at  least  35, 
will  soon  be  taken  in.  and  thus  the  training  and  drill  for  work  will 
go  forward.  The  call  for  these  trained  men  was  never  so  great  as 
now,  and  hence  the  need  of  an  enlarged  endowment  is  greater  than 
ever  before.  Our  success  in  this  institution  is  only  limited  by  our 
means.  We  can  all  however  help  to  make  the  institution  much  more 
efficient  than  it  is  now,  by  preparing  our  men  more  fully  before  we 
send  them  to  this  school. 

The  Boys'  Orpluinaqe  at  Shahjahanpur  is  doing  its  usual  good 
work.  It  has  had  during^  the  past  year  an  averaefe  of  170  boys.  The 
educational  work  at  the  late  examination  received  the  conunendation 
of  the  government  inspector.  There  are  about  fifty  boys  in  the  In- 
dustrie department,  who  are  engaged  in  cultivation  of  fields,  gar- 
dening, shoe-making,  blacksmithing,  carpentery,  rope-making,  weav- 
ing, tailoring,  tile-making  and  conducting  a  dairy.  These  works  are 
all  carried  forward  with  more  or  less  success.  Our  aim  in  this  institu- 
tion is  to  educate  the  brighter  boys,  and  to  prepare  all  to  earn  their 
own  living  to  some  extent  now,  and  to  prepare  them  to  do  this  well 
when  they  leave  the  institution.  Bands  of  Ready  Workers  visit  vil- 
lages around,  under  the  direction  of  the  pastor,  for  Sunday  School 
and  evanfi[elical  work.  The  bovs  who  have  left  the  institution  this 
year  are  doing  well  in  their  trades  learned  here. 

Our  three  Anglo- Vernacular  Middle  Schools  are  doing  a  much 
needed  work  both  for  Christians  and  non-Christians.  The  new  rules 
allowing  scholarships  only  to  boys  who  do  well  in  their  classes  has 
cut  off  idle,  careless  .lads,  so  that  the  number  of  Christian  boys  from 
our  boarding-houses  is  smaller  than  usual.  But  we  have  a  better 
class  of  boys.  The  new  rules  will  work  great  good  as  soon  as  they 
are  in  successful  operation. 

The  Oirls^  Orphaimge  has  306  pupils  in  the  institution  at  present. 
Nineteen  of  these  are  in  the  middle  denartment,  31  in  the  upper  pri- 
mary, 41  in  the  lower  primary,  30  in  the  special  training  class  and 
181  in  the  preparatory  classes,  of  whom  40  are  in  the  kindergarten 
class.  The  famine  waifs  gathered  during  the  past  two  vears  are  now 
doing  very  well  indeed.  The  liedical  toork  for  women  in  the  hospi- 
tal and  dispensary  at  Bareilly,  and  the  Zenana  work  connected  with 
the  same  home,  have  both  been  doin£^  very  efficient  work  this  year. 
The  number  of  new  cases  treated  in  dispensary  was  8,121,  who  have 
made  12,363  visits.  Admitted  in  hospital  93  patients,  who  have 
Staid  on  an  average  of  eighteen  days.    Visited  in  Zenanas  104 
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Eatiento,  on  whom  217  calls  were  made.  The  Home  for  Ifidom,  mt 
lodlpur,  is  accomplishixifi^  the  work  designed  for  such  an  inetitution, 
but  the  Institution  should  be  enlarged  and  some  permanent  arrange- 
ments should  be  made  by  which  it  can  be  in  reality  an  indusinBl 
home  for  women  who  need  such  a  retreat. 

The  leading  workers  of  the  district,  foreign  and  Hindustani, 
men  and  women,  have  done  hard,  faithful  work  during  the  entire  year, 
but  most  of  our  real  success  is  found  in  this,  that  we  are  now  better 
prepared  for  a  more  successful  work  in  the  year  to  come. 


MORADABAD  DISTRICT. 

J.  H.  Messmore,  Presiding  Elder.— The  East  moves  slowly  and 
adopts  change  with  difficulty.  In  the  great  arc  of  its  almost  mea- 
sureless existence  the  events  of  one  year  make  little  perceptible 
difference.    The  famine  year,  1897,  was  followed  by  a  year  of  com- 

garative  plenty ;  but  two  or  thk*ee  years  of  average  prosperity  will 
ardly  make  up  the  losses  sustained  by  one  year  of  famine.  The 
health  of  the  district  has  been  better  than  the  average,  yet  the  work 
of  ib^  Mission  has  suffered  much  from  the  frequent  and  continued 
illness  of  a  large  proportion  of  the  Mission  staff.  It  would  not  be 
amiss  to  inflict  penalties  upon  preachers  and  teachers  who  serious- 
ly lessen  their  own  usefulness  by  unsanitary  modes  of  life^. 

Two  foreign  missionaries  with  their  wives,  two  W.  F.  M.  S. 
missionaries,  six  assistants  and  244  native  ministers,  preachers, 
exhorters,  teachers  and  bible-readers  constitute  the  force  maintain- 
ed during  the  year.  There  have  been  446  baptisms  :  adults  219, 
children  IZl.  The  number  of  full  members  is  2,583;  probationers 
5,400.  There  are  178  Sunday  schools,  having  4,564  pupils.  The 
day  schools  for  boys  number  78;  for  girls  66.  Rupees  540  have  been 
collected  from  the  Native  Church  for  pastoral  support.  The  entire 
Christian  community  numbers  8,519.  The  deaths  for  the  year  are 
270. 

There  are  12  places  of  worship,  and  as  the  Christians  live  in 
nearly  one  thousand  villages  it  is  no  exaggeration  to  say  that  the 
district  is  unprovided  with  places  of  worship.  The  Scotch  coven- 
anters could  get  on  without  churches;  but  Indian  Christianity  is 
yet  too  weak  to  prosper  without  them.  The  shrines  and  temples  and 
masjids  of  India  are  not  only  visible  proofs  of  the  prevalence  of 
certain  religions,  but  they  are  also  the  life-centres  of  those  creeds. 
The  clay  shrines  in  the  nominally  Christian  muhallahs  are  the 
greatest  obstacle  to  purging  the  muhallahs  from  idolatry.  We 
must  have  a  Christian  shrine  in  each  village  where  Christians  live 
and  these  places  of  worship  must  be  built  and  kept  in  repair  by  the 

r)ople  themselves.  Wherever  the  people  ask  for  a  place  of  worship, 
tell  them  to  first  provide  one-third  of  the  cost  and  I  will  then 
supply  the  remaining  two-thirds.  In  three  places  on  the  Kundarki 
circuit  the  people  have  accepted  this  proposal,  and  next  year's 
report  will  probably  show  three  churcnes  on  that  circuit,  costing 
from  ten  to  forty  rupees  each. 

In  order  to  secure  a  definite  statement  of  the  condition  of  the 
work  on  the  District,  I  gave  the  preachers-in-charge  a  set  of  eight 
questions,  requesting  them  to  prepare  written  answers,  to  be  read 
at  the  District  Conference,  November'  22-27.  Many  of  the  answers 
were  too  general  to  be  of  any  use.  Some  of  the  answers  were  not 
in  agreement  with  known  facts.  But  out  of  the  number  there  were 
several  which  answered  the  purpose  and  their  substance  is  glTen 
below. 
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Itovaiah&d  Circuit  has  in  the  city  a  self-supporting  churoh 
and  Smidaj  sehool  with  cfood  and  regular  attendance  at  both.  In 
tiM  circuit  are  many  villages  where  Christianity  has  taken  root. 
There  are  800  boys  and  girls  in  the  day  scools  and  Sunday  schools 
ol  the  circuit.  The  benevolent  collections  for  ten  months  of  the 
year  are  Rs.  625.  The  progress  of  the  circuit  is  shown  by  increased 
ooatributions  from  poor  Christians,  averaging  one  anna  per  f unily; 
heathen  marriages  are  less  frequent;  idolatry  is  disappearing  from 
tiie  Christian  muhallahs ;  parents  are  paying  more  towards  the 
education  of  their  children:  there  is  greater  spirituality  among  the 
members  of  the  church  in  the  villages.  Reasons  for  this  progress 
are  found  in  the  prayer  meetings  maintained  in  the  muhallahs,  and 
in  the  systematic  way  all  the  work  of  the  cix'cuit  has  been  carried 
on.  The  work  has  suffered  through  public  disgrace  caused  by 
debt  of  mission  agents,  through  the  baa  example  and  impure  Uvea 
ol  some  and  through  the  lack  of  homogeneity  and  brotherly  feeling 
UBong  the  Christians.  The  merits  of  the  mission  agents  are 
that  most  of  them  are  truly  religious  men,  ready  for  any  work; 
tbey  are  intweated  in  the  work;  give  generously,  and  some  are  very 
Uiduetrious.  The  defects  are  that  many  of  them  do  not  value  time  ae 
they  shouldf  do  not  read  or  study,  do  not  attend  to  their  work  as 
laUhfullj  as  they  should, do  not  appreciate  their  calling  and  do  not 
shephera  the  people.  For  the  better  equipment  of  the  workers  the 
ynBaebarrin-charge  has  appointed  weekfv  class-meetings,  monthly 
]irayer  and  workers*  meetings,  weekly  bible  class,  summer  schools, 
woricars*  meetings  and  evangelistic  meetings  among  them. 

Kundarki  OircuU.— The  most  praiseworthy  features  of  this  cir- 
«iit  are  that  all  the  new  village  converts  have  agreed  each  to  ffive 
ftvtt  pounds  of  ffrain  to  their  pastor,  that  they  well  give  up  child 
marriage,  that  Uiey  will  keep  the  Sabbath,  will  attend  church  and 
will  bury  their  dead  with  Christian  rites.  There  has  been  progress 
in  giving,  in  abstinence  from  intoxicating  drink;  there  is  less  gam- 
bling' at  the  Diwali  festival;  there  is  progress  in  attendance  at 
worship  and  in  spirituality.  The  progress  of  the  circuit  is  the  re* 
siuta  of  more  systematic  visits  to  the  villages  for  religious  instruc- 
tion, and  the  good  example  shown  by  the  workers.  The  hindranoea 
to  the  work  are  quarreUing  and  abuse  among  the  people,  debt, 
dishonesty  and  bad  company. 

Chsmacmd  Cmsiuf. — Cto  this  circuit  the  new  converts  are  getting 
more  separated  from  idolatry ;  they  are  increasing  in  knowledge  of 
Christ  as  man's  redeemer  and  are  more  ready  to  near  the  wora  ol 
604,  Formerly  many  of  the  people  refused  to  acknowledge  they 
wen  Christians;  now  all  through  the  circuit  they  receive  the  prea- 
chers and  teachers,  join  with  them  in  worship  and  willingly  eive 
towards  pastoral  support.  This  progress  is  due  to  greater  aili- 
gwioe,  faithfulness  and  regularity  on  the  part  of  the  preachers  and 
teachers.  The  workers  are  for  the  most  part  men  of  good  ex- 
ample, zealous  and  industrious;  their  failings  are  that  they  are 
deficient  in  secular  and  biblical  learning  and  that  they  fear  to  face 
Hindus  and  Mahonunedans.  The  reports  from  the  ThaJcurdwaraj 
Kanihi  Seohara^  Mandmoar,  Kirathpur  and  Gai\)  circuits  resemble 
those  given  above.  Among  the  questions  asked  the  preachers-in- 
charge  was  this:  **What  are  the  greatest  obstacles  to  the  work?" 
It  is  noticable  that  not  one  of  the  fifteen  answers  given  to  this  ques- 
tion refers  to  opposition  from  Hindus  or  Mahommedans;  but  all 
speak  of  hindrances  in  the  Church  itself;  either  among  Mission 
agents  or  the  Christian  community.  This  shows  how  little  contact 
there  is  between  our  workers  and  the  non-Christian  community. 
We  lament  the  fact  but  we  can  expect  nothing  else.  More  than 
nine-tenths  of  our  workers  are  utterly  unprepared  to  present  Christ 
to  Hindus  or  Mahommedans;  and  were  they  ready  for  such  work, 
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they  would  have  no  time  for  it.    The  urgent  needs  of  the  ChrittlMi 
community  more  than  measure  up  to  the  resources  of  our  agency. 

More  than  two-thirds  of  the  Mission  workers  in  this  district  are 
nominally  employed  in  teaching  Christian  children  to  read.  Bui 
the  circumstances  are  so  unfavorable  that  the  results  are  distress- 
ingly unsatisfactory.  I  am  unable  to  resist  the  conviction  that 
the  majority  of  our  so^alled  village  schools  are  accomplishing 
nothing,  yet  to  close  them  would  be  to  take  away  from  the  illiterate 
Christian  community  its  sole  opportunity  of  learning  to  read  the 
Christian  scriptures.  We  are  in  a  sad  dilemma.  We  dare  nofc 
dose  the  sdhools,  yet  there  is  almost  no  possibility  of  improving 
them.  It  is  evident  that  a  workable  scheme  for  educating  village 
Christians  has  yet  to  be  devised.  Ai>  the  reduction  in  personal 
gifts  to  the  work  of  the  district  and  the  Mission  Board* s  decision 
respecting?  exchange  will  compel  us  to  make  a  reduction  of  18  per 
cent,  in  Mission  expenditure  on  the  district,  there  is  additional 
reason  for  trying  to  devise  some  better  and  more  economical  wsjr 
of  ministering  to  our  people. 

The  religious  creed  of  any  community  usually  finds  expression 
in  the  social  customs  and  religious  rites  which  prevail.  Judged  by 
this  standard  the  majority  of  our  church  members  and  probafionen 
are  not  Christians.  Christian  rites  in  connection  with  births,  mnr- 
riaffes  and  deaths  are  the.  exception  and  not  the  rule.  The  mn- 
hallahs  are  swarming  with  little  children,  yet  only  ten  Christian 
marriages  have  been  solemnised  on  the  district  during  the  year.  I 
have  not  taken  a  census  of  the  number  of  thaiui  still  remaining; 
many  of  the  preachers  report  that  their  villages  are  free  from  these 
idolatrous  shrines,  but  candor  compels  the  remark  that,  in  tome 
places  at  least,  tne  preachers  are  either  ignorant  of  what  their 
people  are  doing,  or  a  zealous  optimism  has  lured  them  beyond  the 
boundary  of  strict  veracity. 

In  my  official  visits  to  the  circuits  of  the  district  I  have  been 
everywhere  impressed  by  the  fact  that  in  each  circuit  the  condition 
of  the  work  depends  upon  the  efficiency  of  the  preacher-in-eharge. 
In  some  circuitH  the  preacher-in-charge  is  a  man  of  spiritu^ty. 
zeal,  energy  and  industry.  His  fellow-workers  catch  his  spirit  ana 
the  circuit  prospers.  In  some  circuits  the  preacherB*in*chaive  are 
indolent ;  they  know  very  little  about  the  condition  of  the  circuit 
their  helpers  grow  careless  and  the  condition  of  the  work  is  wretch- 
ed beyond  description.  There  are  102  nreachers-in-oharge  in  the 
North  India  conference,  94  of  whom  are  Natives  of  India,  the  pro- 
ducts of  our  own  churches.  We  have  no  right  to  eraect  that  a 
young  and  inexperienced  church  would  produce  such  a  large  num* 
ber  of  men  fit  for  the  responsible  position  of  preaoher-in-oharge. 
It  should  not  surprise  us  if  one-half  the  number  are  unfit  for  the 
position.  LfCt  us  reduce  the  number  of  our  circuits  and  put  no  man 
In  charge  of  whose  fitness  there  is  any  doubt.  i 
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OUDH  DISTRICT. 

Rar.  W.  A.  Mansbli^  Prt»Mng  .Eldw.— Another  year  of  work 
on  tt»e  Ondh  Dtitrict  has  cloBed  and  while  the  reaulta  have  not  been 
all  that  we  could  have  wished,  we  have  still  mucii  reason  to  thank 
God  and  take  courage.  The  following  la  a  brief  exhibit  of  the  work 
oa  Um  railoni  olrculta. 


Faithful  and  conscientious  work  has  been  done  in  all  stationa 
and  In  many  places  a  definite  advance  can  be  noted. 

Baptisms  have  been  rewer  this  year  than  tor  several  years  pre- 
Ttoufl.  This  is  partly  owing  to  increased  conservatism  on  the  part 
of  tha  ministers,  although  In  some  places  the  people  themselves  are 
not  as  approB^able  as  they  were  three  or  four  years  ago.  Non* 
Chrlrtian  opposition  to  our  work  Is  more  positive,  and  in  some  cae- 
M  the  false  aopes  which  were  ent«T'taiaed  of  gaining  settled  employ- 
ment or  some  other  material  advantage  having  been  given  up,  such 
aeekers  and  Ibeir  friends  have  turned  away  and  become  our  oppo- 
nents.    Notwithstanding  this  we  have  mode  progress. 

The  number  of  baptisms  during  the  past  year  has  been  many 
times  more  numerous  than  In  1889  before  the  revival  began,  ^d 
our  real  jn-owth  is  norma!  and  encouraging. 

Our  Qiurch  has  also  made  definite  advance  in  Christian  culture 
and  development.  The  people  are  becoming  more  and  more  free 
from  their  old  environments  and  customs.  Christian  customs  are  be- 
oomlns  more  Moeral.  A  definite  advance  can  be  seen  in  the  matter 
of  SMbath  oMervance.  In  one  station  in  Hardol,  the  people  are 
learotng  by  saoriflce  to  honor  the  Sabbath  day.  They  are  poor 
daylaborere  and  live  each  day  upon  what  they  earn  that  day.  To 
lay  by  money  at  present  seems  hopeless,  and  lo  lose  a  day's  labor 
and  (he  wages  for  that  day  seemed  almost  too  much  to  ask.  What 
could  ttaey  eat  that  day,  they  asked?  At  last,  of  their  own  free  will, 
Umt  arranged  out  of  their  small  earnings  to  put  by  a  pice  a  day 
ana  at  tiie  end  of  the  week  they  come  with  their  savings  and  buy 
food  tor  the  Sabbath.    Thus  they  are  free  and  spend  the  day  la 
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religious  observance  aad  in  leaitiing  xnor^  of  Christianitv.  The 
people  are  also  progressing:  in  temperance.  While  the  villagers 
have  not  been  given  to  drink,  in  some  places  our  oonvertp  were 
before  their  conversion  given  to  excessive  indulgence  Ia  the  use  af 
intoxicating  drugs,  in  which  India  abounds.  These  persons  have 
broken  off  their  intemperate  habits  in  this  direction  ana  not  ^Qonteat 
with  that  are  now  including  tobacco  in  the  interdicted  4rufl*& 

A  new  church  has  been  built  at  Shahabad  through  the  generos- 
ity of  Mrs.  A.  J.  M.  Ege.  It  is  a  neat  and  attractive  edifice  osp- 
able  of  accommodating  from  300  to  400  persons  and  with  its  extra 
rooms,  affording  comfortable  lodgings  for  the  Presiding  Elder  in 
Ms  rounds,  is  a  model  structure. 

The  famine  has  happily  passed  away  and  our  people  are  blessed 
with  abundant  crops.  In  several  places  poor  persons  who  were 
left  homeless  by  the  famine  have  oeen  collected  and  given  «  tftart 
in  life  and  will,  in  time,  becomis  the  center  of  Christian  settlements. 
They  now  receive  no  aid  from  us  but  are  living  comfortably  upon 
their  own  earnings. 

The  schools  in  the  district  are  in  a  generally  satisfactory  con- 
dition. The  sweeping  reductions  made  in  the  village  schools  of 
Hohilkhand  has  resulted  in  increased  vigilance  here  and  we  betteve 
(hat  in  tuitional  standard  and  results  our  schools  have  made  some 
progress,  although  we  have  not  yet  realized  our  ideal.  Two  0<»veni- 
ment-aided  schools  in  Lucknow  have  been  closed,  as  the  gifant 
was  so  reduced  that  the  schools  were  too  expensive  to  be  ccmtnined 
longer.  We  have  buildings  in  both  places  and  in  one  (the  oldest 
Mission  property  in  Lucknow)  a  recent  convert  from  "Brahminisin 
was  placed  in  charge  of  such  boys  as  he  could  collect,  and  given  a 
smaU  salary  to  begin  with.  He  has  now  a  fine  school  ctfover  ftfty 
boys,  a  Sunday  school  of  more  than  a  hundred,  and  has  been  grant- 
ed an  extra  teacher  whose  salarv  is  made  up  from  fees  collected. 
An  ordained  local  preacher  is  also  stationed  at  the  same  place 
and  the  work  skives  promise  of  being  soon  on  a  self-supporting 
basis.    The  Holmes  schools  at  Hardoi,  Shahabad,   and  Unao,  sup- 

Sorted  by  Mr.  and  Mrs  John  G.  Holmes  of  Pittsburgh,  eontinue  to 
o  excellent  work.  They  are  a  most  important  factor  in  evangelistic 
work  in  this  district  and  will  be  increasingly  important  as  the 
years  go  on.  We  have  no  more  earnest  wish  than  that  many  other 
similar  schools  might  be  maintained  in  other  needy  parts  of  our 
field. 

The  industrial  classes  started  in  connection  with  our  Dlstriot 
school  at  Lucknow  and  our  Frey  school  at  Unao  have  been  ^ 
success.  In  the  former  the  boys  have  made  a  practical  success  of 
carpet-weaving  and  other  light  industries,  besides  very  materiaUv 
aiding  in  the  support  of  the  school  from  crops  raised  on  a  small 
field  near  the  school.  At  Unao  the  boys  have  been  trained  In 
practical  farming  with  marked  success. 

Institutions  at  Lucknow. 

Bro.  Robinson  writes  concerning  the  circuit  and  the  finglMi 
work:  The  work  on  the  Hindustani  circuit  has  been  extended  soibb- 
what  this  year,  and  now  includes  twelve  centers  of  work.  Through 
the  help  afforded  by  a  special  gift  from  the  Rev.  G.  W.  MaSoB  6f 
the  Dee  Aloines  Conference,  a  preacher  has  been  placed  at  AUgaaj,  a 
place  to  which  yearly  large  numbers  make  pilgrimage  by  measuniag 
their  length  on  the  groux^.  The  Epworth  Lieague  of  the  Mettiodiat 
Church  in  Mount  Vernon,  Iowa,  supports  a  work  in  tiie  fanatical 
city  of  Rahimabad,  our  f s^thest  out-station.  This  year  Ihoee  have 
been  thirty-six  baptisms  of  all  castes.  Our  greatest  work  Is^amoQg 
the  young  men  and  women  of  the  High  Schools  and  Colleges )  many 
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of  whom  are  becoming  earnest  Christian  workers.  Twenty  Sunday 
schools  are  kept  going  through  the  aid  that  these  young  people 
give. 

The  work  in  connection  with  the  English-speakii^  church  has 
been  about  as  usual  this  year,  there  being  a  slight  falling  off  be- 
cause of  removals,  and  also  because  of  the  opening  up  of  another 
non-conformist  service  in  the  city.  However  the  church  is  doing  a 
good  work,  and  its  influence  over  the  nominal  Christians  of  the  na- 
tive community  is  increasing. 

Beid  Christian  College  aiid  Hiyli  Sdiool^  Rev.  C.  L.  Bare,  Principal. 
Bro.  Bare  writes : — 

It  was  a  good  year  in  many  respeots.  The  attendance  in  the 
Arts  and  Business  was  the  largest  in  its  history.  The  attendance 
on  the  Bible  classes  consequently  larger  than  ever  before.  In  this 
we  rejoice.  The  matchless  spirit  and  truth  of  Christ  impress  many 
that  He  is  really  and  truly  the  Saviour  of  the  world.  Many  receiv- 
ed Him,  as  never  before,  as  their  Sa,viour  from  all  sin. 

No  year  is  in  every  respect  all  we  could  have  wished.  The 
University  Examinations,  espacially  in  the  Firjt  Arts,  were  over* 
severe,  and  hence  there  was  a  large  percentage  of  failures,  not  only 
in  our  own  but  in  most  of  the  colleges  throughout  the  North- West. 
One  student  passed  Bachelor  of  Arts,  aad  two  the  Intermediate  or 
First  Arts  Examination  of  the  Allahabad  University.  Saven.  pass^ 
ed  Entrance  or  Matriculation  Examination  of  the  sam9  University, 
three  of  whom  were  Christians.  These  latter  parsed  highest  of  all, 
and  one  of  them  stood  fourteenth  in  the  order  of  marit  in  the  first 
division.  The  Collegiate  School  is  to  be  congratulated  :  seven  out 
of  thirteen,  or  more  than  59  per  C3nt,  passai  the  University  Exami- 
nation. Three  from  the  Collegiate  School  and  four  from  the 
Nakhas  Branch  School  passed  the  Anglo- Vernacular  Middle  Exaoi- 
ination. 

Our  institution  a^fain  did  well'^in  the  Scripwure  Scholarship 
Examination  of  the  Missionary  Eluoatioaal  Union  of  th3  N.-W.  P. 
and  Oudh.    Ten  out  of  eighteen  passed,    five  of  whom  drew  cash 

Srizes  of  Rs.  12,  10,  8,  7,  and  5  respectively  ;  and  one,  a  Mahomme- 
an  student,   received  a  monthly  schoelarship   of  Rs.   2-8  for  a 
year. 

Kind  friends  in  America  have  continued  throughout  the  year  to 
send  us  money  for  the  support  of  poor  Christian  students.  A  few 
new  temporary  scholarships  have  oeen  secured.  We  wish  to  thank 
all  friends  for  their  sympathy  and  help. 

Our  need  of  endowment  and  scholarships  still  continues.  We 
must  secure  these.  Our  own  work  and  the  general  Christianity  in 
this  land  demand  it.  We  should  have  at  once  a  productive  endow- 
men  of  $100,000,  or  200  scholarships  at  $500  dach.  The  simi  of 
$20,000  founds  a  foreign  professorship,  $8,000  founds  a  native 
professorship,  $500  founds  a  permanent  scholarship,  $30  educates 
a  student  a  year. 

The  Lucknow  Woman's  College  and  Girls  High  School,  —Miss  Tho- 
burn,  Principal,  has  had  another  prosperous  year.  The  school  is 
full  with  an  earolm3nt  of  158,  ana  the  college  numbers  15  young 
ladies  studying  for  the  B.  A.  degree.  The  results  of  the  last  yearns 
public  examinations  are  gratifying,  in  both  school  and  college, 
and  give  the  institutions  a  high  rank  among  the  schools  of  the 
province.  Three  young  ladies  graduated  from  the  high  school, 
and  four  passed  from  the  first  section  to  the  second  section  of  the 
college.  Two  new  Missionary  professors  have  been  teaching  in  the 
college  stalT  in  the  place  of  two  who  have  been  obliged,  on  account 
of  overstrain,  to  take  a  rest.  They  are  needed  to  be  added  to  the  per« 
znanent  staff. 


X  PBE8WING  ELDERS'  REPOBTS. 

A  clock-tower  and  bell  have  been  erected  as  a  memorial  to  Mrs. 
Theresa  M.  Porter  of  Chicago.  This  addition  is  an  ornament  to  the 
college  and  a  fitting  memorial  to  a  friend  of  the  education  of  women 
in  India. 

The  building  is  approaching  completion  but  funds  are  still  need- 
ed to  finally  finish  and  furnish  it.  No  more  worthy  investment  in 
mission  fields  can  be  found  than  this  first  Methodist  college  for  wo- 
men  in  Asia. 

The  De€UX)ms8^  Home  a^id  Rome  for  Homeless  Women,— In  connec- 
tion with  which  the  Zenana  work  is  also  conducted,  has  had"  a  good 
year.  Miss  Hardie  took  up  this  work  in  connection  with  her  duties 
at  the  Woman*  s  College  and  carried  it  on  very  successfully  until  she 
was  relieved  by  Miss  Fuller,  who  has  returned  to  India.  We  are  glad 
to  have  Miss  Fuller  in  our  midst  and  pray  that  she  may  have  divine 
guidance  and  blessing  in  her  important  charge. 

Methodist  Publishing  Hoitv,  Ludcnnw,—D.  L.'Thoburn,  Agent; 
Chas.  R.  Hawes,  Manager;  employs  150  men  and  prints  in  four  lan- 
guages. 

rhe  year  just  closing  has  been  one  of  the  most  successful  in  the 
history  of  the  Press.  An  entire  new  outfit  of  type  has  been  purchas- 
ed and  a  large  part  of  the  debt  paid  off.  The  income  from  job  work 
has  nearly  doubled  and  several  large  contracts  which  have  just 
been  secured  assure  us  of  a  permanent  income  for  several  years  to 
come. 

What  we  need: — 

1.  New  and  larger  presses  to  meet  the  demands  of  our  increas- 
ing job  work. 

2.  A  book  editor,  who  can  give  his  entire  time  to  the  translation 
and  editing  of  books  to  be  printed  in  the  vernaculars  of  North  India. 

3.  A  larger  income  for  printing  tracts  and  books  for  free  dis- 
tribution. 


SITAPUR  DISTRICT. 

Rev.  W.  a.  Mansell,  Presiding  Elder, — The  conference  which 
met  in  Bareilly  last  January  appointed  Peachy  T.  Wilson  to  the 
Sitapur  district,  and  with  his  accustomed  energy  and  earnestness  he 
threw  himself  heart  and  soul  into  the  work.  He  was  at  that  time 
acting  as  Chaplain  to  the  Nonconformist  troops  at  Sitapur  and  a 
regiment  composed  almost  entirely  of  Presbyterians  had  been  sta- 
tioned there,  requiring  much  of  his  time  and  attention.  He,  neverthe- 
less, with  his  wife,  began  a  tour  of  his  district  immediately  after  the 
conterence  and  visited  some  of  the  most  distant  points  in  his  field. 
Rain  and  cold,  rivers  to  be  crossed,  night  journeys  and  all  the  dis- 
comforts of  travelling  over  roads  unfrequented  by  European  travel- 
lers were  endured  without  a  murmur.  The  last  journey  was  under- 
taken the  7th  of  February ;  on  Friday  the  11th  Dr.  Wilson  returned ; 
Saturday  was  a  busy  day ;  Sunday  morning  was  a  busy  morning. 
Hindustani  Sunday  school  was  followed  by  the  formal  church 
service,  in  which  he  preached  with  unusual  earnestness  to  half  a 
thousand  soldiers.  This  was  followed  by  a  special  service  at  the 
Hospital.  He  returned  from  his  work  to  breakfast  but  before  he 
could  finish  his  meal  he  had  been  called  to  his  heavenly  home  and 
reward.  His  departure  seemed  more  like  translation  than  death. 
His  place  will  be  hard  to  fill.  "Qis  earnestness,  sincerity  and  open- 
hearledness,  his  love  and  sympathy  for  all  classes,  his  real  and 
unremitting  toil,  the  baptism  of  the  Spirit  which  he  preached  and 
exemplified,— all  have  all  left  a  hallowed  memory.  His  works  do 
follow  him* 

In  the  exigencies  of  the  work  the  Sitapur  district  was  after  tha 
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removal  of  Dr.  Wllsoa  Joined  to  the  Oudh  district  for  purposes  of 
administration.  The  work  has  been  carried  on  in  all  directions  as 
far  as  possible  on  the  lines  laid  down  by  Dr.  Wilson.  Mrs.  Wilson 
has  remained  In  charge  of  the  Boys'  school  at  Sitapur  and  also  of 
the  woman's  work  in  the  district. 

There  are  in  the  Sitapur  district  six  circuits,  with  an  aggregate 
Christian  membership  of  807.  There  were  116  baptisms  dunng  the 
year  in  review.  The  amount  raised  for  ministerial  support  was  Rs. 
410,  and  for  benevolent  purposes  Rs.  704.  These  amounts  include 
only  actual  collections  for  the  purposes  designated.  The  brethren 
in  (diarge  of  circuits  have  been  faitnful  in  teaching  their  Christians, 
and  also  in  their  efforts  to  win  new  converts.  Preaching  in  the 
melas  has  been  continued  and  we  believe  really  good  work  was  done 
at  the  Misriok  and  Gola-gokarn-nath  melas.  There  is  a  manifest 
spirit  of  inquiry  in  the  villages  and  towns,  which  is  very  encourag- 
ing. It  often  happens  that  farmers  and  merchants  from  distant 
places  who  have  come  into  Sitapur  for  business,  come  into  our 
central  Sunday  school  and  ask  for  papers  and  tracts.  When  quest- 
ioned as  to  when  they  first  heard  of  our  religion,  they  reply  that  at 
some  fair  or  in  some  bazaar  they  have  heard  the  gospel  preached 
and  are  anxious  to  hear  more  concerning  it.  We  are  sure  that  this 
earnest  inquiry  is  a  token  of  good  results  to  follow. 

The  territory  incuded  in  the  Sitapur  district  comprises  large 
tracts  in  which  good-siised  towns  and  villages  abound,  which  are 
almost  untouched  by  gospel  influences  as  yet.  It  reaches  almost  to 
tiie  borders  of  Nepal ;  and  we  have  now  a  preacher,  a  native 
Nepalese,  .who  is  stationed  as  near  the  line  as  he  can  get  and  who 
has  an  opportunity  for  talking  and  preaching  to  his  countrymen  as 
they  come  over  the  border  for  purposes  of  trade. 

Promising   churches  are  springing  up  in  Sidhauli  and  Bara- 

§anw,  and  our  people,  althougn  from  the  poorest  of  the  poor,  are 
oii^  what  they  can  for  the  support  of  the  gospel. 

The  work  in  Sitapur  itself  is  encouraging.  For  more  than  two 
months  in  the  spring,  while  the  Chaplain  was  at  the  frort,  we  had  to 
minister  to  the  Scottish  regiment  stationed  here,  and  now  again,  as 
the  Chaplain  takes  a  furlough  for  three  months,  the  same  work  has 
been  taken  up.  It  is  a  tax  on  time  and  energy,  but  at  the  same  time 
it  is  an  open  door  of  usefulness  which  cannot  be  avoided,  and  we 
believe  it  will  be  a  cause  of  blessipg  to  all  our  work. 

The  Boys'  school  is  flourising.  The  large  number  of  waifs 
taken  in  during  the  famine  makes  a  fine  addition  to  the  school. 
The  boys  are  making  advancement  in  learning  as  well  as  in  the 
acquirement  of  useful  handicrafts.  It  is  an  interesting  sight  to  step 
into  the  well-kept  school  enclosure  of  an  afternoon  and  see  a  group 
of  boys  here  making  rope,  another  ^roup  sewing,  a  third  making 
shoes,  and  yet  others  engaged  at  s^ardeninp:  or  carpentering  or  do- 
mestic pursuits.  A  new  line  of  dormitories  has  been  completed. 
This  with  other  improvements  makes  the  boarding-house  and 
grounds  present  a  fine  appearance. 

The  Grirls'  school  is  also  flourishing  and  filled  to  its  utmost 
capacity.  This  school  has  always  had  good  reports  from  the  visit- 
ing inspectors  and  maintains  its  good  reputation. 

Evangelistic  work  in  Sitapur  is  faithfully  carried  on.  The 
church  services  are  well  attended  and  the  League  and  Sunday  school 
are  doing  e^ood  work.  A  regular  service  is  also  held  weekly  in  the 
regimental  bazaar,  where  there  is  quite  a  commimity  of  Christians 
gathered  from  among  the  servants. 

The  opportunities  for  growth  and  rapid  development  in  the  en- 
tire district  are  almost  unbounded.  The  only  limit  is  the  capacity 
of  the  small  number  of  the  workers  in  this  great  field.  **Pray  y)^ 
ttierefor^  the  Lord  of  the  harvest." 
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OARHWAL  DISTRICT. 

Rev,  Joseph  H.  Gill,  Presidiyig  Elder,— The  population  of  this 
district  is  entirely  rural,  as  we  have  no  cities  here  inhabited  by 
Garhwalis.  The  small  bazars  of  Kotdwara  and  Srinagar  are  largely 
populated  by  baniyas  from  the  plains. 

In  studying  the  situation  we  find  all  along  the  pilgrim  route  that 
the  financial  profit  to  be  gained  from  the  pilgrim  is  the  controlling 
thought  of  the  people.  The  priest  expects  offerinofs.  The  shop-keeper 
profits  from  sale  of  merchandise  and  the  changing  of  money.  The 
peasantry  hire  themselves  as  coolies  to  richer  pilgrims  at  ezhorbi- 
tant  wages.  All  these  classes  have  a  money  interest  in  the  pilgrim 
traffic.  The  wnde  log,  or  temple-runners,  make  annual  visits  to  the 
plains  dividing  the  territory  among  themselves  where  they  drum  up 
trade,  seek  out  prospective  pilgrims  and  live  like  leeches  on  what 
they  can  get  out  of  their  customers,  to  whom  they  act  as  eruides. 

Away  from  the  pilgrim  route  people  are  more  accessible  and  open 
to  influence,  but  the  struggle  among  them  to  get  bread  enough  to  keep 
soul  and  body  together  is  so  great  that  they  give  attention  to  but 
little  else.  In  times  of  important  family  occurrences,  at  marriages. 
at  deaths,  at  times  of  performing  shrad  ceremonies,  and  on  the  £ced 
Hindu  festivals,  the  people  take  a  short  respite  from  toil.  No  one 
can  grudge  them  the  healthful  recreation  they  find  in  ceasing  from 
their  toil  and  tramping  to  the  nearest  shrine  on  the  Ganges,  dressed 
in  holiday  attire  and  singing  as  they  go.  The  study  of  the  shrines 
themselves  and  what  they  see  and  hear  there  is  too  large  a  subject 
to  be  dealt  with  here.  One  fact  is  worth  mention  and  that  is  that  nine 
out  of  ten  of  Garhwali  worshippers  are  women,  and  this  may  indi- 
cate that  the  faith  of  the  women  in  idolatry  is  less  disturbed  than 
that  of  the  men.  My  experience  is  that  among  men  faith  in  idolatry 
is  a  waning  quantity. 

This  year  I  borrowed  a  copy  of  the  Kedar  Khand  Pur  an  to  read. 
I  got  it  with  difficulty,  for  I  do  not  know  of  but  one  or  two  copies  in 
the  district  outside  the  greater  shrines.  It  is  only  available  in 
manuscript.  The  Brahmin  who  kindly  lent  it  to  me  thought  it  rather 
a  profitless  book  for  me  to  read,  saying  it  was  only  a  book  of  stories, 
and  extravagant  tales  at  that.  I  replied  I  knew  that  fact,  but  while 
it  is  quoted  and  preserved  as  valuable  to  Hindus  I  ought  to  know 
what  the  people  were  taught  and  what  they  listened  to  and  believ- 
ed in. 

Selections  from  this  book  are  to  be  found  in  the  government 
gazetteers.  But  the  stories  are  preposterous  inventions  of  mercenary 
priests  whose  aim  is  simply  to  persuade  the  guUable  and  untaught 
Hindu  to  make  the  pilgrimage.  Printed  with  a  commentary  expos- 
ing the  real  purpose  of  these  Munchausen  tales,  it  would  soon 
cease  to  have  any  place  in  literature  except  that  of  fiction,  and  ex- 
travagant fiction  at  that.  If  it  were  true  that  the  very  g^round,  the 
earth  and  rocks  and  streams  in  Garhwal  brought  sanctity  and  sal- 
vation, as  is  claimed,  society  here  would  be  dififerent,  and  the  courts 
and  jails  less  crowded. 

The  conclusion  of  this  is  that  the  hour  of  high-noon  has  struck 
for  the  relief  of  suffering  and  mistaught  mankind  here.  The  fictions 
and  myths  long  treated  as  true  are  l^ing  proved  false.  The  door  is 
open  for  the  teachers  of  truth  to  enter.  There  is  room  for  Christ 
and  His  blessed  gospel.    Now  let  him  enter. 

During  the  year  we  have  had  but  few  baptisms,  only  forty  in  all. 
A  verylirge  number  of  tracts  and  pamphlets,  amounting  to  many 
thousands,  have  been  distributed,  and  a  few  copies  of  the  Christian 
books  and  scriptures  sold.  A  great  deal  of  itinerating  has  been 
done  by  the  preachers,  who  proclaimed  the  gospel  as  they  travelled, 
Vid  tliey  report  havinjg^  visited  many  religious  fairs.    Each  of  our 
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isolated  hill  stations  is  a  oenter  whence  the  truth  spreads.  Our 
district  conference  was  a  season  of  communion  with  each  other  and 
with  God,  and  the  themes  of  the  preachers  and  the  spirit  manifested  in 
our  social  meetings  were  full  of  revival  power.  For  days  before  we 
assembled  for  the  district  conference,  special  services  were  held  in 
some  circuits,  at  which  many  were  led  to  new  consecration  and  a 
quckened  spiritual  life. 

In  holdm?  Quarterly  conferences  and  visitlog  the  Christian  people 
I  have  travellea  slowly  over  difficult  roads,  sometimes  in  imminent 
danger,  960  miles  in  tne  interior  of  Garhwal,  spending  in  these  trips 
ninety  days  away  from  head-quarters.  I  would  have  travelled  more 
and  spent  more  time  on  touring  but  for  the  many  calls  for  a  mis- 
sionary at  the  nead-quarters  in  Pauri.  The  care  of  the  school  there 
is  an  important  part  of  the  work.  But  touring  in  Garhwal  must 
always  hd  very  hard,  both  on  the  people,  who  are  still  forced  to 
carry  the  traveller's  baggage,  and  on  the  traveller.  The  only  re^ 
medy  is  cart-roads. 

The  most  noted  events  of  the  year  have  been  the  emigration  of 
the  large  girls'  school  with  the  teachers,  assistants  and  the  mission- 
ary ladies,  on  the  completion  of  the  two  residences  of  the  missionaries 
at  Gadoli,  now  occupied  by  Dr.  Ashe  and  Miss  Kyle.  This  makes 
a  great  diflference  in  the  appearance  of  the  old  head-quarters  at 
Chopra  and  in  the  audiences  at  services.  But  we  hope  that  this 
difference  will  not  always  last  and  that  Chopra  will  again  fill  up. 

Another  great  change  was  the  departure,  in  fulfilment  of  a  long 
cherished  plan  of  mine,  of  Rev.  D.  A.  Chowfin  to  his  own  land 
and  old  home  at  Musetee,  Kainur  circuit,  taking  with  him  his 
estimable  family  and  some  twelve  Christian  boys.  Another  change 
was  the  occupation  of  Bainoli  circuit,  cut  off  from  the  south  of  Kamni, 
by  Rev.  F.  W.  Green  wold.  All  of  these  items  are  the  result  of 
growth  and  have  already  brought  promise  of  good  greater  than 
before.  I  should  not  omit  to  mention  the  death  of  a  most  valuable 
ordained  native  minister.  Rev.  Sundar  Mani,  a  man  of  singularly 
transparent  character,  pious,  free  from  debt  and  tobacco.  He  was 
in  one  way  of  small  ability,  but  large  in  the  qualities  that  make  trust- 
worthy, faithful,  plodding  ministers  of  the  gospel.  The  memory  of 
his  life  and  work  are  one  of  the  treasures  oi  the  young  church. 

In  the  matter  of  self-support  we  have  done  a  little  more  than 
last  year,  but  we  have  not  realised  the  one-quarter  advance  request- 
ed. We  are  teaching  continually  against  debt  and  if  we  succeed 
in  seeing  all  our  preachers  free  from  this  curse  we  will  have  begun 
a  new  era,  for  debt  is  the  normal  condition  of  the  Garhwali,  We 
are  pressing  the  subject,  and  I  hope  that  the  coming  year,  if  crops 
are  good,  will  see  our  preachers  almost  all  free. 

In  addition  to  money  collected,  Rs.  108,  for  one  preacher's  sup- 
port, I  may  state  that  one  other  preacher  earns  his  entire  support 
on  Gadoli  circuit  by  superintending  the  sale  of  wood,  which  in  no 
way  hinders  his  preaching.  Besides,  we  have  three  teachers  on 
Rs.  3  each  and  one  on  Rs.  4  per  month,  who  earn  the  balance  of 
their  income  from  their  own  fields,  and  an  exhorter  at  an  important 
point,  who  receives  only  the  sum  of  Rs.  3  and  yet  has  a  family  to 
support ;  he  earns  the  remainder  from  his  own  fields.  This  Is 
surely  self-support  although  it  does  not  count  in  the  column  of 
statistics.  Brother  Chowfin,  since  June  last,  relinquished  voluntari- 
ly Rs.  210  on  his  salary,  or  Rs.  35  x>er  month,  and  this  money  now 
goes  to  support  his  substitute  at  Pauri  while  he  himself  faithfully 
cultivates  a  large  and  needy  circuit  at  Kainur.  This  is  self-support 
also,  though  not  counted  in  the  statistics,  either.  Garhwal  is  the 
little  Benjamin  among  the  districts.  The  results,  as  seen  in  the 
formal  returns,  come  far  short  of  our  wishes  and  hopes.  But  of 
this  I  am  sure,  that  in  all  this  annual  conference  there  is  no  ground 
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of  equal  extent  and  population  where  a  definite  and  inoreasing  im^ 
pression  in  the  interest  of  Christianity  and  its  teaching,  is  greater 
and  more  widely  spread  than  in  Garhwal.  We  report  good  bene- 
Tolent  collections  and  a  fair  sum  for  pastoral  support. 

BairwU  Circuit.— Rey,  F.  W.  Greenwold  writes  :  The  work  in  this 
oirouit  is  only  begun.  At  one  time  a  school  was  opened  in  Bainoli, 
and  had  it  been  permanent,  there  must  have  been  fruit  from  it  ere  this. 
The  Master,  whose  servants  are  now  found  everywhere,  will  surelj 
cause  the  seed  sown  to  generate.  This  is  a  thickly  populated  dis- 
trict. Brahminism  has  so  entangled  the  people  in  error  and  f  alse» 
hood  that  it  will  be  difficult  to  save  them  from  it,  but  God  in  his 
mercy  will  break  down  the  fort  of  error  and  falsehood.  I  have 
visited  the  people  in  their  villages  and  made  friends.  The  distri- 
bution of  medicine  has  been  a  means  of  introduction  to  many.  I 
tell  them  this  is  only  for  the  body,  but  there  is  a  medicine  for  the 
soul  which  is  from  the  Lord  Jesus  Christ,  and  that  His  soul-medicine 
is  beyond  computation  precious.  Some  are  roused  by  the  preach- 
ing and  tell  me  that  they  will  enquire  from  their  Brahmins  about 
it.  We  have  a  Sunday  school  but  we  need  more  helpers.  It  is  my 
aim,  if  I  am  spared,  to  carry  God's  name  all  over  this  pargannah. 

Qadoli  Circuit,— Rey.  W.  W.  Ashe  writes:  In  manv  respects  this 
has  been  a  prosperous  year  for  Gadoli.    Blest  with  abundant  rain^ 

glenteous  harvest  and  good  health,  our  people  have  been  more 
opeful  and  energetic.  A  dormitory  for  our  Christian  boys  and  a 
very  small  hospital  and  dispensary  are  almost  completed  and  will 
be  ready  for  the  new  year. 

The  spiritual  condition  of  the  pjeople  is  not  what  it  should  be, 
but  some  are  growine;  in  grace  and  give  promise  of  higher  living. 
The  industrial  school  is  still  in  the  experimental  stage,  but  results 
so  far  are  encouraging.  The  senior  and  junior  Leagues  are  doing 
a  good  work.  The  medical  work  has  brought  In  its  share  of  fruit, 
and  promises  greater  results  in  the  future. 

Kainur  Circuit, — Rev.  D.  A.  Chowfln  writes:  I  took  charge  of 
this  circuit  last  May.  It  consists  of  seven  sub-circuits  or  stations 
and  has  a  population  of  70,000  souls.  This  is  a  very  large  field  to 
cultivate  for  the  Master.  Before  my  arrival  the  foundation  of  this 
Christian  work  had  been  laid  by  the  faithful  labors  of  the  worthy 
fellow-ministers  who  preceded  me  in  the  chare^e.  I  have  itinerated 
all  through  the  circuit,  travelling  over  400  miles. 

The  preachers  and  teachers  are  doing  what  they  can  for  the 
Lord.  Only  a  few  baptisms  have  occurred  but  we  hope  to  have  many 
more  shortly.    I  found  hopeful  signs  during  my  tour  just  closed. 

The  spiritual  condition  of  some  Christians  in  certain  out-stations 
is  not  satisfactory,  but  there  are  many  who  are  trying  to  live  a  true 
Christian  life.  I  have  about  twelve  Christian  boys  entrusted  to  me. 
My  wife  spends  a  good  deal  of  her  time  looking  after  their  needs  and 
training  them  for  Christ.  Hundreds  of  tracts  and  pamphlets  have 
been  distributed.  The  distribution  of  medicine  we  regard  as  an  im- 
portant paH  of  our  work  and  as  a  means  of  introducing  our  Savi- 
our to  the  heathen.  Most  of  the  people  are  uneducated  and  it  is 
very  hard  to  make  them  understand  the  precious  truths  of  Christ's 
religion.  However,  the  Spirit  of  the  Lord  is  working  slowly  and 
surely  and  the  day  will  certainly  come  when  thousands  of  these 
souls  will  be  drawn  unto  Jesus  and  be  saved. 

Lansdowne  and  Sriiutgar  Circuits, — Rev.  Kdward  Thomson  writes: 
During  the  year  past  I  have  had  the  charge  of  these  two  circuits 
and  have  itinerated  in  them  both.  Taking  my  family,  I  went  to 
Lansdowne  and  saw  results  in  my  tour,  as  five  baptisms  took  place  in 
Lansdowne  and  one  in  Srinagar.  Many  tracts  were  distributed  and 
some  books  sold.  The  soldiers  are  Garhwalis  and  are  favorable 
towards  Christians,  and  some  attend  services.    Many  Christians  ifi 
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tbe  band  are  desirona  of  Christian  instruction  and  they  long  to 
have  a  minister  live  amonsf  them.  Cantonment  rules  are  hard  on 
those  who  live  there,  stillwe  must  put  up  with  them  for  Christ^  s 
sake.  It  is  our  duty  to  save  souls.  I  found  the  road  to  Kukani 
difficult,  but  remembered  that  our  beloved  Miss  Rowe  travelled 
this  very  road,  and  this  thought  made  a  deep  impression  on  me. 
While  it  is  true  that  on  earth  Christians  must  encounter  difficult 
paths,  it  is  a  consolation  to  know  that  they  will  one  day  walk  on 
the  broad  and  golden  streets  of  Heaven. 

Ramni  Circuit.— Rev.  Sabine  Mansell  writes  :  My  work  com- 
mences from  Kotdwara,  where  in  the  cold  season  all  the  Bhotiya 
people  go  for  cloth  and  sugar.  I  preach  the  gospel  where  they  sit 
and  when  they  walk  I  go  along  witn  them  and  their  sheep  and  goats, 
talking  with  the  Bhotiy  as.  Almost  all  these  Bhotiya  people  are  TOCom- 
ing  our  friends.  All  these  people  know  that  there  is  a  Christian  living 
in  Ramni,  who  is  preaching  about  a  new  incarnation,  named  Jesus 
Christ.  This  Upper  Garhwal  is  full  of  idols  and  gods.  There  is 
no  high  hill,  no  valley,  no  road,  no  pass,  no  village  without  idols 
for  different  kinds  of  people. 

I  visited  sixty  or  seventy  villages,  where'.the  people  heard  the 
news  of  salvation. 

I  made  a  tour  towards  Badrinath  and  walked  to  Mana  village, 
the  most  northern  inhabited  point  on  that  road.  I  distributed 
pamphlets  and  tracts  to  the  pilgrims  and  presented  a  New  Testa- 
ment to  the  Rawal  Sahib  or  high-priest,  telling  him  that  this  is  the 
only  book  in  the  world  which  will  prevail  and  all  the  other  false 
things  will  pass  away. 

Medicines  are  a  splendid  means  of  opening  work.  Now  these 
people  know  that  as  the  medicines  of  Christians  are  good  so  their 
book  must  be  true.  Medicines  have  been  given  to  about  400  people, 
and  for  about  fifty  persons  teeth  have  been  drawn.  My  wife  cured 
a  very  dangerous  ease  when  a  woman  was  at  the  point  of  death.  One 
man  is  still  under  treatment.  He  has  been  torn  by  a  bear,  which 
took  off  half  the  skin  of  his  head  and  wounded  him  very  badly. 
Our  people  at  Nandprayag  are  doing  good  work  among  the  people 
of  Pokhri  Nagpur,  and  among  the  pilgrims  who  pass  by  on 
that  road.  One  of  my  helpers  went  towards  Niti  in  the  cold  season 
and  distributed  literature  on  that  side.  These  people  are  learning 
the  value  of  education.  This  year  there  are  about  eighteen  boys  on 
the  school  roll  and  more  are  expected  to  come  when  we  have  a  house. 
There  were  very  few  baptisms  tnis  year,  but  some  of  the  people  are 
becoming  inquirers.  This  country  belongs  to  the  Lord  Jesus.  He 
will  help  his  people  in  sowing  seed  and  Qie  day  is  coming  when 
thousands  and  thousands  will  come  to  Jesus  Christ.  May  God 
bless  His  work  in  Upper  Garhwal. 

SAMBHAL  DISTRICT. 

Rev.  H.  a.  Cuttino,  Presiding  J3Uer.— We  give  God  thanks 
that  the  great  affliction  of  the  past  year  that  came  upon  us  because 
of  the  famine,  is  now  a  thing  of  the  past.  Our  Christian  conmiunity 
suffered  much,  and  some  among  them  were  at  that  time  driven  by 
the  pangs  of  hunger  to  asking  aims,  but  now  that  is  all  over.  This 
year  once  more  our  people  have  begun  to  marry  and  be  given 
in  marriage  and  have  again  taken  up  the  usual  course  of  life,  and 
to  some  extent  have  forgotten  the  great  affliction  through  which  they 
passed.  The  district  comprizes  thirteen  circuits,  within  the  bounds 
of  which  there  are  374,215  inhabitants,  Our  Christian  community 
has  shown  a  severe  failing  off,  owing  to  the  corrections  that  had  to 
be  made  ia  the  ohuroh  registers  following  last  yearns  famine.    Great 
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numbers  of  our  people  left  home  and  friends  and  went  out  into  tb^ 
world  in  search  of  food  and  employment,  and  have  not  yet  returned. 
Nevertheless  the  district  has  8,314  Christians. 

The  work  this  year  has  baen  very  hard  for  several  reasons. 
On  account  of  a  reduction  in  the  Goucher  schools  a  large  number 
of  boys  who  had  been  reoeivin?  an  education  were  sent  home,  and 
besides  this,  on  account  of  a  reduction  in  funds,  a  number  of  workers 
had  to  be  dismissed.     Some  of  these,   taking   their  dismissal  as 

gunishment,  turned  against  us  and  have  been  doing  their  best  to 
inder  the  progress  of  Christianity,  going  so  far  as  to  make  efforts 
to  revive  idol- worship  among  our  people,  and  in  some  cases  su> 
ceeding.  Another  difficulty  that  has  had  to  be  faced  is  that  of  child- 
marriage.  At  the  first,  understanding  these  to  be  simply  betrothals 
and  thinking  to  abolish  the  custom  gradually,  we  tolerated  themi; 
but  seeing  that  the  people  did  not  look  upon  them  in  the  same  light, 
and  noting  that  there  was  baing  no  progress  made  in  changing  the 
custom,  we  had  to  set  our  faces  strongly  against  it  and  refuse  to 
attend  such  ceremonies.  Ln  addition  to  this  some  of  our  own  work- 
ers had  to  be  disciplined  for  breaking  our  rules  in  regard  to  chlld- 
marriago,  and  they,  along  with  their  rolatives,  have  become  enemies 
to  our  cause,  and  have  even  gone  so  far  as  to  threaten  life. 

The  deaths  of  Rev.  Bhola  Singh  and  Miss  Kowe,  both  of  whom 
had  been  so  earnest  in  uprooting  idolatry  in  this  district,  has  given 
great  encouragement  to  idolaters.  The  foolish  people  suppose  that 
the  death  of  these  two  devoted  servants  of  God  was  due  to  the  in- 
fluence of  the  idols  they  had  sought  to  overthrow,  and  thinking  this 
they  taunt  us  with  defeat  and  imagine  that  the  whole  district  will  be 
lost  to  Christ.  The  influence  of  this  has  been  so  great,  that  to  the 
sorrow  of  the  workers  some  of  our  new  and  poorly  instructed  con- 
verts were  led  astray  and  a^ain  began  idolatrous  practices.  But 
we  realize  that  this  weakness  is  past  its  worst  and  that  soon  a?ain 
there  shall  be  complete  triumph  for  our  cause.  My  fellow-workera 
were  much  distressed  about  this  condition  of  affairs  and  repeatedly 
besought  me  to  help  them  in  their  various  flelds.  I  could  only  do 
what  was  possible  and  tell  them  to  pray  the  Father,  for  the  promise 
is  that  all  things  shall  be  put  under  His  feet.  Our  prayers  prevailed, 
and  we  have  rejoice!  to  see  that  the  ignorant  people  are  giving  up 
their  idolatry,  especially  that  which  occurs  in  connection  with  mar- 
riages, and  IS  so  hard  to  eradicate.  Satan  is  being  cast  out,  and 
already  he  is  asking  permission  to  go  into  the  swine.  His  banner 
is  trailing  in  the  dust  while  that  of  the  Lord  Jesus  is  being  lifted 
high.  Those  who  for  a  tlma  were  tempted  to  leave  us  are  returning, 
and  the  foe  does  not  dare  lift  up  its  head  against  the  daughter  of 
Zion.    Hallelujah  to  God! 

We  have  made  a  good  advance  in  our  Sunday  school  work,  and 
have  this  year  5,625  scholars^  or  almost  a  thousand  more  than 
last  year.  There  has  been  a  slight  decrease  in  the  number  of 
schools. 

There  have  been  fewer  baptisms  than  in  past  years,  for  the 
reason  that  we  have  devoted  much  of  our  energies  to  teaching  more 
thoroughly  the  people  already  under  us.  In  order  to  the  better  push 
forward  the  right  kind  of  pastoral  visiting,  we  have  introduoea  for 
the  workers  a  kind  of  a  diary  in  which  they  are  compelled  to  enter 
each  day's  doings.  At  first  there  was  much  friction  from  this;  but  it 
has  put  life  into  the  work,  and  we  hope  for  bettor  results  from  the 
faithful  visiting  of  the  people  thus  produced. 

Viewed  from  a  temporal  standpoint,  there  is  encouragement  for 
our  people.  Our  boys  and  girls  are  in  the  various  schools  and  col- 
leges of  the  mission,  and  also  some  in  the  Agra  Medical  school,  and 
as  a  rule  thev  do  well  in  their  studies  and  classes.  If  we  mistake 
not,  Sambhal  district  as  compared  with  other  portions  of  the  ooiv 
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ferenoe  will  stand  higfh  in  this  reg^ard.    Our  young  people  in  the 
schools  are  doin^  splendidly. 

Notwithstanding  our  hard  fight  with  idolatry,  there  still  has 
been  some  advance  in  the  spiritual  state  of  the  church,  as  witnesses 
our  increase  in  the  matter  oi  self-support.  Unless  our  people  had 
received  great  blessings  they  would  not  have  made  such  an  advance. 
Liast  year  the  conference  asked  thi^  district  to  raise  Rs.  662,  or  al- 
most a  hundred  rupees  more  than  ever  before.  As  a  result  of  our 
efforts  we  have  collected  for  self-support  this  full  amount,  and  also 
almost  Rs.  28  for  worn-out  workers.  This  is  a  good  showing,  and 
indicates  that  our  people  have  been  self-sacrificing. 
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Rev.  Wm.  Peters,  Presiding  2ffWer.— Comparing  this  year  with 
the  two  preceding  years  we  can  see  how  wonderful  are  God's  ar- 
rangements— after  two  years*  continuous  famine,  things  have  now 
changed  entirely.  Then  all  the  animals  of  the  earth,  and  the  trees 
and  flowers  were  dying,  now  everything  looks  green  and  flourish- 
ing. But  the  Lord  used  the  famine  also  for  His  glory,  and  hund- 
reds and  thousands  of  the  poor  and  orphans  joined  the  fold  of 
Christ,  and  it  is  hoped  these  will  in  the  near  future  become  the 
means  for  saving  many  more  from  the  bondage  of  sin,  and  will 
shine  like  gems  in  the  crown  of  the  Heavenly  Father. 

The  Lord  be  praised,  now  our  poor  Christians  who  left  us  in 
search  of  their  daily  bread,  are  all  flocking  back  and  the  outlook 
is  in  every  way  more  hopeful.  The  curches  will  now  improve  rapid- 
ly and  the  people  will  contribute  more  largely  for  their  support. 
In  these  days  we  pay  special  attention  to  this  matter,  and  in  due 
time  we  hope  to  establish  self-support  among  our  schools  and 
churches.  We  have  already  met  with  a  degree  of  success  and  there 
is  no  circuit  in  which  the  Christians  have  not  contributed  towards 
pastoral  support.  The  maximum  contribution  per  head  was  Rs.  24 
per  annum,  and  the  minimum,  from  cultivators  and  daily  laborers, 
Rs.  6.  Similarly,  the  income  from  fees  and  the  Government  grant 
has  shown  an  improvement. 

Bahraich, — Year  by  year  this  work  shows  some  progress.  The 
number  of  Christians  is  constantly  increasing,  but  we  have  had  to 
stop  baptising  because  it  is  not  good  to  do  so  until  there  are  suffl- 
cient  arrangements  for  their  instruction.  It  has  therefore  been 
arranged  to  prepare  some  men  to  become  preachers  and  teachers 
for  their  own  classes,  but  for  this  also  some  help  is  needed,  though 
the  pastor  and  one  or  two  workers  try  their  best  to  cope  with  me 
difficulty.  The  truth  is  that  these  people  are  very  ignorant,  and 
although  they  have  given  up  idolatry  and  superstition  and  have 
begun  to  follow  Christ,  they  are  far  from  Christian  perfection. 

The  schools  are  in  a  good  condition.  The  Vernacular  middle 
school  has  55  Christian  and  60  non-Christian  boys  on  its  rolls,  and 
receives  a  Government  grant  of  Rs.  25  per  mensem.  The  result  last 
year  was  excellent — two  boys  were  sent  up  for  the  middle  examin- 
ation and  both  passed  in  the  1st  division,  and  similarly  Christian 
and  non-Christian  boys  passed  the  Government  annual  examin- 
ation in  the  other  classes. 

Some  orphan  boys  are  learning  cultivation  [khidmcUgani)  and 
different  kinas  of  labor,  such  as  masonry  and  lime-kiln  work,  and 
wherever  such  men  are  needed,  we  train  and  provide  them.  In 
Bahraich,  whenever  any  Government  officials  require  Christian  ser- 
vant I  provide  them  at  once,  and  it  is  noteworthy  that  there  has 
never  been  any  complaint  about  these.  It  is  hoped  that  Christiaa 
eervants,  &c.,  will  soon  prove  themselves  worthy  of  higher  pOBtSt 
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It  is  ajmat  pity  that  this  field  is  so  large  and  the  workers  are  so 
few.  These  brethren  are  working  in  the  Master's  service  with  all 
their  might. 

This  ^ear  the  Lord  called  away  the  pastor,  Francis  Peter,  and 
since  then  I  have  had  charge  of  his  work,  assisted  by  brother  A.  S. 
Wesley,  local  preacher,  who  gives  some  nelp  in  the  school  also. 

The  Epworth  League  work  is  very  progressive  in  this  district, 
and  in  every  villag^e  where  Christians  are  living  some  meetings  of 
the  League  are  held. 

llie  Sunday  school  work  also  is  improving  and  hundreds  and 
thousands  of  tongues  sing  praises  to  the  name  of  Christ. 

Ghnda. — Brother  S.  B.  Finch  is  working  in  this  circuit.  There 
is  an  improvement  in  the  work  as  compared  with  the  work  of  last 
year  and  of  the  vear  before,  and  the  spiritual  condition  of  the 
people  is  well  looked  after.  Everything  is  done  in  accordance  with 
the  rules  in  the  ''Discipline''  of  the  M.  E.  Church,  but  the  village 
work  does  not  show  sufficient  progress.  The  workers  are  few,  but 
still  there  is  room  for  much  improvement.  There  is  a  Vernacular 
middle  school  in  the  city  and  a  ''Frey"  school  near  the  railway 
atation.  Both  are  getting  Government  aid^  and  are  doing  well, 
l^is  year  4  boys  passed  the  middle  examination  and  the  otider 
classes  did  well  also. 

The  girls'  boarding  school  has  been  improving  year  after  year, 
not  only  with  regard  to  numbers,  but  in  secular  and  religious  in- 
struction also.  iSie  girls  are  mostly  orphans  but  they  are  looked 
after  with  true  motherly  care.  The  result  of  the  Government  ex- 
amination was  good  :  three  were  sent  up  for  the  Anglo-Vernacular 
middle  examination  and  all  passed  in  the  2nd  division. 

All  our  schools  in  this  district,  whether  boys'  or  girls',  are 
progressing  well,  and  the  Zenana  work  in  every  place  is  showing 
signs  of  improvement.  We  are  deeply  thankful  to  our  Heavenly 
Father  for  all  these  blessings  and  pray  that  all  workers  and  helpers 
may  be  strengthened  by  the  ^race  of  God  to  work  together  in  His 
service,  and  for  His  glory,  without  hindrance  and  dissensions,  so 
that  this  country  may  soon  be  conquered  for  Christ,  and  His  ever- 
lasting banner  extend  from  land  to  land. 

I  began  itinerating  after  the  annual  and  central  conferences, 
about  the  middle  of  February,  and  visited  Nanpara  first.  This  cir- 
ouit  is  contiguous  with  the  I^epal  territory,  and  the  best  work  of  the 
circuit  is  done  in  Ru^aediha,  which  is  situated  on  the  border  line 
of  Nepal.  The  Christians  receive  religious  instruction  regularly, 
and  those  who,  during  the  famine,  went  away  in  search  of  food,  are 
all  coming  back  a^ain.  Services  are  regularly  held  in  the  '*Elder^ 
man"  Chapel,  and  twice  during  the  year  I  held  revival  meetings  with 
the  help  of  the  pastor,  and  the  people  thus  ^ot  considerable  spirit- 
ual help  and  blessing.  New  work  was  opened  in  several  places  this 
year,  but  the  work  chiefly  consists  in  strengthening  and  instructing^ 
ttie  converts,  and  even  this  cannot  be  done  quite  satisfactorily  owing 
to  the  want  of  workers.  This  work  is  under  the  charge  of  brother 
L.  J.  McGce,  local  deacon. 

I  visited  the  Kaisargavj  circuit  twice  during  the  year,  and  found 
the  work  in  excellent  condition.  At  first  the  work  in  this  circuit 
•had  appeared  very  difficult  and  unpromising,  but  within  3  years 
there  has  been  a  wonderful  change,  and  it  is  hoped  that  the  work 
will  be  more  fruitful  in  future. — Brother  Baldeo  Pershad  is  in 
charge^ 

The  BMnga  circuit  is  in  charge  of  Revd.  J.  F.  Samuel.    I  visit- 

^  this  circuit  twice  during  the  year,    but  I  could   not  see  all  the 

villages  in  which  Christians  are  living.    All   the  brethren  are  zeal- 

lOUS  and  the  work  is  going  on  well.    The  converts  and  the  schools 

•are  progreseing,  and  Christians   are  found  in  every   town  and  vil- 
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lage  where  preachers  are  stationed.  The  preaoheroin-oharge  tries  hia 
best  to  help  the  exhorfcerd  and  preachers  and  to  strengthen  the  new 
converts. 

The  Bcdvampur  circuit  is  in  charge  of  Revd.  Behari  Lall,  but 
the  work  is  not  gettlno:  on  well.  The  people  are  good,  but  the  work 
done  leaves  much  to  be  desired.  However,  some  improvement  was 
seen  during  the  year.  The  field  is  extensive  and  the  outlook  pro- 
mising. The  school  is  in  good  condition,  and  there  is  also  a  small 
BchooT  for  Christian  boys  and  inquirers.  There  is  some  work  amonf 
the  Tharus,  but  it  has  not  progressed  owing  to  the  famine  which  had 
dispersed  them.  However,  now  they  are  returning  and  in  future  there 
"Will  be  greater  progress.  Mr.  Sturgeon  is  very  kindly  helping  the 
work  among  the  Tharus.  May  God  keep  up  his  zeal,  and  may  the 
fruits  of  this  labor  give  him  happiness  here  and  hereafter. 

It  is  a  great  loss  that  our  brother  Revd.  Chattar  Singh,  who 
worked  In  Utraula  in  connection  with  this  circuit,  was  lately  called 
lip  to  heaven.  Within  two  years  this  brother  brought  his  work 
into  a  very  satisfactory  state,  and  gathered  a  small  concregation 
round  him.  A  zealous  worker  will  be  required  to  bulla  on  this 
foundation  and  make  it  a  flourishing  little  church  in  future. 

The  Mankapur  circuit  is  under  Rev.  Samuel  Wheeler.  During 
the  year  I  visited  this  place  3  times  and  found  all  the  workers  doin^ 
well.  The  number  of  Christians  is  constantly  increasing,  and  among 
these  x>eople  there  is  very  little  prejudice  against  Christ.  By  the 
help  of  their  Christian  relatives  they  easily  learn  about  Christ 
and  are  soon  willing  to  be  baptised.  The  best  work  in  this  circuit 
is  dor.e  by  brother  Buddha  Singh,  local  deacon,  whose  congrega- 
tion in  Eilenpur  is  in  a  very  good  spiritual  condition,  and  is  well 
looked  after.  All  the  Christians  of  this  place  are  cultivators,  and 
they  depend  entirely  on  the  soil  for  their  support.  They  give  cheer- 
fully as  much  as  they  can  for  church  and  pastoral  expenses.  I 
held  a  Sunday  service  in  their  chapel  last  OcLober  and  found  36 
Christians,  besides  some  non-Christians,  present.  One  good  source 
of  help  to  the  poor  Christians  is  Mr.  Raymon,  who  has  taken  some 
land  tnere,  and  the  poor  tenants  get  advances  and  plough-bullocks, 
seed-grains,  &c.  Thus  these  Christians  easily  take  to  cultivation 
»nd  in  time  contribute  some  produce  of  their  land  for  pastoral 
support.  They  have  applied  to  me  for  a  school,  and  have  pro- 
mised to  bear  half  of  the  expenses,  which  is  a  step  in  the  direction 
of  i3elf -support.  The  work  in  the  other  places  is  oeginning  to  look 
hopeful.  There  is  a  small  school  in  Mankapur,  but  it  is  not  doing 
well.    A  clever  teacher  is  very  desirable  to  improve  its  condition. 

Nawdbgaixj, — This  circuit  is  under  the  charge  of  Rev.  J.  Solomon, 
but  the  work  has  not  progressed  this  year  owing  to  the  illness  of 
his  wife.  However,  several  new  places  have  been  opened  and  work 
commenced  in  them.  The  school  is  progressing  well,  and  the  girls' 
school  also  is  getting  on.  The  former  receives  a  Municipal  grant. 
The  outlook  is  on  the  whole  hopeful,  and  now  every  effort  is  made 
to  improve  the  work. 

doUmelgar]]. — This  circuit  is  in  charge  of  Revd.  J.  S.  Samuel)  and 
it  has  3  suD-circuits  in  which  preachers  are  stationed.  This  year 
the  work  has  not  progressed  much,  but  new  work  has  been  opened 
in  several  places,  and  the  old  Christians  are  in  good  condition. 
This  year  some  of  the  workers  were  ill  and  the  work  thus  suffered 
a  little,  but  in  comparison  with  the  number  of  workers  the  work 
done  is  good.  There  are  enquirers  in  almost  every  village  and 
it  is  hop^  they  will  soon  Join  the  fold  of  Christ.  There  is  a  small 
congregation  in  Colonelganj,  and  revival  meetings  were  often  held 
there  during  the  year.  It  is  hoped  that  a  small  place  of  worship 
will  be  prepared  here  next  year,  and  the  congregation  will  eheer- 
teUy  contrioute  a  part  of  its  expiuLse, 
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Rev.  S.  Paul,  Presiding  Elder,-'We  have  twelve  circuits  and 
seventy-two  sub-circuits  in  the  district,  containing^  566  villag^es  and 
towns,  in  which  5,783  Christians  reside.  There  are  six  members  of 
conference,  three  local  elders,  two  local  decons,  and  twenty-eight 
local  preachers. 

I  was  appointed  as  presiding  elder  at  the  last  conference  and 
have  commenced  work  m  my  own  manner  by  introducing  prayer 
meetings  and  revival  meetins^B.  A  good  number  of  Christians  have 
been  received  into  full  membership.  We  are  trving  hard  to  put  a 
stop  to  the  observation  of  bad  customs  and  idolatry.  All  the  mar- 
riages in  the  year  under  report  were  conducted  according  to  the 
Christian  customs. 

Leaders  were  selected  this  year,  of  whom  one  hundred  and  twenty- 
flve  are  now  working.  They  are  found  very  useful  in  helping  do 
away  with  bad  customs  and  idol-worship,  as  they  can  visit  homes 
of  their  own  sect  more  easily  than  any  body  else.  People  often  ap- 
preciate being  appointed  hadis  or  leaders.  A  few  days  ago  a  man 
at  Shahi  was  appointed  as  hadi,  and  the  congregation  offered  him 
a  turban,  and  in  return  he  distributed  sweetmeats  to  the  persons 
there  present,  thus  manifesting  his  happiness  at  the  occasi  on.  It  is 
hoped  that  a  good  deal  of  work  will  oe  carried  out  in  the  ensuing 
year  through  these  leaders. 

We  have  a  boys '  boarding-school  containing  twenty-five  boys. 
The  decrease  in  the  number  Ib  due  to  the  fact  that  a  number  of  boys 
left  the  boarding,  owing  to  sickness,  and  went  to|their  homes.  One  good 
student  died  in  December.  The  result  of  examination  shows  that 
the  school  is  tin  a  fair  condition  and  a  good  deal  of  attention  is 
paid  to  the  physical  as  well  as  spiritual  welfare  of  these  boys. 

We  have  two  training  schools,  one  for  the  men,  and  the  other 
for  women,  in  which  nine  men  and  seven  women  are  under  tuition, 
and  they  are  fast  becoming  prepared  for  the  holy  calling. 

We  have  seventy-nine  day  schools,  in  whicn  1,253  students  are 
under  instruction,  and  to  whom  religious  instruction  id   also  given. 
There   are  150  Sunday  schools,    enrolling  4,149   students.    Every 
preacher  and  teacherhas  some  three  or  four  Sunday  schools  in  hiscare 
and  teaches  the  catechism,  the  ten  commandments,  the  Lord's  Prayer, 
and  parts  of  the  Bible.    There  is  good  progress  in  every  respect 
Self-support  work  was  very  encouraging  throughout  the  year. 
Formerly  it  was  the  custom  for  every  one  to  put  an  earthen  vessel 
near  his  oven  and  to  put  in  it  a  small  quantity  of  corn,  rice  or  flour 
daily,  which  thus  accumulated  and  was  sold  at  the  end  of  each 
month,  and  the  money  given  as  a  donation.    Now  one  pice  per  head 
is  realized,  which    is    gladly    paid.    Honorable  progress  is  also 
anticipated  during  thQ  next  year. 

The  work  on  the  whole  has  been  good,  but  not  to  my  entire  satis- 
faction, as  I  with  all  my  family  were  sick  for  a  long  time  from  ma- 
larial fever,  which  is  a  common  sickness  in  tiie  district. 

I  heartily  thank  my  assistants,  who  as  a  rule  have  worked  hard, 
and  with  the  exception  of  a  few  circuits  the  work  has  been  well  done 
In  the  whole  of  the  district.  We  confidently  look  forward  to  re- 
newed success  the  coming  year. 


KUMAON  DISTRICT. 

Rev.  S.  Knowles,  Presiding  Elder,— At  the  beginning  of  the  year, 
after  our  annual  conference,  we  itinerated  through  the  Babhar  and 
Tarai,  preaching  Christ  in  th^  yiUages  and  towoa  l^nd  hj  the  wajr. 
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wherever  we  oould  gather  a  few  souls  to  listen.  In  more  populated 
places  like  Kaladungi,  Dechouri,  Kota,  Ram-nagar,  where  we  have 
schools,  we  had  larger  crowds  to  hear  the  gospel  message;  but  we 
seemed  to  make  a  better  impression  and  do  more  good  by  telling  our 
message  of  Christ's  love  to  the  few  villagers  we  met  by  the  way 

At  Isai-nagar,  near  Fathpur,  we  camped  for  two  weeks,  hold- 
ing special  meetizigs  for  the  spiritual  benefit  of  our  native  Chris- 
tians who  are  cultivating  the  land  about  these  parts.  Many  were 
converted  and  reclaimed  from  Romanism  and  unholy-living ;  while 
many  were  lifted  up  to  live  a  purer  and  nearer  life  to  their  great 
Master. 

After  holding  our  Naini  Tal  quarterly  conference  on  the  2nd 
March,  we  started  on  our  spring  tour  to  Bhot  and  the  Shor  valley. 
We  went  via  Dhaulchina  and  Gunai.  At  Beninag  we  met  Bro.  B. 
Patrus  from  Pithora^arh  with  his  magic  lantern  ;  and  from  thence 
our  marches  partook  more  of  the  nature  of  a  preaching-tour — 
visiting  the  villages  in  the  day,  and  holding  magic  lantern  services 
at  night.  All  the  slides  were  scriptural  subjects,  so  the  gospel  was 
illustrated  and  its  teachings  enforced  to  a  goodly  and  orderly  com- 
pany of  hill  people  at  every  camping-place.  We  spent  a  week  in 
Dharchula  with  Miss  Sheldon  and  Harkua  Wilson,  and  had  some 
very  successful  meetings.  The  children's  day  meeting  was  very 
unique.  We  heard  singing  and  praying  and  speaking  in  four 
tongues — ^Tibetan,  Bhotiyan,  Nepalese  and  Hindi.  The  different 
casts  of  features,  the  various  colored  dresses  of  the  two  sexes, 
and  the  many  postures  assumed  by  those  present,  made  a  very  in- 
teresting and  picturesque  scene— while  to  some  there  it  was  a  Pente- 
costal time. 

We  returned,  itinerating  as  we  went,  to  the  Thai  mela.  There 
we  had  the  pleasure  of  meeting  Miss  Reed  and  her  workers  from 
Chandag,  and  Brother  Rockey  from  Dwarahat.  The  mela  was  a 
full  one,  and  we  spent  three  days  preaching  morning  and  evening, 
alternately  each  side  the  river,  to  large  crowds  of  Kumaonis  and 
Bhotiyas.  The  magic  lantern  did  excellent  service  in  drawing 
vast  crowds  every  night  to  hear  the  gospel. 

FVom  this  we  marched  via  DeoUiat  to  Pithoragarh.  Here  we 
held  our  quarterly  conference,  and  remaind  two  weeks  conducting 
revival  meetings  These  services  were  truly  times  of  refreshing 
from  the  presence  of  the  Lord  ;  and  many  souls  can  date  their  new 
birth  from  some  of  those  precious  morning  and  evening  assem- 
blies. 

Our  district  conference,  held  in  Pithoragarh  on  the  11th  Novem- 
ber, was  also  a  time  of  great  spiritual  profit  to  all  who  attended.  We 
spent  nine  days  in  all  in  presiding  at  the  business  meetings,  and 
conducting  the  mela  services.  The  Lord  was  with  us  all  the  time, 
manifesting  his  saving,  sanctifying,  and  consecrating  power. 

The  followinfif  reports  from  the  preachers-in-charge  of  circuits, 
and  the  principal  of  Oak  Openings,  will  speak  for  themselves. 

Nairn  Tal  report  from  Kevd.  J.  S.  Humphrey: — 

The  past  year  has  been,  in  most  respects,  one  of  unusual 
interest,  especially  in  the   work  of  our  English  church.    Our  con- 

fregations  have  been  uniformly  good,  and  our  social  meetings 
ave  been  excellent  in  spirit  and  at  times,  at  least,  characterized  by 
much  of  the  Divine  presence.  Early  in  June  we  had  a  week  of 
8i)ecial  services  and  many  young  people,  more  especially  from 
our  schools,^  Oak  Openings  and  Wellesley,  started  out  in  an  earnest 
Christian  life.  These  meetings  were  under  the  special  direction  of 
Rv.  J.  E.  Robinson  of  Calcutta,  whose  labors  were  greatly  blest 
among  as.  Our  membership  in  our  English  church  now  numbers 
forty.  It  has  not  for  n^an^  ^ei^rs  b^n  larger  thiM)  ^Sj  and  perhaps 
oever, 
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Oar  population  is  very  changeable,  so  much  so  th«t  Hie  num- 
ber  of  our  membership  cannot  be  taken  as  an  indication  of  the 
number  who  attend  our  services  and  are  temporarily  associated 
with  us.  This  department  of  our  work  is  of  very  great  import aace. 
Many  on  a  brief  visit  to  Naini  Tal  have  been  blest  and  gone  awa^ 
to  work  more  earnestly  for  Christ.  We  have  a  large  number  of  youn^ 
people  with  us  every  year  in  our  schools  and  outside,  at  a  perioq 
when  they  are  forming  their  characters  and  laying  the  foundation 
for  their  future.  It  is  an  interesting  fact  that  these  young  people 
will  have  much  to  do  in  shaping  the  future  of  India.  I  am  closing 
my  thirteenth  year  in  Naini  Tal:  I  can  with  confidence's  ay  that  1% 
has  been  the  best  year  of  all. 

The  Native  Christian  church  has  gone  on  much  as  usual  under 
the  special  care  of  B.  Marqus.  The  Native  Sunday  school  hafi 
held  its  own  under  the  efficient  superintendence  of  Mr.  S.  B  Singh, 
the  head  master  of  our  English  middle  school.  Fifty  per  cent  of 
the  boys  sent  ud  for  the  Government  examination  In  this  depart- 
ment passed  ana  at  the  earnest  solicitation  of  the  i)arents  a  prepam^ 
tory  Entrance  class  was  organized  in  the  early  part  of  the  year 
and  it  was  proposed  to  raise  the  grade  to  High  School;  but  lack 
of  funds  will  make  it  impossible  for  us  to  do  so  as  it  appears  at 
present. 

In  the  beginning  of  the  year  Miss  Phebe  Howe  came  to  Nani 
Tal  to  take  charge  of  the  work  of  the  W.  F.  M.  S.  and  we  hoped 
for  a  great  inspiration  for  our  native  work  from  her  preseooo 
among  us;  but  it  pleased  God  to  call  her  home  to  heaven.  She  was 
a  great  loss  to  our  mission  as  a  whole;  we  especially  feel  it  to  be  so 
to  us  in  Nani  Tal ;  still  the  work  goes  on,  though  the  workers  fall. 

Rev.  F.  L.  Neeld  reports :— The  I9th  year  of  the^chool  has 
been  marked  by  the  harmonious  co-operation  of  the  staff  in  all 
departments  of  our  work,  and  by  the  general  good  behaviour  of  the 
boys  and  their  evident  desire  to  do  good,  honest  work  and  maintain 
the  good  standing  of  the  school. 

The  fever  which  came  suddenly  among  us  in  the  month  of  June 
left  us  as  suddenly  in  the  month  of  July,  and  since  that  time  we 
have  all  had  exceptionally  good  health.  Even  the  boys  who  had 
fever  compete  well  with  the  other  boys  in  ruddy  looks,  in  physical 
exercise,  as  well  as  in  mental  labour ;  our  quick  and  complete  re- 
covery beinfif  largely  due  to  the  skill  of  our-  popular  Civil  Surgeon, 
Dr.  Willcocks,  and  the  careful  nursing  of  Jftiss  Becks,  who  made 
even  the  sick-room  of  the  boys  a  cneerful  place.  The  only  com- 
plaint I  ever  heard  against  her  was  that  she  made  the  boys  stay  in 
bed,  and  would  not  let  them  indulge  in  their  favorite  pastime  of 
eating. 

We  had  65  boys  on  our  roll  this  year;  55  boarders  and  10  day- 
scholars.    They  were  in  standards  as  follows  : — 

vin  6 

VII  10 

Vx                       ••               ••               ..               ••  o 

V  10 

XV.  •■  ..  ••  .«'  xv 

JLxx  ..  •*  ..  ..  V 

X  .•  •*  ..  .«  O 

Infant  •  •  *  •  • .  .  •  3 


Total 


65 


This  gives  us  the  same  number  of  boarders  as  we  had  last  year, 
but  7  less  day-scholars.  This  decrease  is  due  to  the  fact  that  3 
fMnilies  who  occupied  bungalows  near  us  last  year  did  not  come  to 
Naini  Tal  this  year. 
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LiaHt  year  we  sent  up  for  the  Governm^dt  exBtninatlon  from  the 
IVth  Btazkdard  15  boys,  of  whom  4  passed  entirely  and  4  others  pass- 
ed in  all  but  Urdu  and  were  promoted. 

If  ^^Urdu"  were  an  optional  subject  the  school  would  have 
passed  more  than  50  %  in  the  IVth  standard.  ^*  Urdu  **  is  difficult 
to  manage,  especially  in  cases  where  our  boys  come  from  Burmi^, 
Bengal,  Madras,  Bombay,  America.  England  or  Scotland,  and 
know  nothing  of  the  yernacular  of  our  provinces,  and  have  no 
vpeoial  interest  in  learning  it,  because  they  expect  to  spend  their  lives 
»  other  parts  of  the  empire  or  world. 

In  the  Vllth  standard  we  sent  up  9  boys  and  passed  3,  which  is  a 
lai^r  percentage  than  was  passed  by  any  other  boys'  school  in 
Naini  Tal,  and  only  4  other  boys'  schools  in  the  North- West  Pro- 
vinces show  better  results. 

Out  of  the  47  schools  for  boys  and  girls  of  the  North- West  Pro- 
vinces which  sent  up  pupils  in  this  standard,  only  9  show  better 
resnlte,  but  most  of  those  sent  up  a  small  number  of  pupils  and 
^erefore  had  advanti^e  over  us  m  percentage. 

One  of  our  boys,  John  W.  Bare,  enjoys  the  distinction  of  hav- 
ing stood  highest  in  the  North- West  Provinces,  in  the  subject  of 
l^^lish,  in  the  Vllth  standard  examination, 

This  year  we  are  sending  up  a  fine  class  of  5  boys  for  the  flaal 
or  high  school  examination :  7  for  the  middle,  and  6  for  the  pri* 
s&ary.    We  feel  ouite  confident  that  they  will  all  do  well. 

While  these  Government  examinations  seem  necessary  in  order 
to  test  the  book-knowledge  of  our  pupils  and  to  hold  them  to  a  pre- 
scribed course  of  study,  yet  they  do  not  furnish  a  full  and  sufficient 
index  to  the  character  of  the  boys  who  present  themselves  for  exam- 
ination. There  are  numberless  things  about  a  school,  which, 
combined,  go  to  make  up  what  might  be  called  the  atmosphere  or 
environment  of  tiie  place. 

Some  of  these  things  about  Oak  Openings  are  worthy  of  men** 
tion: 

L  The  homeUhe  atmosphere  which  surrounds  us,  and  the  close 
sympathetic  touch  between* the  masters  and  the  boys. 

2.  Tile  religious  and  moroil  Ufe  which  we  are  free  to  live,  under 
the  paternal  direction  of  our  wise  and  experienced  pastor  Dr.  Humk- 
phrey  and  Mrs.  Humphrey ;  in  our  social  and  church  life ;  in  our 
interesting  Siinday  scqooI  ;  and  in  our  Y.  M.  0.  A.  under  the  sym- 
pathetic guidance  of  Mr.  Fleming :  24  members  are  enrolled  in  the 
senior  Y.  M.  C.  A. 

3.  The  ovtrdoor  imorts  and  recreation;  our  Volunteer  Cadet  com- 
pany composed  of  43  boys ;  our  foot-ball,  cricket  and  tennis  clubs 
officered  by  masters  of  the  school,  and  the  rural  location  of  our 
school,  which  gives  ample  opportunity  for  rambles  about  the 
hills. 

Our  boys  have  done  well  in  Volunteering  and  reeeived  special 
eommendation  from  the  Adjutant  for  our  steady  marching.  We 
have  done  23  battalion  drills  on  the  Flat,  besides  Quite  a  number 
of  company  drills  on  our  own  parade-ground.  There  is  quite  a 
military  spirit  among  us :  even  one  of  our  infants  wished  to  oe  en- 
rolled ;  on  being  told  that  he  was  not  able  to  cwrry  a  gun,  he  main- 
tained that  he  could  wear  a  helmet* 

In  sports  we  have  done  very  well.  Out  of  8  foot-ball  matches 
we  have  lost  only  2,  and  they  were  matches  against  military  teams; 

On  the  occasion  of  our  Prise  Distribution,  Dr.  Willcocke  thus 
spoke: — ^**I  thank  Dr.  Neeld  for  the  kindly  mention  he  has  made  of  oar 
^orts*to  combat  the  fever  last  June.  But  he  left  out  the  chief  fac- 
tors which  led  to  the  happy  issue,  viz, — our  perfect  aamtanry  mrrcwnd' 
'ing$^  ths  heaUky  conatitution  of  the  poHents^  and  their  own  co-operation 
in  submitting  to  the  necessarily  severe  regimen» 
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The  principal  has  rightly  stated  that  teaching  up  to  the  Govern- 
ment educational  standard  is  not  the  sole  test  of  the  useful  educa- 
tion imparted  by  a  school. 

I  have  had  a  very  intimate  personal  acquaintance  of  the  close 
sympathy  existing  between  the  masters  and  the  boys,  which  is  the 
only  true  method  of  teaching  obedience  and  respect  for  authority. 

Oak  Openings  is  indeed  fortunate  in  its  surroundings.  High 
above  all  other  habitations,  you  breathe  the  purest  air  in  Naini  Tal, 
you  command  the  finest  and  most  extensive  view.  Your  magnificent 
scenery  is  an  education  in  itself.  I  always  feel  more  than  compen- 
sated for  any  trouble  in  coming  up  here,  by  being  enabled  to  look 
round  and  get  out  of  the  valley  we  less  fortunate  mortals  are  com- 
pelled to  live  in.  Your  play  ground,  your  rifle  range,  all  combine 
to  make  Oak  Openings  the  most  favored  spot  for  a  school  in  all 
these  mountains. 

Next  year  a  pure  and  abundant  water-supply  will  be  added  to 
all  your  other  attractions— attractions  which,  under  the  wise  and 
loving  care  of  Dr.  and  Mrs.  Neeld,  must  in  the  near  future  ensure 
for  the  school  the  progress  and  prosperity  it  so  well  deserves,  and 
which  we  all  heartily  desire." 

In  closing  I  would  call  attention  to  our  exceptionally  good  ac- 
commodation for  a  large  number  of  bo  vs.  We  can  comfortably  take 
good  care  of  100  boys.  In  the  bungalow  where  the  principal,  two 
lady  teachers  and  the  matron  reside,  we  can  accommodate  in  the  very 
best  manner  25  or  30  boys  ranging  in  age  from  6  to  12  years. 

Our  teaching  staff  is  exceptionally  strong,  and  we  are  quite  pre- 
pared to  invite  our  friends  to  send  us  their  boys,  both  small  and 
large,  and  trust  us  to  make  them  feel  that  they  are  in  a  Christian 
home  in  the  hills  while  they  pursue  their  studies  under  competent 
instructors. 

Rev.  N.  L.  Hockey  reports  from  Dwarahat : — ^The  year  has 
been  one  of  special  activity  on  the  part  of  both  missionary  and  staff. 
We  have  worked  hard  in  our  difficult  field  and  have  sowed  the  seed, 
but  there  are  no  visible  results.  There  has  not  been  one  non-Chris- 
tian baptized,  nor  can  we  point  to  any  real  seeker  after  God. 

Yet  this  people  receive  us  kindly,  attend  our  school,  do  not  ob- 
ject to  the  continuous  religious  instruction  and  seem  to  appreciate 
that  we  are  here  to  benefit  them  in  an  unselfish  mission. 

I  have  spent  over  80  days  on  itinerating  trips  and  have  ridden 
over  these  rough  roads,  often  25  miles  a  day,  about  875  miles.  I 
have  seen  every  part  of  this  work  and  have  spared  nothing.  I  see 
enough  to  be  assured  that  no  place  needs  missionary  effort  more 
than  this  field  and  we  rest  our  hope  and  faith  on  the  promise  that 
the  word  will  not  return  unto  Him  void. 

Our  boys'  and  our  girls'  schools  have  made  good  progress  and 
our  dispensary  continues  to  minister  to  many  thousands. 

The  field  is  difficult  because  the  women  are  worked  like  slaves 
and  the  men,  satisfied  with  life,  live  idling  most  of  their  time  away. 
The  curse  of  Eden  hasn't  reached  them  and  the  blessing  of  the  cross 
they  hold  aloof  from.  Yet  we  see  an  improvement  in  material  things 
that  shows  us  that  the  giants  caste  and  custom  are  falling-  before 
modern  methods  and  thought  and  the  day  may  be  nearer  man  we 
think  when  this  people  wiU  be  as  dissatisfied  with  their  spiritual 
state  as  now  they  are  with  the  ancestral  clogs  that  have  till  now 
hampered  them  in  temporal  affairs. 

Kev.  B.  Patrus,  Pithoraffarh  Report. —I  conmienced  my  itin- 
erating work  on  the  15th  of  March.  Before  starting  on  this  expedi- 
tion 1  held  revival  meetings  in  my  own  church.  It  was  worth 
attending  and  a  time  of  spiritual  refreshment. 

The  first  place  of  this  expedition  was  Beni  Nag.  Here  I  stayed 
tor   three  days  and  preached  the  gospel  tidings  in  the  villages 
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around;  and  the  message  of  salvation  was  gladly  received.  As  the 
presiding  elder,  Rev.  S.  Knowles,  got  there  on  the  same  occasion, 
we  stayed  there  for  2  days  more  and  we  worked  there  through 
the  agency  of  the  magic  lantern  and  got  a  good  congregation 
of  nearly  300  people.  In  the  bazar  we  preached  for  a  week. 
One  night  there  was  a  good  audience.  In  Askot,  in  the  palace  of 
the  Raja,  we  carried  on  our  work  by  the  magic  lantern.  In.  that 
palace  tnere  were  nearly  550  persons.  In  this  number  the  women 
of  the  family  of  the  Raja  Sahib  were  also  present  and  heard 
the  message  with  rapt  attention. 

From  this  place  we  proceeded  to  Balakot.  This  is  a  place  where 
Bhotiyas  live  abundantly.  We  did  very  good  work  here.  We 
preached  enthusiastically  in  Dharchulla  for  two  days  and  there  were 
about  3,000  hearers.  After  the  preaching  service  we  shouted  loudly 
"  Masih  ki  jai."  On  the  third  day  we  proceeded  on  to  Kali  Nadi, 
which  lies  in  Nepal.  We  paid  a  visit  to  tne  Colonel  there.  We  also 
preached  here  as  before  and  the  messac^e  as  far  as  I  know  of  is 
well  received.  We  presented  to  the  Colonel  some  of  the  gospel 
portions  for  distribution.  Our  earnest  prayer  is  that  the  work 
which  we  did  in  these  villages  may  bring  forth  fruit  for  the 
Master  in  whose  vineyard  we  toil.  The  presiding  elder  and  my- 
self proceeded  on  to  Thai,  having  the  same  object  in  view.  Here  we 
met  with  Rev.  Mr.  Rockey,  who  lent  a  helping  hand  in  preaching  to 
the  big  congregation. 

In  this  mela,  which  remained  for  four  days,  the  gospel  was 
preached  twice  a  day  by  two  bands,  and  in  the  night  we  preached  by 
magic  lantern,  and  as  far  as  we'  think  none  went  away  deprived 
of  the  grace  of  God.  We  thank  the  presiding  elder  and  Riev.  Rockey 
for  their  kind  help.  There  are  8  out-stations  and  I  visited  them 
four  times  a  year. 

C.  Wilson  works  in  Gangoli  /lat,  where  the  work  is  in  a  flour- 
ishing state. 

Santosh  Ram  works  in  Dealthal,  where  I  went  to  see  the  work 
and  found  it  faithfully  discharged. 

Askot  is  supplied  by  Suroo  Ram  and  he  is  a  popular  man. 

Konalchina  is  suppUed  by  Jumman  Singh ;  he  is  a  hard  worker. 

Pagar  is  in  charge  of  Sher  Singh.  Here  is  a  little  church  under 
Mr.  Sher  Sinffh;  by  the  teaching  of  this  man  the  church  has  become 
strengthened  in  the  Saviour. 

Jagtor  is  under  Jawahir  Singh's  charge;  here  live  a  few 
Christians. 

Brother  Yuhanna  works  among  the  patients  at  Panahgah;  here 
is  a  progressing  church.  This  brother  works  here  enthusiastically 
and  f aithfuUv. 

In  Bhaglthi  brother  Sharat  Charan  works.  There  are  13  day 
schools  here  in  which  the  Bible  is  taught  daily.  The  inspector  re- 
ports that  the  school  work  is  going  on  nicely. 

B.  M.  Dass  works  hard  in  the  school.  As  far  as  it  is  known 
to  me  the  school  is  in  a  good  condition.  D.  S.  Hukill  is  the  Bible 
teacher.  The  boys  of  tms  school  are  well  acquainted  with  Bible 
teaching.  We  have  474  members  in  the  church.  Since  three  years 
we  have  a  training  school  in  which  the  young  men  are  prepared 
for  the  ministry.  In  this  year  Miss  Budden  gave  us  a  good  help- 
ing hand  in  Bible  teaching.  In  connection  with  this  training 
■ohool  we  have  different  kinds  of  meetings,  such  as  temperance  and 
lal  fita  faui. 

In  April,  the  presiding  elder  holds  revival  meetings  for  ten 
days  and  in  these  revival  meetings  many  men  received  the  bap- 
tism of  the  Holy  Spirit.  I  attended  the  five  melas  and  preached  the 
gospel  among  them.  36  men  were  bax>tlsed  in  this  year  and  tiiere  are 
many  enquirer*  who  will  soon  accept  the  Lord  Jeaus  Christ  as 
their  SaviQur. 
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•s 

No.  OK  Roll  at 

• 
CO 

No.  ov  Roll  AT  hs 

1 

BKDOr  TBAJK. 

1 

BSnOOFTBAH. 

>  Si 

l^AMBS  OF 

C 

Ji 

^ 

£ 

^ 

CIRCUITS. 

CO 

• 

^ 

•« 

n 

< 

s 

»>• 

l-l 

C 

>* 

pq 
1 

s 

0 

• 

1 

5 

c8 

^^ 
-•a 

.a 

1 
0 

• 

1 

5    9 

i 

e8 
1 

■ 

a 
0 

s 

0 

» 

0 

{25 

< 

;zi 

0 

^ 

•< 

BABBILLY  DI8TBICT. 

1 

Aonla 

5 

96 

•• 

.     96 

54       3 

26 

... 

26 

15 

BareiUy            _ 

6 

..  «5 

31 

126 

114     15 

172 

158 

330   1991 

Barellly  Sadar  Baiar 

1 

.  42 

10 

52 

30,      1 

15 

10 

25 

15 

Bhamora 

4 

.  50 

5 

55 

35'  ... 

9— 

• ... 

••. 

•  •• 

BUsl 

e 

98 

19 

117 

90       2 

.     25 

3 

28 

20 

Blnawar 

% 

30 

1 

31 

81  ... 

»•• 

«•• 

••. 

••• 

Bisaull 

4 

67 

15 

82 

70       2 

30 

••■ 

30;     25 

Budaon 

0 

80 

10 

90 

62     11 

35 

148 

183   125 

Dataganj 

1 

18 

«»• 

18 

15i  ... 

*»• 

••• 

... 

•«• 

Farldpur 
Jalalabad 

2 

24 

%%• 

.    24 

15    ... 

.... 

•••• 

.«. 

■•• 

3 

30 

.*• 

SO 

16   ... 

... 

••• 

..  • 

Kakrala 

4 

96 

25 

121 

96.      1 

18 

1 

19 

15 

Khera  Bajhera 
Miranpur  Katra 

1 

4 

10 

14 

8 

2 

.  • 

33 

33 

23 

4 

SO 

20 

70 

45 

••• 

... 

•  •• 

•  •■ 

••• 

Panahpur 

1 

•  •• 

10 

10 

6 

.«• 

••• ._ 

••• 

•  •• 

*•• 

Pa  way  an           ^ 

0 

61 

43 

104 

96 

1 

48 

6 

64     45 

Shahfabanpur  East  ... 

1 

•  • 

^ 

20 

19 

4 

•  ■• 

80 

80.    75 

TDo           West ... 

% 

45 

... 

45 

35 

X 

5 

■  •• 

5.      4 

Tilhar                        - 

5 

42 

10 

52 

48 

1 

a 

2 

10       8 

UlhanI                       ^ 

6 
60 

*  » 

73 

28 

101 

70 
932 

1 

5 

«•• 

', 

3 

1 

Total 

1.00^ 

257 

1*258 

45 

3tr/ 

.441 

828 

572 

• 

Gabhwal  Distbict. 

m  • 

» 

•  • 

Bainoll  ' 

•  •• 

••• 

Mt 

... 

«» 

»• 

tw 

.. 

i 

Gadoli 

Kainur                      .» 

1 

28 

•  •• 

28 

24 

3 

.  7 

53 

60 

60 

0 

ao 

46 

72 

52 

..  ■ 

*•« 

•  •• 

•■• 

. ..    1 

"Lansdowne 

1 

^ 

8 

10 

10 

V* 

n«» 

••• 

... 

••• 

Pauri 

6 

10 

51 

61 

U 

... 

•»• 

••• 

1 

Bamni                        ^ 

% 

^ 

16 

22 

14 

... 

•  •• 

•  • 

•a. 

...    J 

... 

^rinagar 

•  •• 

16 

»•• 

•  •• 

•■• 

•  •• 

•— 

••m 

••• 

... 

Totol 

72 

121' 

1 

193  154 

3 

7 

53 

60 

00 

KUMAOK  DIBTRIOT. 

" 

•  • 

Bhabar  and  Tarai     ... 

5 

40 

20 

60 

45 

1 

5 

10 

15     10 

Bhot 

2 

•  •• 

60 

..60I    45 

■  •■ 

•  •• 

.*• 

.•«        ■  • 

I>warahat 

Nalui  Tal  Eng.          ^ 

Kaini  Tal  HiAd. 

1 

•  •* 

6 

6 

3       li 

•  •• 

7 

7       5 

■•• 

•  • 

■  •■ 

... 

•  ■  • 

'    *fff 

*•#. 

•  m» 

•■••       .f 

2 

•  •• 

40 

40 

35 

2 

9 

50 

59     45 

Pithoragarh 

16 
26 

40 

550 

1 

790 

550 
678 

1 
5 

80 

••• 

ao     61 

Total 

80 

876 

956 

,H 

67 

161  Ul 

rOE  THE  YEAR  ENDING  WITH  SI  ST  DECEMBER,  1898. 
STATISTICS. 


EUROPEAN  AND  ANGLO- VERNACULAR 

SCHOOLS. 


BOTS*  SCHOOI.6. 
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O 
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CO 
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en 

S 
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I 

o 
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00 


No.  ON  Roll  at 

END  OF  TBAli. 


60 


o 


09 

3 


5^,S 


a 


00 
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70 


70 
75 


28 

>•• 
160 


79 


130 
77 


138 


149 


113 
65 


09 

c 

CO 

O 
I 

o 
JZ5 


o 
H 


TJ 

A 

5 


Si 

>  e9 


GRAND  TOTALS. 


305 


126 


28 

>•■ 
298 


320 


14 


40 


362 


2 


110 


682 


20 

••• 
220 


60 


543 


10 


150 


12 


••• 
••• 


23 
111 


••• 
••• 


305 


en 

O 


s 

Jz; 

Is 

•♦a 
O 

H 


2 

eS 

H 

o 

a 
3 

o 
H 


^*3 

flS 

o 

c 
o 

-*a  C 
O  Q^ 


305 


62 


70 


••• 
••• 


4d9 


140 


23 

I  •  ■ 

111 


92 


17 


94 


501 


486 


8 

23 

3 

4 

8 
2 
6 
19 
l| 
2 
3 
5 
3 
4 
3 
3 
7 
4 
6 
7 


12 

58 

9 

4 

7 

2 

6 

31 

1 

2 

3 

5 

4 

4 

5 

3 

22 

10 

6 

7 


121 


^1 


-- 


122 

891 

154 

55 

145 

31 

112 

484 

18 

24J 

30 

140 

47 

70 

61 

158 

398 

161 

62 

106 


92 


90 


5 

7 
1 
7 
2 


14 
10 

1 
16 

2 


3,260 


180 
88 
10 

211 
22 


I 

■♦a 
< 

a 

o 
u 

> 
O  09 

H 


69 

780 

110 

35 

110 

8 

95 

383 

15 

15 

16 

111 

31 

45 

43 

141 

314 

133 

56 

73 


2,533 


11^4 
64 
10 

194 
14 


54 


112 


166 


153 


92 


92 


90 


22 


43   511 


13 
29 


8 
12 


40 
51 

144 

7 


128j   243 


53 

80 

66 

152 

19 


37 

74 

58 

116 

16 


370 


301 


o 


39 
136 


39 
136 


35 
120 


175 


175  155 


7 
2 
4 
2 
5 
18 


38 


8 
2 
13 
23 
16 
28 


90 


128 
60 
132 
202 
251 

HRQ 


1,662 


456 


92 
45 
117 
178 
190 
627 


1,255 


NORTE  INDIA  CONFERENCE  8TATISTI CS 

SCHOOL 


' 

VERNACULAR  SCHOOLS. 

• 

—  - 

Boys'  Schoot.8. 

Girls' 

Schools. 

■ 

en 

No.  ON  ROXX  AT 

No.  ON  Roll  at 

1- 

KND  OF  YBAB.       ^ 

1 

1- 

END  OF  YEAR. 

1 

t 

1 

NAMES  OF 

(g 

a 

& 

^ 

ta 

'a, 

< 

'm 

» 

<     . 

CIRCUITS. 

&. 

s 

►.^-  S  I 

GO 

a 

>.S 

o 

i 

s 

CD 

• 

( 

i 

3  >* 

o 

p 

u 

Si 
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CO 

GO 
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1^ 
1          2" 

1 
1 

1 
1 

B 

c 

o 

«0 

B 

L4 

o 

*  Si 

& 

rt 

o 

H 

>«8 

s 

43 

o 

H 

>a\ 
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o 

^ 

<j     ;zi 

O 

;z; 

< 

! 
1 

OUBH  DlSTMOT. 

1 

Barabanki 

3 

11 

48 

59 

51 

1 

••* 

22 

22 

16 

Hardoi 

12 

85 

190 

275 

2501      3 

75 

•  •• 

75 

65, 

Itaunja 

1 

•  • 

16 

16 

121   .. 

•  •• 

•  •  • 

•  •» 

...  1 

t 

Lucknow  Eng. 

•  ■ 

•  • 

•  • 

■  * 

•  • 

••• 

•  •  ■ 

•  •• 

...  1 

Lucknow  Hind. 

9 

64 

173 

237 

212 

7 

3 

153 

156 

110, 

RaeBareilly 

11 

54 

130 

184 

150       1 

10 

••• 

10 

6 

Shahabad 

12 

105 

77 

182 

129 

3 

45 

19 

64 

48 

Unao 

.  12 
60 

05 

135 

230 

127 
931 

1 
16 

15 

•  •  ■ 

15 

13i 

Total 

414 

769 

1,183 

148 

194 

342 

2581 

SiTAPUB  DIBTBICT. 

• 

I 

1 

Baraganw 
Lakhimpur 

1 

6 

5 

11 

8 

•  •• 

•  •  • 

... 

•  •• 

...  1 

1 

3 

30 

33 

21 

1 

••• 

14 

14 

10' 

Hailani 

•  •• 

•  •• 

••• , 

■•• 

•  *  > 

••• 

•  • 

•  •» 

• 

...  1 

Itfohamdi 

••• 

••• 

.«• 

•  •• 

•  •• 

•  •  • 

•  •• 

•  « 

..   1 

Sidhault 

1 

6 

■  •« 

6 

5 

•  •• 

•  •• 

•  • 

•  •« 

•■  \ 

Sitapur 

2 
5 

34 

9 

43 

36 
70 

a  ■ 

•  ■  • 

•  «• 

•t» 

.     1 

Total 

49 

44 

93 

1 

«  ■• 

14 

14 

10' 

Sambhal  District. 

1 

1 

1 

Amroha 

4 

33 

5 

38 

27 

3 

10 

2 

'IS 

101 

Babu  Khera 

4 

3C 

'     ••» 

3G 

1     25 

... 

•  •■ 

«•• 

••■ 

""*      1 

Bahjol 

a 

36 

••• 

36 

\     2tj 

1 

7 

•  ■• 

7 

0 

Basta 

a 

1  ••   n 

3 

2C 

1     17 

'       1 

12 

■  •  • 

12 

\      9 

Dhanaara 

1 

4*3 

2 

4fi 

1     4fi 

>       1 

18 

•  • 

18 

\   .   13 

Gunnaur 

a 

I         3C 

1    • 

30 

1     24 

> . . 

•  •  • 

•  •• 

•»• 

1 

Hasanpur 

a 

1         It 

»•      30 

45     3S 

1       2 

••• 

66 

66,      61, 

Narainiya 

4 

[■      3C 

\          4 

34     2S 

1       2 

20 

... 

30      \^ 

Bajpura 

S 

5         IC 

19     IS 

... 

••* 

... 

•  •« 

"V  vl 

Basulpur 
Sambhal 

2 

*        4C 

\         IC 

5C 

\     34 

a 

12 

8 

20 

12 

.       f 

i        62 

\        22 

8fi 

>     71 

7 

30 

220 

250 

202, 

Shahpur 
Shariipur 

S 

5         Vi 

r        6 

33 

[     20 

•  • 

••• 

■  « 

•  •• 

•  ■• 

4 

42 

.    35£ 

388 
•• 
3G 

I         2i 

)          7 

36 

\     2S 

2 

10 

•  •• 

10         8 

Total 

)       406        8fi 

49S 

»   39S 

22 

119 

296 

415J    338 

Grand  Total  1896  .. 

(    3,728    2,879 

6,607 

•5027 

183 

1,529 

1,603 

3,132 

J23.V> 
,S41U 

1    ...   ( 

• 

Total  1897 

1    3,938    3,218 

7,217 

d4lft 

191 

1,402 

1,806 

3,208 

Increase 

.•a 

•  • . 

•  •  • 

127 

■  •• 

•  • 

Decrease 

210       339 

1 

6.10 

1   382 

8 

... 

203 

76 

00! 

FOR  THE  YEAR  ENDING  WITH  3 1ST  DECEMBER,  1898. 
STATISTICS. 


EUROPEAN  AND  ANGLO- VERNACUIiAR 

SCHOOLS. 

GRAND  TOTATivS. 

Boys' 

Schools. 

GiBLs*  Schools. 
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o 
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» 

< 
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w* 

< 

«M 

«M 

a 

^ 
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s 

00 

i 

O 

1 

o 

o 

M 

«-4 

o 

% 

S 

1 

so 

o 

1 

a 
o 

• 

3 

o 

< 

% 

;z5 

00 

d 

08 
en 

aM 

OQ 

a»M 

o 

1 

1 

1 

< 

S3 

IS 

O 

H 

s 
3 

3^ 

1. 

1 

1 

2 

45 

47 

38 

■  •• 

V*  • 

■  «■ 

..a 

aa« 

5 

7 

128 

105 

« 

■•• 

•  •• 

••• 

«• 

•  •• 

•  •• 

••• 

..a 

... 

15 

17 

350 

315 

m  •• 

•  • 

••• 

■  •• 

•  •• 

•  •• 

••• 

«•• 

..a 

•  .a 

1 

1 

16 

12 

4 

*•• 
110 

231 

341 

•  ■  • 

274 

••• 

2 

"178 

6 

a.. 

184 

139 

■  a  « 

22 

aaa 

48 

...     1 
918 

... 
735 

1 

18 

28 

46 

40 

■  aa 

•  •« 

•  •• 

•  •• 

aaa 

13 

8 

240 

196 

•  •  • 

•  • 

••• 

•  •• 

■  «• 

.•a 

•« 

••• 

>•• 

aaa 

15 

18 

246 

177 

1 

7 

10 

80 

90 

50 

2 

••• 

•  •• 

184 

aaa 

14 

15 

335j 

190 

140 

384 

524 

402 

178 

6 

139 

85 

114 

3,233| 
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.•a        • 

1 

•  .a 

1 

1 

11 

8 

•  •• 

•  •• 

■•• 
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1 

1 

18 
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5 
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61 

81 
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1 
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2 
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116 
116 

4 
8 

,      336 
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61 

81 

142 

2 

151 

22 
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a 
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••• 
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•V* 
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.  • 

.  • 
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4 
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.  • 
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.•a 
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3 

3 

32 

26 
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•  •• 
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.«■ 

.  • 
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■•• 

2 

4 

67 

58 
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• 
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.  • 

.  * 

.•• 

a  • 
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3 

3 

30 

24 
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.  • 

.  a 
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— 
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5 

4 

HI 
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*•• 

•• 
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.  a 
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6 

6 
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47 
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. 
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.  • 

•  •a 

aa 
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2 

2 

19 

15 
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•  ■  • 
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•  . 

.• 

■  aa 
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aaa 

•  •  • 

8 

8 

70 

46 

1 

19 

41 

60 

51 
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a  • 

.aa 

aaa 
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15 
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.  • 
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2 
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a  a 

.•a 
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6 

6 

46 

33 

1 

23 
23 

19 

41 

60 

51 

a  a 

a*« 

aaa 

»  •• 

65 

68 
833 

970 

788 

827 

1,332 

2,159 

1771 

13 

1,328 

12| 

1,340 

1195 

577 

1 

13,238 

10,343 

933 

1,312 

2,245 

1867 

13 

1,329 

5 

1,334 

996 

615 

843 

13,814 

10,682 

••• 
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•  •• 
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•  •• 

«•• 

•  •• 
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.«• 
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• 
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flbinutce  of  tbe  $birt|?»Si3ctb  ^eeioit 


OF  THE 


flof tl;  Jjpdia  Cotf^crctfcc 


OF  THE 


Aetbobt8t  Bpiecopal  Cbutcbt 


HELD  AT 


buck^ow^  Jai^uartj  10-15^  1900^ 


LUCKNOW  : 
THfi  METHODIST  PUBLISHING  HOUSE. 


i 

>  1900. 


k  Lt 


4  CONFERENCE  OFFICERS. 

Triers  of  Appeals. 

J.  H.  MESSMORE,  J.  BLACKSTOCK,  S.  S.  DBASE,  W.  R.  BOWEN, 

N.  L.  RocKEY,  G.  H.  -Frey,  M.  Stephen. 

Committee  on  Conference  Relations. 

T.  J.  Scott,  J.  Blackstock,  H.  K.  List,  S.  B.  Pinch. 

Bpworth  League — Board  of  Control, 

J.  W.  Robinson,  Miss  Shbi^pon,  D.  L.  Thoburn,  Miss 
Sellars,  W.  a.  Mansell. 

Deaconess  Work — Board  of  Supervision. 

J.  C.  Butcher,  Chairman ;  S.  Tupper,  M.  Stephbijt,  J.  W. 
Robinson,  W.  H.  Bowen,  Mrs.  L'AtiKER,  Mrs.  Bare,  Mrs. 
KN0WI4ES,  Miss  Thoburn. 

Sunday  School  Union. 

J.  N.  West,  President^  G.  C.  Hewes,  Secretary  and  Treamtrtr, 

Conference  Historical  Society. 

N.  L.  RoCKEY,  President  and  Ckronickr>\  G.  C.  Hewes,  Secretary. 

Conference  Literary  Society. 

S.  S.  DBASE,  President ;  J.  H.  Gill,  Vke'Preiddent\  J.  0. 
Butcher,  Secretary  and  Treasurer. 

Trustees  of  the  Theological  Seminary  and  Normal 

School. 

N.  L.  RocKEY,  E.  W.  Parker,  F.  R.  Welsh,  Esq.,  1901;  J. 
Groves,  Esq.,  a.  G.  McArthur,  S.  S.  Dease,  1902;  h.  A.  Core, 
G.  L.  Barb,  Mr.  George  Luke,*  1903 ;  J.  O  Lawson,  E.  Massey. 
North  West  India*  Conference;  T.  3.  Johnson,  Bombay  Copfer- 
ence;  H.  Jackson,  Beiigal-Butma  Conference;  Bishop  J.  M, 
Thoburn,  EX'OJSicio;  T.  J.  Scott,  Ex-Qfflcio  Secretary. 

Trustees  of  the  Reid  Christian  CoUeget  Lucknow. 

J.  W.  Robinson,  J.  C.  Butcher,  L.  A.  Core,  1901,  R  Hoskins, 
P.  M.  Bucit,  E.  W.  Parker,  President^  1902;  W.  E.  Crawsbaw, 
Esq.,  T.  J.  Scott,  D.  M.  Butler,  1903:  C.  L.  Barb,  JSr-Q0ldo 
Secretary;  Bishop  J.  M.  Thoburn,  Ex-Offido. 

Local  Committee,  Naini  Tal  Schools. 

J.  H.  Messmore,  E.  W.  Parker,  N.  L.  Rockey,  R.  I.  Paucbtt, 
S.  Knowles,  S.  S.  DBASE,  T.  J.  Scott,  J.  Anderson,  Esq., 
G.  W.  Grbgson,  Esq.,  J.  c.  Butcher,  Mrs.  Butcher,  Miss 
£  ASTON,  Miss  Carver. 


Conference  'Roll 


CLASS  A.— >EldefB  in  full  connection  who  hi|ve  com- 
pleted the  course  6f  study. 


Adams,  Horace  J. 
Ashe,  William  W. 
Bahadur  Siug^h 
Baldeo  Persliad 
Bansi  Ohar 
Bare,  C.  L. 
Basant  Ram 
BihariLal  I. 
Bihari  Lai  II. . 
Bhikki  Lai 
Blaekstock,  J. 
Bowen,  W.  H. 
Butcher,  J.  C. 
Butler,  David  M. 
Cfahotd  Lai 
Chowfin,  Dasrid  A. 
Cocker,  Benj.  F. 
Core,  Lewis  A. 
Craven,  Thomas 
Cutting,  Hiram  A. 
Cutler,  Lucius 
Dease,  Stephen  S. 
Dysell,  -Joseph 
FallSf  Seneca 
Fazl  Masih 
Finch,  Superian  B. 
Franklin,  R.  8. 
Prey,  Geo.  H. 
Gill,  Joseph  H. 
Greenwold,  P.  W. 
Hancock,  C. 
Hewes,  G.  C. 
Humphrey,  J.  L. 
Jacob,  Joseph 
Janvier,  Joel  T. 
Jawala  Sing 
Jordan,  James 
Kanhai  Singh 
Karim  Masm 
Kidder,  D.  P. 


1874  Knowles,  Samuel 
1895  Lawrence,  Shadulla 
1898  List,  Henry  K. 
18a3  Manse]],  Sabine 

1895  Mansell,  W.  A. 

1880  McArthur,  A.  G. 
1894  Mazhar-ul-Haqq 

1892  Messmore,  J.  H. 
1889  Mukerji,  H.  L. 
1894  Mitchell,  H.  B 

1875  Neeld,  F.  L. 

1882  Nizam  All 
1885  Parker,  E.  W. 

1893  Patras,  Benjamin 

1894  Paul,  Chiddu  S. 

1892  Peters,  William 

1884  Phillip,  B.  8. 
1889  Phillip,  Samuel 

1870  Presgrave,  Grafton  D. 

1874  Robinson,  John  W. 

1885  Hockey,  Noble  L. 

1881  Samuel,  John  F. 

1896  Samuel, ;Jo8hua|S. 

1886  Scott,  Thomas  J. 

1893  Scott,  Warren  M. 

1894  Shipley,  Charles 

1893  Speake,  William  T. 

1889  Stephen,  Matthew 

1871  Solomon,  Abraham 

1879  Solomon,  Joshua 

1886  Sweet,  Aaron 
1891  Thoburn,  David  L. 
1857  Tupper,  Samuel 

1896  Wahid-ud-Din,  Joseph 

1864  Waugh,  James  W. 

1894  West,  John  N. 

1883  Wheeler,  Samuel 

1887  Wilson,  Harkua 
1893  Yaqub  Shah. 
1885 


1858 
1893 
1889 
1892 
1880 
1893 
1893 
1861 
1886 
1886 
1881 
1896 
1859 
1887 
1889 
1879 
1893 
1891 
1894 
1892 
1884 
1893 
1896 
1863 
1888 
1885 
1890 
1882 
1879 
1896 
1893 
1894 
1889 
1894 
1859 
1893 
1889 
1P87 
1882 


CLASS  B.— Memben  in  full  connection  in  the  studies 

of  the  fourth  year. 


Ganga  Nath 

Elder 

..• 

Mohammed  Hasan  Jan 

Deacon 

*94 

Prabbhu  Dayal, 

n 

*•• 

Albert  Frank 

}f 

*99 

Joseph  H,  Smart, 

ti 

•Q7 

1896 
1895 
1897 
1897 
1897 


6  CONFERENCE  ROLL. 

CLASS  C— Membera  in  full  connection  in  studies 


Nathaniel  K.  Childs,        Deacon  1897 

John  H.  Walter,                   »,           1900  1897 

Bulaql  Singh,                         ,,             '94  1895 

LazarShah                            „             '97  1898 

JhukkanLal,                         ,,             *93  1898 

Prem  Singh,                          „             ...  1898 

James  Thompklnson            „          1900  1899 

CLASS  D.— Preachers  on  trial. 

YaqubAli                    Deacon       II  Year  1899 

Kay  Silas                         „                   „  1899 

Yaqub  Singh                                      I  Year  1900 

Robert  I.  Faucett,         Elder                  ,  1900 

SUMMARY. 

Missionaries  in  full  connection         ....  ....               ....    21 

Hindustani  members  in  full  connection  ....              ....    70 

ToUl  91 

Missionaries  on  trial  ....  1 

Hindustani  members  on  trial  ....               ....      3 


Total  ...;..    95 


Conference  Hppointmente. 


BAREILLY  DISTRICT. 

£.  W.  Parker,  P.  E.  (P.  O.  Shahjahanpur. ) 

Aonla,  Basant  Ram. 

Bareilly,  S.  S.  Dease,  Samuel  Phillip. 

,,       Bindusbani  Church,  W.  R.  Bo  wen. 

,,       Sadar  Bazar,  Joseph  Wahid-ud-Din. 
Bhamora,  Nizam  Ali. 
Bilsi,  W.  T.  Speake. 
Binawar,  •supplied  by  Govind  Ham. 
Bisauli,  Bahadur  Singh. 
Budaon,  G.  C.  Hewes,  Joshua  Solomon. 
Dataganj,  Bihari  Lai  II. 
Faridpur,  Chiddu  S.  Paul. 
Jalalabaa,  Lucius  Cutler. 
Kakrala,  supplied  by  John  Robert. 
Khera  Bajhera,  Kanhai  Singh. 
Miranpur  Katra,  B.  F.  Cocker. 
Mohamdi,  to  be  supplied. 
Panahpur,  Joseph  Dysell. 
Pawayan,  Aaron  Sweet. 

Shahjahanpur,  John  Blackstock,  Prabbhu  Dayal. 
Shahjahanpur  West,  Ganga  Nath. 
Tilhar,  H.  K.  List. 
Ujhani,  James  Jordan. 

Bareilly  Theological  Seminary,  T.  J.  Scott,  principal ;  S.  S 
Dease,  H.  L.  Mukerji,  professors  ;  Jawala  Singh, 
teacher. 

6ABHWAL  DISTRICT. 

J.  H.  Gill,  P.  E.  (P.  O.  Pauri,  Garhwal.) 

Bainoli,  F.  W.  Greenwold. 

Kainur,  David  A.  Chowfin. 

Lansdowne  and  Kotdwara,  supplied  by  Ghungar  Money. 

Pauri  and  Gadoli.  J.  H.  Gill,  F.  L.  Neeld. 

Ramni,  Sabine  Mansell. 

Srinagar,  supplied  by  Edward  Thomson. 

Mission  Hospital  and  Dispensary,  to  be  supplied. 

Supernumerary,  W.  W.  Ashe. 

GONDA  DISTRICT. 

William  Peters,  P.  E.  (P.  O.  Bahraich.) 

Bahraich,  supplied  by  Arthur  S.  Wesley. 
Balrampur,  Behari  Lai. 
Bhinga,  J.  F.  Samuel. 
Gonda,  S.  B.  Finch. 
Kaisarganj,  Baldeo  Pershad. 
Karnalganj,  Samuel  Wheeler. 
Mankapur,  J.  S.  Samuel. 
Kanpara,  L.  J.  XlcGee. 
Nawabganj.  Crawford  Hancock. 
Sujauli,  to  be  supplied. 
Supernumerary,  Thomas  Craven. 


8  CONFEBENOE  APPOINTMENtS. 

HARDOI  DISTRICT. 
Samuel  Tupper,  P.  E.  (P.  O.  Hardoi.) 

Bilgram,  Jukkhan  Lai. 
Hardoi,  Samuel  Tuppery 
Malawan,  to  be  fiuppiied  hy.  Nand  Ram. 
Pali,  . ,,  „    John  D.  Flint 

Pihani,  „  „    Sadal  Ifasih. 

Safipur,  ,,  ,,    John  Hiffginbottom. 

Sandi,  ,,  ,,    Robert  Turner. 

Sandila,  ,,  ,,    Baldeo  Pershad. 

Shahabad,  Yaqub  Shah. 
Unao,  A.  u.  McArthur. 

KUMAON  DISTRICT. 
Samuel  Knowles,    P.  £.  (P.  O.  Naioi  Tal) 

Bhot,  Harkua  Wilson. 

Dwarahat,  N.  L.  Rockey,  Shadulla  Lawrence. 
Ganffoliahat,  supplied  by  Chamrua  Wilson. 
Haldwani,  supplied  by  John  W.  Todd. 
Lahu  Ghat,        „        „  Debi  S.  Hukill. 
Lobha,  .,        ,,  Gauri  Datt. 

Naini  Tal  Circuit,  Samuel  Knowles. 

,,      Hindustani  Church,  to  be  supplied  by  Bali  M.Dass. 

,,      English  Churcb,  Robert  L  Faucett. 

,,     Boys'  High  School,    J.   C.    Butcher,   Wilfred  W. 
Scott,  lay  missionary. 
Pithoragarh,  Benjamin  Patras. 
Ramnagar,  supplied  by  Bir  Singh. 
Supernumerary,  J.  W.  Waugh,  J.  L.  Humphrey. 

MORADABAD  DISTRICT. 
L.  A.  Core,  P.  E.(P.  O.  Moradabad.) 

Bijnour,  Seneca  Falls. 

Chandau8i»  Matthew  Stephen. 

Dhampur,  Fazl  Masih, 

Kanth,  supplied  by  B.  S.  Budden. 

Kiratpur.  Bansi  Dhar.  '  , 

Kundarki,  Lazar  Shah. 

Mandawar,  H.  B.  Mitchell. 

Moradabad,  L.  A.  Core,  Mazhar-ul-Haqq. 

,,  High  School,  L.  A.  Core,  Joseph  Jacob. 

Nagina,  Charles  Shipley. 
Najibabad,  supplied  oy  Bern.  McGregor. 
Nurpur,  „        ,,    Gufab  Singh. 

Seohara,  ,,        ,,    Jabbhu  Lai  I. 

Sherkot»  ,,        ,,    Peter  Merrill. 

Thakurdwara,   „        ,,    Mohan  Singh. 

OUDH  DISTRICT. 
J.  W.  Robinson,  P.  E.  (P.  O.  Sitapur.) 

Bahram  Ghat,  supplied  by  Mangal  Singh. 

Barabanki,  Yaoub  Ali. 

Lakhlmpur.  D.  P.  Kidder. 

Lucknow,  Circuit,  J.  N.  West,  Albert  Frank. 

,,         Hundustani  Church,  D.  M.  Butler. 

,,         Enpflish  Church,  J.  H.  Messmore. 

,,         Reid  Christian  College,   C.  L.  Bare,  J.  N.    West ; 

Brenton  T.   Badley,    lay  missionary ;    G.  D. 
Presgrave. 
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Lucknow,  Methodist  Publishing   House,  D.   L.    Thobnrn ; 

Chas.  R.  Hawes,  lay  missionary. 
Malihabad,  Yaqub  Hingh. 
Rae  Bareli,  6.  H.  Frey. 
Sidhauli,  J.  H.   Smart. 
Sitapur,  Ghotte  Lai,  Kay  Silas. 
Editor,  Kaukab  i  Hind,  J.  H.  Messmore. 
On  leave  to  America,  W.  A.  Mansell. 

PILIBHIT  DISTRICT. 

Hiram  A.  Cutting,  P.  £.  (P.O.  Fatehganj  West. ) 

Bhojipura,  N.  R.  Childs. 

Bisalpur, supplied  by  Jabbhu  Lall  II. 

Fatehganj  West,  H.  A.  Cuttioff,  J.  H.  Walter. 

Jahanabad,  supplied  by  Keshn  Singh. 

Milak,  Ghasa  tlam. 

MirganJ,  supplied  by  Kallu  Singh. 

Nawabganj,  supplied  by  Girdhari  Lai. 

Pilibhit,  James  Tomkinson. 

Puranpur,  supplied  by  Moti.Lal. 

Rampur,   •      „  ,,    Ase  Ram. 

Shahi,  ,,  „    Kaliram  Singh. 

Sirauli,  Bhikki  LaL 

Supernumerary,  Abraham  Solomon. 

8AMBHAL  DISTRICT. 
Horace  J.  Adams,  P.  £.  (P.  O.  Sambhal  ) 

Amroha,  Warren  Scott. 

Babukhera,  Balaqi  Singh. 

Bahjoi,  supplied  by  Matbura  Parshad. 

Basta,  Karim  Masih. 

Dhanaura,  Mohammed  Hasan  Jan. 

Gudnaur,  Ram  Sukh  Franklin. 

Hasanpur,  B.  S.  Phillip. 

Narainya,  supplied  by  Samuel  Barnard. 

Kajpura,       ,,  „    Lachhman  Singh.  - 

Rasulpur,      ,,  „    Manphul  Singh. 

Sambhal,  H.  J.  Adams;  one  supplied  oy  Mark  S.  CutliDg. 

Shahpur,  supplied  by  Mauladad  Khan« 

Sharlfpur,  supplied  by  Nirmal  Singh. 

WOMAN'S  CONFERENCE. 

BAREILLY  DISTRICT. 

* 

Bareilly,  Girls'  Orphanage,  Mrs.  Wilson;  one  to  be  supplied. 

,,       City  and  fivanzeiistic  work, Miss  Wilson. 

,,       Medical  work,  Mrs.  Dease 

,,       Woman's  School,  Mrs.  Scott,  Mrs.  Mukerji. 
Bttdaon,  City  and  Zanana  work,  Mrs.  Hewes. 

„       Girls'  Boarding  School,  Miss  Qurts^ . 
Shahjahanpur,  Girls'  Boarding  School,  SHss  Organ. 

, ,       City  work,  Mrs.  Blackst  'Ck. 

,,        District  work,  Mrs.  Parker. 
On  leave  in  America,  Miss  Bryan,  M.D.,Miss  English. 

GARHWAL  DISTRICT. 

Pauri,  Girls'  Orrhanage  and  Boarding  School,  Miss  Kyle. 
,,    Village  schools  and  District  work,  Mrs.  Gill. 

GONDA  DISTRICT. 

Bahraich  and  District  work,  Mrs.  L.  Raymond. 
Gonda,  Girls'  Boarding  School,  Miss  Scott. 

„    Evangelistic  work  and  City  schools,  Mibs  dj^j. 
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KDMAUN  DISTRICT. 

Bhot,  Miss  Sheldon,  M.  D.,  Miss  Browne. 

Chandag,  Miss  Reed. 

Dwarahat,  Mrs.  Rockey. 

Pithoragarh,  Miss  Sudden,  Miss  Tresham, 

Naini  Tal,  Hindustani  work.  Miss  Sullivan. 

„  Boys'  High  School,  Mrs  Butcher,  Miss'lPr itch ard. 

„  English  work,  to  be  supplied. 

„  Wellesley  Girls' High  Simool,  Miss    S.  A.  Easton, 

Srincipal  ;  Miss  CArver,  assistant  principal ; 
[iss  Files,  teacher. 
.,  District  work,  Mrs.  Knowles.  . 

On  leave  to  America,  Miss  Cellars. 

MORADABAD  DISTRICT. 

Bijnour,  to  be  supplied. 

Moradabad,  Citv  and  District  Evangelistic  work,  Miss  Means. 
,9  Girls'  High  School,  Miss  Alice  Means. 

OUDH  DISTRICT. 

Lucknow,  Woman* s  College,  MissThobum,  principal ;  Miss 
Nichols,  assistant  principal ;   Miss  Newton,  Miss 
Steams. 
„       City  Schools,  Mrs.  Thoburn. 
,,       Deftconess'  Home,  Miss  Hardie,  Miss  Ingram. 
,,       Circuit  work,  Mrs.  West. 

„       Zanana  work  and  Home  for  Homeless  Women,  Misfr 
Puller. 
Sitapur,  Girls'  Boarding  School,  Miss  Loper. 

,)       Zanana  work,  Mrs.  Tucker. 
Editor,  Hafiq-i-Niswan,  Mrs.  Messmore.       ,  ' 
Oudh  District  work,  Mrs.  Robinson,  ' 

On  leave  to  America,  Miss  C.  Easton. 

PILIBHIT  DISTRICT. 
District  work,  Mrs.  Cutting 

SAMBHAL  DISTRICT. 
District  work}  Mrs.  Adams. 

HARDOI  DISTRICT.^ 
D  ittrict  work,  Mrp.  Tupper. 


r 


S)fec{pUnarie  (Slueetions. 


I.    Vihm  hmve  been  Mcelved  by  Transfer,  and  from  wbat  Conferences  ? 
None. 

s«    Who  have  been  Readmitted  ? 
None. 

3*    Who  have  been  Received  on  Credentials,  and  from  what  Churches  f 
None. 

4.  Who  have  been  received  on  trial  ? 
t«)  |B  BtttdiM  of  First  Year. 

Yaqub  Singhi  Itchert  L  FaxicetL 
(b)  In  StudiM  of  Third  Year.' 

'    None. 

5.  Who  have  been  Continued  on  trial  ? 
(•)  IB  atadiea  of  Plret  Year. 

None. 

Ik}  In  Studios  of  Sooond  Year. 

Yaqub  AU,  Kay  SUaf. 

.  (e)  la  Stadloa  of  Third  Year. 

None. 

|i)  In  Stadlee  of  Fourth  Year. 

None. 

6k    Whohave  been  Discontinued  ? 
None. 

y.    Who  have  been  admitted  into  Pull  Membership  ? 
(a)  Sleeted  and  Ordained  Deacons  this  year. 

JohnH.  WaUer,  James  Thompkinson. 

W  Sleeted  aad  Ordained  Deacons  previously, 

Bulaai  Sin^  Lazar  Shah,  Jhvkkan  Lai,  Nath*knkl  B.   ChUdt, 
Prem  Sin^. 

t.    What  Members  are  in  Studies  of  Third  Year  ? 
Ce)  Admitlod  Into  Full  Membership  this  year. 

John  B.  Walter.  James Thompkinson,  Btilaqi  Singh, Laxar  Shah, 
Jhukkan  Lai,  Nathaniel  E*  ChUds,  Prem  8in^. 

(»)  Admitted  Into  Full  Membership  previously. 

None. 
.    Wbat  Members  are  in  Studies  of  Fourth  Year  ? 

JLlbert  Fraiik,  Joseph  ff.  Smart,  Prahbhu  Dayal,  Mohammed 
ffasan  Jan,  Qanga  Nath. 


X2  DISCIPLINARY  QUESTIONS. 

10.    What  Members  have  Completed  the  Conference  Courae  of  Study  ? 
(<)  El«cttd  and  Ordained  Elders  this  year. 

Shadulla  Lawrence,  Bansi  Dhar,  Nizam  All,  Joshua  Solo- 
mon, Joseph  Jacob,  Bahadur  Singh,  Joseph  Dysell, 
Joshua  S.  Samuel. 

<A)  Elected  and  Ordained  B'ders  previou  aly. 

Nope, 

XI.    What  others  haVebeen  Elected  and  Ordained  Deacons  ? 
(a)  As  Local  Preachers. 

Earun  Andrew^  BaWxo  Perahad^  Prem  Masih^  K'vlijfa  WUkm" 
son,  Aithur  S,  l^edey,  Daniel  C  Rkhaids, 

[h   Under  Mitsionary  Rule. 

liobeH  I.  Faucctt. 

I  a.    What  others  have  been  Elected  and  Ordained  Elders  ? 
(a)  As  Local  Deacons. 

None. 

ib)  Under  Missionary  Rule. 

lioheri  L  Faitceil^  Ganga  NaUi, 

13.  Was  the  Character  of  each  Preacher  examined  ? 

This  was  strictly  done  as  the  name  of  each  preacher  was 
called  in  open  Conference. 

14.  Who  have  been  Transferred,  and  to  what  Conferences  ? 

•*■-■• 

None. 

15.  Who  have  Died  ? 

Stephen  Paul.  .        . 

16.  Who  have  been  Located  at  their  own  Request  ? 

None 

17.  Who  have  t)een  Located  ? 

None. 

18.  Who  have  withdrawn  ? 

Benjamin  Marqus. 

19.  Who  have  been  permitted  to  Withdraw  under  Charges  or   Com* 

plaints  ? 

None. 

ao.    Who  have  been  Expelled  ? 
None. 

ai.    What  other  personal  Noution  should  be  made  f 
None. 

aa.    Who  are  the  Supernumerary  Preachers  ? 

J.  W.  Waugh,  T.  Craven,  W.  W.  As^e,  A.  Solomon,  J.  L. 
Humphrey. 

33.     Who  are  the  Superannuated  Preachers  ? 

^oel  T.  Janvier. 
a4*     Who  are  the  Triers  of  Appeals  ? 

J.  H.  Messmore,  W.  R.  Bowen,  J.  Black  stock,  G,  H.'Prev, 
.       S.  S.  pease,  M,  Stephen,  N.  L.  Rickey,  \  * ' 


DISCI  PUN  A  BY  QUESTIONS.  IS 

25.  What  18  the  Statistical  Report  for  this  year  ? 

See  Statistics. 

26.  What  is  the  aggregate  of  the  Benevolent  CciUectlons  ordered  by  the 

General  Conference,  as  reported  by  the  Conference  Treasurer? 

Rs.  1,867. 

27.  What  are  the  Claims  on  the  Conference  Fund  ? 

Rs.  780. 

28     What  has  been  Received  on  these  Claims,  and  how  has  it  been 
Applied  ? 

Full  amount  was  received  and  applied* 

29.  Where  are  the  Preachers  Stationed  ? 

See  Appointments. 

30.  Where  shall  the  Next  Conference  be  held  ? 

Bareillyl 

Note.—  Names  of  Conference  undergraduates  ai sprinted  in  italiest. 


Conference  Journal. 

FIRST  DAY. 

LUCKNOW,  Januaty  lOih^  2900, 

Opening  Bxeiciaes,  -The  North  India  Coaferenoe  met  for  its 
thirty -sixth  annual  session  in  th)  Lai  Bagh  Church,  Luclcnow,  on 
Wednesday,  January  10th,  at  11  a.  m..  Bishop  J.  M.  Thoburn 
presiding.  After  the  devotional  exercises  Bishop  Thoburn  very 
briefly  addressed  the  Conference. 

Roll  Call. —The  secretary  of  the  last  conference  called  the  roll, 
and  eighty  members  and  probationers  answered  to  their  names. 
Fifteen  members  and  probationers  were  absent. 

Secretaries.  -  On  motion  of  W.  Peters,  J.  W.  Robinson  was  elect* 
ed  secretary,  and  on  his  nomination  S.  Tupper  was  elected  vernac- 
ular secretary,  and  6.  C«  Hewes  assistant  secretary. 

Conference  Treasurer. — On  motion  of  W.  A.  Mansell,  J.  N.  West 
was  elected  conference  treasurer* 

Hours  of  Session.— On  motion  of  W.  Petersi  the  hours  of  sessioa 
were  fixed  at  from  11  a.  m.  to  3  p.  M. 

Conference  Bar.— On  motion  of  N.  L.  Rockey,  the  conference  bar 
was  fixed  for  the  wings  and  in  front  of  the  second  windows  in  the 
main  body  of  the  church. 

Introductions.— R.  I.  Faucett,  B.  T.  Badley,  and  Misses  Organ 
and  Newton,  of  the  North  India  Conference,  and  Miss  Gregg  of  the 
North- West  India  Conference,  were  introduced. 

Vacancies  in  Committees.— On  motion  of  T.  J.  Scott,  the  following 
were  chosen  to  fill  vacancies  on  standing  committees  :  G.  C.  Eewes, 
S.  S.  Dease,  on  Auditing  Committee ;  J.  C.  Butcher,  N.  L.  Rockey, 
8.  S  Dease,  on  Board  of  Examiners ;  J.  C.  Butcher  on  State  of  the 
Church ;  D.  L.  Thoburn  on  Sunday  Schools;  C.  L.  Bare  on  Con- 
ference Relations;  Miss  Organ  on  Epworth  League;  Miss  Hoge, 
Mrs.  Thoburn  on  Board  of  Supervision  of  Deaconess  Work ;  W. 
Peters,  £.  W.  Parker,  J.  H.  Gill,  Bhikki  Lai  on  Memoirs ;  J.  L. 
Humphrey,  S.  Knowles,  £.  W.  Parker,  J.  T.  Janvier,  H«  L. 
Mukerji,  W.  Peters,  on  committee  for  preparing  a  memoir  of  Dr. 
Wm.  Butler. 

Time  for  Elections.— On  motion  of  N.  L.  Rockey,  the  time  for  the 
election  of  delegates  and  conference  ofiicers  was  fixed  for  Thursday  i 
the  11th,  at  12  M.,  the  elections  to  be  held  in  the  following  order : 
delegates  to  General  Conference,  delegates  to  Central  Conference, 
Corresponding  Secretary,  Treasurer  for  the  Board. 

Thirteenth  Question.— The  Thirteenth  Question  was  taken  up. 
The  name  of  E,  W.  Parker  was  called,  his  character  passed,  and 
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he  reported  the  work  of  the  Bareilly  district.  The  names  of  James 
Jordan,  S«  S.  Dease,  S.  Phillip,  W.  R.  Bowen,  Joseph  Wahid-ud- 
Din,  W.  T.  Speake,  H.  J.  Adams,  G,  C.  Hewes,  Bihari  Lai  II, 
C.  S«  Paul,  Lucius  Cutler,  Basant  Ram,  H.  L.  Mukerji,  Kanhai 
Singh,  Aaron  Sweet,  J.  Blackstock,  B.  K.  List,  T.  J.  Scott  and 
Jawala  Singh  were  called,  their  characters  were  passed  and  they 
reported  their  collections. 

The  name  of  Wm.  Peters  was  called,  his  character  was  passed 
and  he  reported  the  work  of  the  Gonda  district.    The  names  of 
Bihari  Lai  I,  J.  F.  Samuel,  S.  B.  Finch,  Baldeo  Parshad,  Samuel 
Wheeler  and  Crawford  Bancook  were  called,  their  characters  were 
passed  and  they  reported  their  collections. 

The  name  of  J.  H.  Gill  was  called,  his  character  was  passed, 
and  he  reported  the  work  of  the  Garhwal  district.  The  names  of  F. 
W.  Greenwold  and  W.  W.  Ashe  were  called,  their  characters  were 
passed,  and  they  reported  their  collections.  On  motion  of  J.  H.  Gill 
W.  W.  Ashe,  at  his  own  request,  was  granted  a  supernumerary 
relation.  The  names  of  D.  A.  Chowfin,  F.  L.  Neeld,  and  Sahine 
Manroll  were  called,  their  characters  were  passed,  and  they  report- 
ed their  collections. 

The  name  of  S.  Knowles  was  called,  his  character  was  passed 
and  he  reported  the  work  of  the  Kumaon  district.    The  names  of  H. 
K.  Wilson,  N.  L.   Rockey,   J.   C.  Butcher,  J.  L.   Humphrey  and 
Benjamin  Fatras,  were  called,  their  characters  were  passed,    and 
they  reported  their  collections. 

The  name  of  J.  H.  Messmore  was  called,  his  character  was 
passed,  and  he  reported  the  work  of  the  Moradabad  district.  The 
name  of  Seneca  Falls  was  called,  and  his  character  was  passed. 

School  Fcc3  in  Statistics.— On  motion  of  Wm.  Peters,  the  matter 
of  reporting  boarding  school  fees  in  statistics  was  referred  to  the 
Central  Conference  for  instructions. 

Official  Correspondence.— The  corresponding  secretary  of  the 
conference  placed  on  the  table,  for  examination  or  reference,  the 
official  correspondence  of  the  year. 

Adjournment.— On  motion  of  J.  W.  Robinson,  after  the  making 
of  the  announcements,  the  singing  of  the  doxology,  and  the  benedlo- 
tion,  the  conference  adjourned  for  the  day. 

SECOND  DAY. 

LUCKNOW,  January  llthy  1900. 

Opening  Exercises.- The  conference  convened  at  11  a.  m.,  and 
the  devotional  exercises  were  conducted  by  R.  I.  Faucett. 

Joomal.— The  journal  of  the  previous  day's  session  was  read  in 
English  and  vernacular  and  approved. 

Introductions.— Rev.  A.  W.  Newboult,  of  the  Wesleyan  Mission, 
was  introduced,  and  on  motion  of  J.  W.  Robinson  he  was  invited 
to  a  seat  within  the  bar  and  to  participate  in  the  discussions  of  the 
conference. 
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Thirteenth  Question  Resumed.— The  names  of  M.  Stephen,  C.  Ship- 
ley, Fazal  Masih,  Mazar-ul-Haqq,  andH.  B.  Mitchell  were  called, 
their  characters  were  passed  and  they  reported  their  collections. 

The  name  of  W.  A.  Mansell  was  called,  his  character  was  pass, 
ed,  and  he  reported  the  work  of  the  Oudh  district.  The  names  of  S. 
Tupper,  B.  F.  Cooker,  D.  P.  Kidder,  J.  W.  Robinson,  D.  M.  Butlef, 
D.  L.  Thoburn,  C.  L.  Bare,  G.  D.  Presg^rave,  G.  H.  Frey,  Yaqub 
Shah,  Chhote  Lai,  A.  O.  Mc Arthur  and  Bhikki  Lai  were  called* 
their  characters  were  passed  and  th^^y  reported  their  collections. 

The  name  of  H.  A.  Cutting  was  called,  his  character  was  pass, 
ed  and  he  reported  the  work  of  the  Sambhal  district.  The  names  Of 
Warren  Scott,  S.B.  Phillip,  R.  S.  Franklinand  Karim  Masih  were 
called,  their  characters  were  passed  and  they  reported  their  col- 
lections. 

Order  of  the  Day.— The  order  of  the  day,  the  election  of  delegates, 
was  taken  up.  W.  Peters,  D.  A.  Chowfin,  J.  C.  Butcher  and  J.  ,H. 
Gill  were  appointed  tellers,  and  the  ballot  on  General  conference 
delegates  was  ordered.  The  ballot  resulted  in  the  election  of  E.  W. 
Parker  and  J«  L.  Humphrey,  The  ballot  was  ordered  for  altei^ates. 

Frstemal  Letters.— The  secretary  read  letters  of  greeting  from  J. 
W.  Waugh  and  L.  A.  Core.  On  motion  of  T.  J.  Scott,  the  secretary 
was  requested  to  respond  to  these  and  send  the  greetings  of  the  con- 
ference to  these  brethren.  ... 

Theological  Seminary.  — S.  S.  Dease  presented  the  financial  re- 
port of  the  Bareilly  Theological  Seminary*  which  on  motion  of  W. 
A.  Mansell  was  accepted.  T.  J.  Scott  presented  the  request  of  the 
Board  of  Trustees  of  the  seminary  for  a  change  in  the  constitution, 
providing  for  the  election  of  visitors  from  patronizing  conferences. 
On  motion  of  E.  W.  Parker  the  request  was  granted  and  it  was  or- 
dered that»  in  its  election  of  visitors,  this  conference  arrange  that 
the  two  visitors  to  which  we  are  entitled  be  elected  alternate  years. 

Alternate  Delegates.— The  tellers  reported  the  election  of  W.  A. 
Mansell  and  F.  L.  Neeld  as  alternate  delegates  to  Geiferal  con- 
ference. 

Central  Conference  Delegates.— The  ballot  was  ordered  for  dele- 
gates to  Central  conference. 

Returned  Parchments.— N.  L.  Rockey  presented  the  parchments  of 
Pancham  Singh,  which  had  been  surrendered  upon  the  withdrawal 
of  the  holder  from  the  mission. 

Water  Privileges.- H.  L.  Mukerji  presented  a  partial  report  of 
the  committee  appointed  at  the  last  session  of  conference  on  the 
privileges  of  Christians  to  use  wells.  The  report  was  accepted^  but 
the  committee  was  continued  and  requested  to  complete  its  work. 

Census  of  xgox.— N.  L.  Rockey  .presented  the  following  resolu- 
tion, which  on  motion  of  E.  W.  Parker  was  adopted  : 

In  preparation  for  the  government  census  to  be  taken  in  the 
month  of  February,  1901.  there  be  furnished  to  each  of  our  Christians 
a  ticket  tbat  will  furnish  the  facts  desired  in  the  census,  with 
the  request  that  they  be  presented  to  the  takers  of  the  census  at  the 
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proper  time.     These  tickets  shall  be  distributed  at  the  last  quarter- 
ly conference  of  1900. 

That  societies  of  other  Christian  bodies  be  asked  to  take  similar 
action  to  secure  a  fair  count  of  their  people,  and  that  this  matter  be 
laid  before  the  Central  conference  and  other  missionary  confer* 
ences. 

On  motion  of  E.  W.  Parker,  N.  L.  Rockey,  J.  W.  Robinson 
and  S.  Tupper  were  appointed  a  committee  to  give  effect  to  the  re- 
solution. 

Conference  Stewards.— On  motion  of  W.  S.  Mansell,  J.  L.  Hum- 
phrey, J.  Blackstock  and  H.  J.  Adams  were  appointed  conference 
Stewards. 

Introductions.— C.  R.  Hawes,  Managfor  of  the  Methodist  Publish- 
ing Bouse,  a  lay  missionary  of  the  conference,  was  introduced. 

Central  Conference  Delegates. — The  tellers  reported  the  election  of 
W.  Peters,  J.  C.  Butcher,  S.  Tupper,  E.  W.  Parker,  H.  L.  Mukerji, 
T.  J.  Scott  and  W.  A.. Mansell.  A  ballot  was  ordered  for  four 
more  delegates. 

Sunday  Schools. — The  committee  on  Sunday  schools  presented 
its  report,  which  on  motion  of  N.  L.  Rockey  was  accepted.  (See  Re- 
ports.) 

Central  Conference  Delegates. — ^The  tellers  reported  that  no  dele- 
gates had  been  elected  on  the  second  ballot.  A  third  ballot  was 
ordered. 

Missionary  Secreury  for  India.— The  following  resolution  was  pre- 
sented by  E.  W.  Parker,  and  on  motion  of  J.  W.  Robinson  was 
adopted  : 

Resolved,  That  the  corresponding  secretary  be  instructed  to 
convey  to  Rev.  A.  B  Leonard,  D.  D.,  senior  Corresponding  Sec- 
retary of  the  Missionary  Society,  the  hearty  thanks  of  the  confer- 
ence for  the  help  we  have  so  often  received  through  his  efforts,  and 
of  our  appreciation  of  his  administration  of  our  interests  during 
the  past  quadrennium. 

Statistics. —On  motion  of  N.  L.  Rockey,  the  time  for  hearing  the 
report  of  the  committee  on  statistics  was  fixed  for  1  p.  m.  on  Fri« 
day,  the  12th. 

Theological  Seminary  Board.  -T.  J.  Scott  presented  the  following 
names  for  vacancies  existing  on  the  Board  of  Trustees  of  the  Theo- 
logical Seminary  :  L.  A.  Core,  C.  L.  Bare  and  Geo.  Luke  to  suc- 
ceed themselves,  and  their  term  to  expire  in  1903.  N.  L.  Rockey  in 
place  of  F.  L.  Neeld,  and  J.  Groves  in  place  of  J.  Buchanan.  On 
motion  of  E.  W.  Parker,  the  secretary  of  the  conference  was  order*- 
ed  to  cast  the  ballot  of  the  conference  for  these  names. 

Central  Conference  Delegates.— The  tellers  reported  the  election  o{ 
D.  M.  Butler  and  J.  Jacob  as  delegates  to  Central  conference.  A 
fourth  ballot  was  ordered  for  the  two  remaining  delegates  neces- 
sary. 

Place  of  next  Conference.— On  motion  of  H.  L.  Mukerji »  Bareillj 
was  chosen  as  the  seat  of  the  nextr  ser^aion  of  the  confereni^e. 
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Central  Conference  Sessions.— On  motion  of  J«  H.  Messmore,  it 
was  ordered  that  Central  conference  be  petitioned  to  memorialize 
General  conference  to  substitute  the  word  **four"  in  place  of  the 
word  *'two^'  in  para.  87,  sec.  1  of  the  Discipline,  so  that  ii  read, 
*'  provided,  that  it  shall  meet  at  least  once  in  four  years. ^* 

Central  Conference  Delegates.— Thj  tellers  reported  the  election  of 
C  L.  Bare  and  S.  S.  Dease  as  delegates  to  Central  conference. 
On  motion  of  C.  L.  Bare  the  conference  proceeded  to  elect  four  al- 
ternates. The  tellers  reported  the:Clection  of  J.  W,  Robinson,  and 
on  motion  of  J.  H.  Gill  the  secretary  was  instructed  to  oast  the 
ballot  of  the  conference  for  N.  L.  Rockey,  W.  R.  Bowen  and 
Ganga  Nath,  they  havlog  the  next  highest  number  of  votes. 

Adjournment. *On  motion  of  T.  J.  Scott,  after  giving  of  an- 
nouncements and  dosing  pxei*cises,  the  conference  adjourned. 


THIRD  DAY. 

LUCKNOW,  January  ISth,  1900. 

Opening  Exercises.— The  conference  convened  at  11  A.  M.,  Bishop 
Thoburn  in  the  chair.  The  devotional  exercises  were  conducted  "by 
J.  H.  Gill. 

Journal.— The  journal  of  the  preceding  day^s  session  was  read  in 
English  and  Vernacular  and  approved. 

Lay  Delegates.— The  secretary  announced  from  the  Lay  Electoral 
conference  the  election  of  C.  R.  Hawes  as  lay  delegate  to  General 
conference.  • 

Introductions.— R.   Hoskins  and  H.  Mansell  of  the  North- West 

India   conference,    W.   D.  Frater    of  the  Wesleyan  Mission  and 

J.   David,    of  the    North  India  Bible     Society,    were  introduce 

ed,  and  on  motion  of  W.  Peters  were  invited  to  take  seats  within 

the  bar  of  the  conference  and  paft'cipate  in  its  deliberations.    J. 

David  briefly  addressed  the  conference  on  behalf  of  the  North  India 

Bible  Society.    The  following  resolution  was  adopted  on  motion 

of  Rev.  G.  C.  Hewes : 

Kesf^lved,  That  it  has  given  us  great  pleasure  to  have  received 
a  visit  from  Rev.  Joel  David  as  representative  of  the  North  India 
Bible  Society,  and  to  have  heard  his  representation  of  the  work  of 
the  society :  that  we  are  very  thankful  to  the  officers  of  the  Bible 
Society  for  the  help  they  have  given  us  in  furnishing  books  and  col- 
porteurs to  many  of  our  stations ;  and  that  we  pledge  ourselves  as 
a  conference  to  continue  to  take  collections  and  subscriptions  to  aid 
in  this  blessed  work  of  givincf  the  Word  of  God,  without  note  or 
comment,  to  the  people  of  India. 

J.  H.  Gill,  S.  Knowlbs,  E.  W.  Parker. 

Order  of  the  Day%— The  order  of  the  day   was  taken  up,  S.  S. 
Dease,  U'  L.  Murker ji  and  Ganga  Nath  were  appointed  tellers,  and 
a  ballot  ordered    for    the    election  of  corre3i>ouding   secretary. 
Tellers  reported  the  election  of  C,  L.   Bare.    On  motion  of  K.  W", 
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Parker,  the  secretary  was  ordered  to  cast  the  .vote  of  the  conference 
for  D.  L.  Thoburn  as  candidate  for  the  position  of  Treasurer  for 
the  Board. 

Seminaiy  Visitors.— On  motion  of  T.  J.  Scott,  J.  Blackstock  and' 
Wm»  Peters  were  appointed  conference  visitors  for  the  seminary, 
for  the  long  and  short  term,  respectively. 

Book  Agents  and  Bdltors.— On  moti6n  of  J.  H.  Messmore,  Central 
conference  was  petitioned  to  so  arrange  that  agents  of  publishing 
houses  ai^l  editors  of  the  vernacular  papers  be  elected  only  after 
being  nominated  from  the  cabinets  of  the  patronizing  conferences. 

Bcumenical  Missionary  Conference. — On  motion  of  T.  J.  Soot% 
K.  W.  Parker,  J.  L.  Humphrey,  W.  A.  Mansell,  F.  L.  Neeld,  C.  R. 
Hawes,  J.  W.  Waugh  and  T.  Craven  were  elected  delegates  to  the 
Ecumenical  Conference  of  Missions  to  be  held  in  New  York  in 
April. 

Christian  College  Board.— C.  L.  Rare  presented  the  names  of  W. 
E.  Crawshaw,  D.  M.  Butler  and  T.  J.  Scott  to  take  the  place  of  the 
retiring  members  of  the  Board  of  Trustees  of  the  Held  Christian 
College;  J-  C  Butcher  to  take  the  place  of  F,  L,  Neeld  and  U.  Hos- 
kins  to  take  the  place  of  W.  R.  Clancy.  On  motion  of  E.  W.  Parker, 
the  secretary  was  ordered  to  cast  the  vote  of  the  conference  for 
these  names. 

Tune  Book.— J.  W.  Robinson,  on  behalf  of  the  committee  ap. 
pointed  at  a  previous  conference  to  revise  the  Gil  ki  Kitab  and  bring 
out  a  tune  edition,  stated  that  the  work  had  been  completed  and 
the  book  issued.  On  motion  of  W.  A.  Mansell  a  vote  of  thanks 
was  extended  to  the  committee,  and  to  the  agent  of  the  Lucknow 
Methodist  Publishing  House,  D.  L.  Thoburn,  for  the  successful 
completion  of  this  work. 

New  Discipline.— On  motion  of  N.  L.  I^ockey,  Va.  W.  Parker  was 
appointed  a  committee  to  translate  and  have  issued  in  form  of  a 
supplement  to  the  Discipline  by  the  fourth  quarter  of  this  year,  any 
changes  made  in  the  Discipline  by  the  approaching  General  confer- 
ence. 

Christian  College.— O.  L.  Bare  represented  the  work  of  the  Uaid 
Christian  College. 

Indian  Witness.—  J.  C.  Butcher,  at  the  request  of  the 
editor  of  that  paper,   represented    the   interests     of   the    Indian, 

Wttnesu 

Older  of  the  Day.— On  motion  of  N.  L.  Rockey,  the  order  of  the 
day  was  called  and  the  committee  on  statistics  gave  its  report, 
which  on  motion  of  Wm.  Peters  was  accepted  and  adoplad.    (See 

Reports.^ 

Seventh  Question. —The  Seventh  Question,  '*Who  have  been 
admitted  into  full  membership  ?''  was  called.  The  names  of  John  H. 
Walter  and  James  Thorn pkin son  were  called,  they  answered  the 
disci plinary>questions,  were  reported  on  by  the  board  of  exaroina* 
t}ons,  represeoited  by  their  presiding  elders,  reported  their  coUeetipnid 
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Mid  after  slgfoin;  the  veqaired  pledges,    wAre  elected   to  deacoa's 
orders  and 'received  into  full  cODnection. 

The  names  of  Bulaqi  Singh,  Prem  Singh,  Lazar  Shah,  N.  R. 
Chi  Ids,  and  Jukkhan  Lai  were  called,  they  answered  the  discipli- 
nary questions,  the  hoard  of  examinations  reported  on  their  cases, 
they  were  represented  by  their  presiding  elders,  they  reported  their 
collections  and  having  signed  the  required  pledges,  were  admitted 
into  full  connection. 

Adjoununent.— On  motion  of  R  W.  Parker,  after  the  giving  of 
BOtioeSi  and  the  closing  exercises,  the  conference  adjourned. 


FOURTH  DAY. 

LUCKNOW,  January  13<A,  1900. 

Opsning  Exercises.— The  conference  convened  at  11  a.  m.,  Bishop 
Thoburn  presiding.  The  opening  exercises  wete  conducted  by  N.  L. 
Rockey. 

Journal.— The  Journal  of  the  previous  dayU  session  was  read  in 
English  and  Vernacular  and  approved. 

Fifth  Question.— The  Fifth  Question,  '*  Who  are  continued  on 
trial?  "  was  called.  The  names  of  Yaqub  Ali  and  Kay  dilas  were 
ealled,  they  reported  their  collections,  were  reported  on  by  the 
Board  of  Examiners,  were  represented  by  their  presiding  elders, 
were  continued  on  trial  and  were  advanced  to  the  class  of  the 
second  year. 

Ninth  Question. —The  Ninth  Question,  '^  What  members  are  in 
■Indies  of  the  fourth  year?  ''  was  brought  forward.  The  names  of 
Albert  Frank,  Joseph  H.  Smart,  Prabbhu  Dayal,  Mohammed  Hasan 
Jan  and  Qanga  Nath  were  called,  they  reported  their  col  lections,  were 
reported  on  by  the  Board  of  Examiners  and  on  motion  of  their  pre. 
siding  elders  were  advanced  to  the  class  of  the  fourth  year. 

8.  Knowles  reported  the  withdrawal  of  Benjamin  Marqus 
from  our  church  and  ministry.  His  parchments  were  ordered  to  be 
forwarded  to  the  secretary  for  filing. 

Tenth  Question.— The  Tenth  Question,  **  What  members  have 
completed  the  Confei'ence  Course  of  Study  ?  "  was  called.  The 
names  of  Shadulla  Dawrence,  Bansi  Dhar,  Nizam  Ali,  Joshua 
S.  Samuel,  Joshua  Solomon,  Joseph  Jacob,  Bahadur  Singh,  and 
Joseph  Dysell  were  called,  they  reported  their  collections,  were 
reported  on  by  the  Board  of  Examiners,  and  on  motion  of  their 
presiding  elders  were  advanced  to  the  class  of  effective  elders  and 
•leoted  to  elder's  orders. 

Eleventh  Question.— The  Eleventh  Question,  '*  What  others  have 
been  elected  and  ordained  Deacons  ?  *'  i<as  brought  forward.  The 
names  of  Arthur  8.  Wesley,  Daniel  C.  Richards,  Harun  Andrew, 
Baldeo  Pershad,  Prtm  Masih,  and  Khuliya  Wilkinson  were  called » 
thflr  oaies  were  reported  on  by  the  Board  of  Examiners,  and  on 
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motion  of  their  presiding  elders  thejr  were  elected  as  local  preachers 
to  deacon*  9  orders. 

On  motion  of  W.  A.  Mansell,  Robert  I.  Faucett  was  elected  to 
ordination  to  the  ofHce  of  deacon  under  the  Missionary  rule. 

Discipline  Revision.—  A  motion  of  N.   L.  Hockey  memorializin 
General  conference  to  rescind  para.  169  of  the  Discipline,  provid- 
ing for  special  election  to  local  orders  of  local  preachers  in  India, 
was  on  moti  n  of  E.    '^.  Parker  referred  to  Central  conference. 

Fourth  Question.— The  Fourth  Question,  *' Who  have  been  relceiv* 
ed  on  trial  ?  "  was  called.  The  names  of  Yaqub  Singh  and  Robert 
I.  Faucett  were  called,  their  case^  were  reported  on  by  the  Bourd 
of  Examiners,  and  on  motion  of  their  presiding  elders  they  were 
received  on  trial. 

.  Twelfth  Question.— The  Twelfth  Question,  ''What  others  have 
been  elected  and  ordained  Elders?  ''was  called.  The  names  of  Robert 
I.  Faucett  and  Oanga  Nath  were  called,  and  on  the  motion  of  their 
presiding  elders  they  were  elected  to  elder's  orders  under  the  Mission- 
ary rule. 

Twenty-Second  Question.— TheTwenty-second  Question,  *'Whoare 
the  Supernumerary  preachers*?  "  was  called.  The  names  of  J.  W. 
Waugh,  T.  Craven,  A.  Solomon  and  W.  W.  Ashe  were  called,  and  on 
motion  of  J.  H.  Messmore  they  were  continued  in  the  same  relation. 
On  motion  of  E.  W.  Parker,  J .  L.  Humphrey,  at  his  own  request, 
was  granted  a  Supernumerary  relation. 

Twenty-thiid  Question.— The  Twenty-third  Question,  ''  Who  are 
the  Superannuated  preachers  ?  "  was  called.  The  n^me  of  J,  T. 
Janvier  was  called,  and  on  motion  of  S.  Knowles  he  was  continued  in 
the  same  relation. 

Twenty-sixth  Question.— The     Twenty-sixth     Question,    "  Whal 
is  the  aggregate  of  the  benevolent  collections  ordered  by  the  General 
conference  ?  "  was  called.    The  report  of  the  Treasuer  showed  the 
'  ffame  to  be  Rs.  4,782. 

Leave  from  Conference. -On  motion  of  W.  A.  Mansell,  Kay  Silas 
was  excused  from  further  attendance.  On  motion  of  J.  H.  Gill,  H.  A. 
Cutting  and  Mazarul  Baqq  were  excused  from  attendance  after 
Monday  afternoon  session. 

Temperance.— The  report  of  the  Committee  on  Temperance  was 
presented  by  G.  C.  Hewes,  and  on  motion  of  J.  H.  Gill  was  accepted. 

(See  Reports.)  .    ,      «       ,    .  « 

Board  of  Stewards. —The  report  of  the   Board  of  Stewards  was 

presented  by  J.  L.  Humphrey.    On  motion  of  J.  C.  Butcher  the  same 

was  referred  back  for  further  consideration. 

Sute  of  the  Church.— The  report  of  the  Committee  on  the  State  of 
the  Church  was  presented  by  J.  C.  Butcher.  On  motion  of  J.  H. 
Messmore  the  same  was  recommitted  for  translation. 

Adjournment. —On  motion  of  N.  L.  Rockey,  after  the  giving  of 
the  notices,  the  singing  of  thedpjjology  i^nd  tl)e  benediction,  the  con- 
ference "adjourned  for  ^he  day. 
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FIFTH  DAY. 

LUCKNOW,  January  I5M,  1960. 

Opening  Exercises.— The  conferenoe convened  at  11  a.  m.,  T.  J.Scott 
in  the  chair.  The  opening  exercises  were  conducted  by  H.  K.  Li^t. 

Journal.— The  journal  of  the  previous  day's  session  was  read  in 
English  and  Vernacular  and  approved. 

Certificateof  Ordination.— The  following  certificate  of  ordination 
was  presented  by  the  secretary  : — 

This  certifies  that  at  Lucknow  on  Sunday,  Janua«*y  14th,  1900, 
in  accordance  with  the  Discipline  of  the  Methodist  Episcopal 
Church,  I  ordained  to  the  office  of  Deacon,  John  H.  Walter,  James 
Thompkinson,  Harun  Andrew,  Baldeo  Per  shad,  PrenMasih,  Khuliya 
Wilkinson,  Arthur  S.  Wesley,  Daniel  C.  Richards  and  Robert  I. 
Paucett ;  and  with  the  help  of  elders  I  ordained  to  the  office  of  Elder, 
ShaduUa  Lawrence,  Bansi  Dhar,  Nizam  Ali,  Joshua  Solomon, 
Joshua  S.  Samuel,  Joseph  Jacob,  Bahadur  Singh,  Joseph  Dysell, 
Robeit  I.  Faucett  and  GangaNath. 

Given  under  my  hand  at  Lucknow  this  15th  day  of  January  1900. 

J.  M.  Thoburn. 

Board  of  Examiners  -The  report  of  the  Board  of  Examloers  wae 
presented  by  G.  L.  Bare,  and  on  motion  of  W.  A.  Mansell  the  same 
was  adopted. 

Finance  Committee. — The  nominations  of  the  cabinet  for  Finance 
Committee  wf  re  received.  S.  S.  Dease,  J.  Jacob  and  D.  M.  Butler  were 
appointed  tellers  and  a  ballot  was  ordered. 

X>eaconeaa  Work.— The  Board  of  Supervision  of  DeaeoBesss  work 
presented  its  report,  which  on  motion  of  J*  L.  Humphrey  was 
adopted. 

Confierence  Steward.— The  report  of  the  Conference  Steward  was 
presented  by  J.  L.  Humphrey,  and  on  motion  of  Wm.  Peters  the  same 
was  accepted  and- placed  on  file. 

Naini  Tal  Schoola -On  motion  of  J.  C.  Butcher,  J.  H.  Alessmore, 
E.  W.  Parker,  N.  L.  Rockey,  R.  I.  Faucett,  S.  Knowles,  S.  S.  Dease, 
T.  J»  Scott,  J.  Anderson,  Esq.,  G.  W.  Gregson,  Esq.,  J.  C.  Butcher, 
Mrs.  Butcher,  Miss  Eastoo,  and  Miss  Carver  were  elected  Local 
Committee  of  the  Naini  Tal  Schools. 

State  of  the  Church.— The  report  of  the  Committee  on  the  State  of 
the  Church  was  presented  in  English  and  Vernacular,  and  on  motion 
of  S.  Knowles  the  same  was  accepted  and  adopted. 

Finance  Committee. —The  tellers  reported  the  election  of  H  L. 
Mukerji,  J.  C.  Butcher,  M«  Stephen,  T.  J.  Scott  and  J.  H.  Messmore 
as  members  of  the  Finance  Committee.  The  ballot  was  ordered  for 
one  more  member  and  F.  W.  Greenwold  was  elected.  A  ballot 
was  ordered  for  t*)e  election  of  four  alternates,  and  G.  H.  Freyi 
J.  F.  Samuel,  J.  N.  West  and  N.  L.  Rockey  were  elected. 

Auditor's  Report-  The  report  of  the  Auditinj^  Committee  was  pre« 
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sented  by  G.  C.  Hewi^s,   and  on  motion  of  H.  A.  Cutting  the  same 
was  accepted  and  adopted. 

Bstension  of  Time. -On  motion  of  N.   L.  Rockey  the  time  was 

extended. 

Miasionary  Episcopacy. —S.  B.  Finch  presented  a  resolution 
commending  the  Missionary  Episcopacy  and  petitioning  for  the 
election  of  another  Missionary  Bishop,  which  on  motion  of  Wm- 
Peters  was  accepted  and  adopted  and  ordered  to  be  sent  to  Central 
conference.    ( See  liesolutions. ) 

Adjoununent.— On  motion  of  J.  W.  Robinson  conference  adjourn- 
ed to  meet  at  5-30  p.  m. 

Second  Session. 

Opening  Exercises. —The  conference  convened  at  5-30,  Bishop  Tho- 
burn  presiding.  The  devotional  services  were  conducted  by  J.  Black- 
stock. 

Jo\imaL-The  journal  of  the  preceding  session  was  read  in 
Eaglish  and  Vernacular  and  approved. 

Standing  Committees.— J.  H.  Messmore  presented  the  nominations 
for  the  standing  •committees,  which  on  motion  of  J.  W.  Robinson  were 
elected  as  follows:— 

StatisHes.—N    L.  Rockey,  P.  B.  Finch,  G.  C,  Hewes,  G.  D.  Pres- 

grave. 

SMe  of  the  Church. -T.  J.  Scott,  M.  Stephen,  D.  M.  Butler,  J.  F. 

Samuel,  H.  K.  List 

Sunday  Schools.- J*  C.  Butcher,  S.  S.  Dease,  Gan^a  Nath,  J. 
Jacob,  Nizam  All. 

3*en>pei'ance.  -  J.  Blackstock.  J.  N.   West,  W.  F.  Bowen,  H.  B. 

Mitchell. 

Publidiing  illintc/es.— The  Secretaries  and  the  Agent  of  the  Luck- 
now  Publishing  House. 

TbPreadithe  Annual  Sermon,- J,  H.  Gill,  S.  B.  Finch,  alternate* 

Trkrsof  Aj^^ls.—J.  H.  Messmore,  J.  Blackstock,  8.  S.  Dease, 
N.  L.  Rcokey,  W.  R.  Bowen,  G.  H.  Frey,  M.  Stephen. 

Committee  aii  Conference  lieUttions.—T.  J.  Scott,  J«  Blackstocki 
H.  K.  List,  S.  B.  Finch. 

Auditing  Committee.— J.  H.  Messmore,  J.  Blackstock, G.  C.  Hewes, 
8*  8.  Dease,  H.  L.  Mukerji,  J.  N.  West,  Mrs.  Bare,  Miss  Hoge. 

Board  of  Education,— ^.  H.  Messmore,  H.  L  Mukerji,  L.  A.  Core 

C.  L«  Bare,  William  Peters,    Miss  M.    Means,  Miss  Carver,    Mrs. 
Rockey,  Miss  Nichols. 

Board  of  Examiners^'-T.  J.  Scott,  C.  L.  Bare,  S.  8.  Dease,  J.  H. 
Messmore,  N.  L.  Rockey,  W.  R  Bowen,  D.  L.  Thoburn,  H  L. Mukerji, 

D.  A.  Chowfin,  D.  M.  Butler,  A.    G    McArthur. 

Deaconess  \V(yrk,  Board  of  SupervUioiu-J  C.  Butcher,  S.  Tupper, 
M.  Stephen,  J.  W.  Robinson,  W.  R.  Bowen,  Mrs.  Parker,  Mrs.  Bare, 
*Mr8.  Knowles,  Mrs.  Thoburn.  ^ '      , 

On  motion  of  N.  L.  Rockey,  the  electioD  of  a  Sanitarium  Com- 
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mittee  was  referred  to  the  Finance  Committee,  as  was  also  the 
request  of  the  North- West  India  conference  for  an  interest  in  the 
Nain  Tal  Sanitarium. 

Official  Journal. —On  motion  of  W.  A.  Mansell,  the  printed  minutes 
of  the  conference  were  recognized 'as  the  official  minutes  of  the  con- 
ference«  during  the  last  quadrennium. 

Ecumenical  Missionaiy  Conference. — On  motion  of  W.  A.  Mansell, 
the  matter  of  the  number  of  delegatea  to  the  Ecumenical  Ck>nference 
of  Missions  was  referred  to  the  Central  conference. 

fintertainment.—  A  resolution  of  thanks  to  the  entertainers  of  the 
conference  was  presented  and  on  motion  of  Wm^  Peters,  was  adopt- 
ed. ( See  Resolutions. ) 

Bishop  Thoburn. — A  resolution  of  appreciation  of  the  work  of 
Bishop  Thoburn  was  presented,  and  on  motion  of  Wm.  Peters  was 
adopted. 

J.  L.  Humphrey  —Dr.  Humphrey,  the  senior  missionary  of  the 
Society's  work  in  India,  addressed  the  conference  very  feelingly 
and  expressed  regret  that  the  burdens  of  age  compelled  his  retire- 
ment. 

Wm.  Peters  presented  a  resolution  of  appreciation  of  the  work 
of  Dr.  Humphrey,  and  of  regret  athis  retirement  from  active  service, 
which  on  motion  of  T.  J.  Scott  was  adopted.  (See  Resolutions. ) 

Adjournment. —On  motion  of  N.  L.  Hockey,  after  the  reading 
of  the  memoirs,  the  administration  of  the  Lord's  Supper  and  the 
reading  of  the  appointments,  the  conference  adjourned  sine  die. 

J.  W.  Robinson,  j.  m.  Thoburn, 

oeci-ei^iry.  .  I'i'eeident 


PUOGRAMME  OF  SERVICES. 

Prayer  JI/ee/tD^ff.-— Every  morning  at  8  a.m.,   led  by  different 
•members  of  conference. 

Devotional  Meetings. — In  both  English  and  Vernapular  ,at  7-30 
every  evening. 

Wedne^dny, — 5-30  P.M.,  Annual  Sermon  by  H.  A.  Cutting. 

Thursday,— r>-A  P.M.,  Missionary  meeting  :  W.  A.  Mansell. 
Miss  Hbge,  R.  K.  List  and  J.  Jacob. 

frtrfay.— 5-SOp.m.,  Anniversary  of  Sunday  School  Union,  T.  j. 
Scott,  speaker.  Anniversary  of  Literary  Society,  paper  by 
J.  H.  Messmore. 

5a<tir<i'|/.— 5-30  p.  M,  Anniversary  of  Bistorical  Society,  J.  L 
Humphrey,  S.  .Knowles,  E.  W.  Parker  and  Bishop  Tho- 
burn, speakers. 

Sunday,— S  a.m.,  Conference  Love  Feast,  l^by  E.  W.  Parker. 

9  A.M.,  Sermon    in    Hindustani  by    T.  J.  Scott   and 
ordination  of  Deacons. 

•4  p.m.,  Sermon  in  Hindustani  by  •  Wm  Petors  and    qp^ 
dination  of  Elders.  i 

6  Pi  M.,  9ermon  in  English  by  Bishop  Thoburn. 


Kepotte  ot  (Tommitteea. 

STATISTICAL  REPORT. 
FOB  TUB  YEAB  ENDING  NOVEMBER  30Ui,  1899. 

We  report  the  following  summary  of  the  more  Important  Items  of  the 
fall  report  (printed  elsewhere),  together  with  their  comparison  with  last 
year's  flgares. 

STATISTICAL  SUMMARY  AND  COMPARISON  WITH  1898. 

Mbmbbbship— 

1898       1899    Increase,    Decrease, 

Probationers                          ...    17,597      17,699  103 

Fall  members                         ..     15,421       14,389  1,033 

Children                                  ...    13,813       11,028  1,784 

Total  Christian  Community   ...    45,830      43,110  2,714 

BAPTISMS— 

From  among  Christian  child- 
ren                                       ^      1,026       1,061  ...              55 

From  among  children  of  New 

Converts                            ~.       385          669  ...           384 

Of  Adnlt  Converts                  ..•       976       1,415  ...          439 

Total  Number  Baptisms        ...       2,387      3,165  ...         778 

8ix«DAT  Schools— 

Number  of  Sunday  Schools     ..        995        1,082  ...          87 

Christian  Scholars,  Male          ...    13,170      13,05U  in 

Christian  Scholars,  Female     ...     8,169        7,199  970 

Mon-Christlan  Scholars,  Male...    12,837       13,236  591 

Non-Christian  Scholars,  Female     6,718        5,411  1,307 

Total  Sunday  School  Scholars  ..    40,884      87,905  2,979 

WOSKBBS— 

Christian  Workers,  Male         ...     1,059        1^096 .  ...          37 

Christian  Workers  Female     ...       617         6l0  37 

Total  Christian  Workers         ..      1,706        1,706  

Pastoral  Support   from  Euro- 
peans                                     •..       7,456       5,805  1,651 
„            „          „        Hindu- 
stani Church                        ...        5,308       5,346  ...           3d 
For  Conference  Claimants      ...        289         194  95 
Total  for  Pastoral  Support      ...     13,953     11,345  1,705 
For   Missionary  Society    from 

Churches                             ...       1,104       1,296  ...           193 

„          .,       „  Sunday  Schools,          188          335  3 

Total  Missionary  Collection    ...       1,293       1,531  ...        22d 

For  Children's  Day                  ...          496        433  75 

For  N.  India  Bible  Society      ...          164        163  2 

For  anv  Tract  Society             ...           33         37  ...           4 

For  Inaian  Sunday  S.  Union    ...         103        100  3 

For  Women's  Society              ...         616       470  146 

For  all  other  benevolences       ...        2,076     1,370  806 

Total  Benevolent  Collections  .••        4,783      3,997  785 
For    General   Conference    Ex- 
penses                               ...         44         107 

For  Current  Expenses             ...       1,556      l,060  496 

Total  Earned  Income                .^  1,28,533    1,84,355  44,327    ... 
Grand  Total  Collected  and  Eain- 

ed  ia  India                      ^  1,48,310  1,01,165  47,i;>4 
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Schools— 

Number  of  Schools 

Number     of     Scholars,     Male 
Christian 

Number  of    Scholars,    Female 
Christian 

Number  of  Scholars,  Male  Non- 
Christian 

Number    of   Scholars,     Female 
Non-Christian  ^ 

Total  Number  of  Scholars        ^ 

We  secretaries  have  experienced  almost  no  difficulty  in  the  returns 
furnished  us  by  the  Presiding  Elders.  They  came  to  us  promptly,  in  godd 
shape,  and  better  edited  than  in  former  years ;  several  sets  ndd  not  an 
error.  We  thank  them  for  their  kindness.  Their  continued  43ff oris  will 
doubtless  succeed  in  making  these  figures  from  year  to  year  as  correct  as 
such  statistics  can  be.  We  are  of'the  opinion  that  what  we  present  are 
fairly  reliable  figures  in  all  of  the  items,  aud  in  many  of  them  are  exact. 

The  table  submitted  with  the  increase  aud  decrease  in  each  item 
furnishes  many  interesting  facts  which  \ve  leave  for  the  several  conference 
committees  to  discover  and  explain.  No  reader  of  this  printed  report 
should  form  any  opinion  of  the  causes  of  increase  or  decrease  herein 
indicated  until  he  rc^ad  the  other  reports  printed  in  this  annual  report. 

It  is  evident  that  our  reports  from  local  sources  are  gradually  increas- 
ing, and  that  wise  management  is  finding  ways  and  means  of  a  near 
approach  to  the  goal  of  self-support.  The  story  of  the  statistics  tells  some 
interesting  facts,  several  of  which  we  append. 

There  has  boon  a  slight  decrease  in  pastoral  support  from  the  Hindu- 
stani Church.  Barcilly  District  now  gives  2^  annas  per  member  per  year 
only  (Probationers  and  Full  Members  are  counted  in  this  comparison), 
Qarhwal  3  annas  per  member,  Gonda  5  annas  0  pie,  Kumaon  7  annas  8  pie, 
Moradabad  11^  i)ie,  Oudh  8  annas  1  pie,  Piilbhit  1  anna  7  pie,  and  Sambnai 
1  ar.na  7  pie,  per  member  per  year.  This  low  rate  of  pastoral  support  has 
raised  Rs.  5,208  this  year. 

In  Bareilly  District  five  out  of  each  hundred  of  membership  are  paid 
workers,  in  Garhwal  23  pur  hundred,  in  Gonda  0  per  hundred,  Kumaon 
17  per  hundred,  Moradabad  3  per  hundred,  Oudh  13  per  hundrea,  Piilbhit 
17  per  hundred,  Sambhal  3  per  hundred. 

Most  of  the  circuits  are  now  taking  the  more  important  colIectioiM, 
A  fe.v  have  been  negligent  In  this  matter.  Five  stations  did  not  fflve 
for  conference  claimants  Seven  places  reported  no  collection  for  Child- 
ren's Day   Fund. 

It  should  be  remembered  that  all  sums  of  annas  and  p(e  reported  have 
been  carefully  carrie  into  the  totals* and  some  times  additions  that*seem 
somewhat  incorrect  are  all-right.  Tiie  Income  reported  is  mostly  from 
Boarding  Schools,  Orphanages  and  Mission  Press,  and  are  used  in  better- 
ing the.  condition  of  those  institutions.  The  Orphanages  ask  for  only  a 
fraction  of  the  sum  that  was  formerly  granted  for  their  support. 

N.  L.  RocKBt. 
S.  B.  FiKCH. 
S.  Deasb. 


THE  STATE  OF  THE  CHURCH. 

The  Lord  has  put  it  into  the  hearts  of  a  host  of  poor  people  to  place 
themselves  under  the  care  of  the  Methodist  Episcopal  Chur^n  in  North 
India.  Many  of  these  came  to  us  because  their  family  friends  were  com- 
ing. We  received  them  in  the  name  of  the  Lord  Jesus,  trusting  that  Ho 
who  hitd  begrun  a  good  work  in  them  would  bring  that  work  to  asioM^essfal 
issue.  The  Prince  of  this  World  has  not  allowed  this  large  number  of  his 
followers  to  take  their  departure  without  a  struggle.  He  has  worked 
upon  the  fears  and  passions  of  the  converts  themselves,  he  has  stirred  ap 
their  heathen  neighbours,  he  has  done  his  best  to  discourage  thos6-  who 
were  officially  entrusted  with  the  care  and  building  up  of  these  babes  in 
Christ.  Babes  they  were,  and  most  of  them  still  need  to  be  carried  in  the 
arms  of  faith  of  those  to  whose  care  they  have  been  entrusted.     - 
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It  is  to  Ixi  ffared  Uiat  a  few  of  the  workers  have  neglected  their 
charge,  and  the  infant  Cliristfans  have  died  spiritually  for  lack  of  food. 
We  recommend  that  no  effort  be  spared  to  keep  these  weak  Christians  in 
contact  with  onr  Lord  Jesus  Christ,  that  our  workers  lie  urged  to  give 
them  the  most  tender  sympathetic  care,  that  every  effort  be  made  to  wean 
them  from  hereditary  Idolatrous  practices,  not  so  much  by  denouncing 
TOOlr^  saporstltlons  as  by  instructing  them  regarding  their  freedom  in 
Christ. 

In  tlie  correction  of  records  our  preachers- in -charge  should  exercise 
great  care  to  look  up  tivoso  whoso  names  are  in  the  books,  and  If  they 
have  moved  to  other  charges,  the  preacher-ln-charge  of  the  other  charge 
should  be  notified  at  once. 

We  regret  that  the  number  of  scholarships  in  our  Boys'  Boarding 
Schools  hiid  been  so Sjftriously  rrduced.  We  hope  that  our  Finance  Com- 
mittee will  see  to  it  that  ns  many  scholarships  as  possible  be  provided 
in  our  Boarding  Schools  for  bright  Christian  boys. 

We  f4irther  suggest  that  the  Board  of  Education  modify  their  rules 
tn  reg^Ard  to  fees  In  tlie  Boarding  Schools,  so  that  the  burden  of  the  educa- 
tion of  their  chlldrou  shall  not  press  so  heavily  upon  our  mission  employes 
who  are  receiving  small  salaries. 

We  urge  upon  all  our  mission  emplovds  to  set  an  exraple  to  the  church 
and  not  Incur  unreasonable  expense  In  tno^marriage  of  their  children,  and 
especially  that  they  should  not  go  Into  debt  for  that  purpose. 

J.  C.  BuTCHBB.    J.  F.  Samubi.. 

G.  C.  Hbwrs.        S.  TorPEB 

Bas^ntEam. 


KALISIYA  KB   RUHANI  HAL  KI  RIPORT. 

• 

Jg^hudii  ne  bahut  scgarib  logon  ke  dilon  men  is  bftt  ko  d^l&  hal  ki  we 
shim&IC  Hind  kf  Methodist  Episcooal  Ralfsiya  kc  hdth  men  apne  ko 
au^iird kareQ.  In  garfbon  men  se  banutlog  hamilre  p<1s  Ae,  is  sabab  so 
ki  lin  ke  dost  Sshnil  aiir  khUnd&n  ke  log  ham^re  piis  fte  hain.  Ilam 
Khud&wand  Masih  kc  n&m  se  unhen  qubiil  karte  hain,  is  bdt  ko  yaqfn 
karke  ki  wuh  jis  ne  is  nek  kdm  ko  iin  men  shur^*  kly&  hai,  us  ko 
s&th  k4my&b(  ko  anj&m  pahunch&wegd.  Is  dunyd  ke  sh&hz^de  ne  apne 
sh&girdon  k(  bafl  jarod*at  ko  ~bagafr  Jidd  o  jahid  ke  Is  duuy&  men  chalne 
nadiyd.  Us  ne  muti^sbfon  ke  khauf  o  mizdj  par  t&sir  kf,  ns  ne  but-parast 
parosfon  ko  usk&ya,  us  ne  in  bechAron  ko  jln  kf  'supurdagf  men  Masfh  ko 
shir-Ij:hwftr  chhoregao  the,  past-hlmmatf  dil&f.  Shfr-khw&r  to  ylh  hain 
aar  zur6r  hal  ki  wo  apnf  man  kf>god  men  rahen  jin  kf  supurdagf  men  yili 
rakhegae  hain.  Khauf  k&  maqdm  hai  ki  chandlcarguziiron  ne  un  seganat 
kf,  aur  yih  Hh^rak  na  p&no  ki  wajh  se  rfih  men  rourda  ho  gao.  Ham 
ch&hte  nalQ  ki  in  kamzor  MasfhfoQ  ke  liyc  kofdacifqa  \\\)xk  na  rakhft 
Mwe.'  Ham&re  k&rguzdris  b&t  ke  darpai  klye  jAwen,  ki  we  un  kf  kha- 
oargfrf  karne  men  pahl6-tih(  na  karen,  ki  bar  taur  se  koshlsh  kf  J&we  kl 
yThoechdre  but-parastf  ke  \k\  se  cEhut^^rd  p&kar  Masfhf  dzddagf  men 
ta*lfm  diye  J&wen. 

Hamftre  prfchar-fn-ch^J  apne  rallstaron  men  also  logon  ke  nftmon  ko 
bagaur  mul&hiza  karen,  aur  agar  kof  un  ke  zer  nigr&ni  se  dtisrf  Jagah 
tfhal&gayft'  ho,  towah^n  ko  pnchar-ln'ch&rj  ko  khabardewen. 

Ham  af SOS  karte  hain  kl  hamAre  Boys'  Boarding  IskfiloQ  men  wazffe 
(a^i  h6  gae  halQ.  Ham  ummed  karte  bain  ki  hamdrf  Finance  kamlttf 
lk.b4t  k&  nhaz  karegf,  t&ki  achchhe  MasihT  tulabd  Boarding  School  men 
Jaadn  ^k-mumkin  ho  scholarship  p&wen. 

Ham  is.b&t  ko  phir  pesh  karte  hain  Icl  Board  of  Education.  Boarding 
iakftlosrlcf  Hs  kf  tarmfm  kare,  t&ki  ham&rf  Mlshan  ke  mul&zlman  Jo  kam 
tanV^hw&heQ  p^te  hain,  apne  larkon  kf  ta'lfm  men  qdsir  na  rah  jden. 

*  'Ham tipof  Mishau'ko mul&zlm&n se mustada*f  hain  ki  we ham&re  dar- 
miyfth  haifi6tie'-howe!r,  aur  apne  larke-larkfon  kf  sh&dTon  men  itn&ziv&da 
sftffa  na'l^aren  ki  we  maqr^z  ho  J&wen  aur  phir  us  ke  bojh  se  chhu^c&ra 
p4iiA  un  ke  UfiB  muh&l  howe. 
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COMMITTEE  ON  TEMPERANCE. 

Whde  ft  is  not  felt  by  your  committee  that  the  evil  of  intemperaDCt 
is  spreading  among  the  Christians  at  large  in  the  bounds  of  oar  confereDC« 
vet  Christian  servants  in  many  European  families  are  often  tempted  to 
indulge  in  the  drinking  of  intoxicants.  Among  certain  claMet  ibe  old 
drinking  habits  are  broken  off  with  great  difficulty.  Such  condlilont 
are  a  menace  to  our  church,  and  wo  realize  that  we  must  wage  unrelenting 
warfare  if  we  would  make  aud  keep  our  church  free  from  this  great 
blight.  Amouffthe  means  to  aid  in  the  combat  we  would  continue  to 
urge  the  faithful  instruction  of  our  people  in  Sunday  School,  In  Bpworth 
Lcaf^ue,  and  special  sermons  by  the  pastors.  The  organization  of  Bands 
of  Hope,  Blue  Ribbon  Armies,  or  the  Lai  Fita  Fauj,  is  very  desirable. 
By  interesting  public-spirited  men  outside  of  our  community  to  work 
with  us,  great  good  may  bo  done  in  advancing  the  cause  of  temperance 
among  all  classes.  It  is  very  encouraging  that  in  some  places  large 
numb<'rs  of  non-Christian  bovs  and  masters  are  ready  to  join  the  Lai 
Fita  FauJ  and  put  on  the  ribbon,  promising  to  abstain  from  both  to- 
bacco and  intoxicants.  We  would  urge  all  Inresidlng  Elders  to  endeavor 
to  have  the  Committee  on  Temperance  appointed  In  each  Quarterly 
Conference  to  take  up  with  vigor  the  work  of  purging  the  Christian  com* 
munityof  the  drink  evil.  We  realize  that  the  work  is  difficult  but  our 
Lord  wili  lead  us  on  to  victory.  J.  C.  Butchbb,  CTuiiniian. 


AUDITOR'S  REPORT. 

Your  committee  report  having  audited  accounts  as  below,  and  with 
the  exception  of  a  few  minor  mistakes  which  were  corrected,  find  the 
books  accurately  kept. 

The  following  were  atidited  for  the  entire  year*:  Theological  Semi* 
nary,  Famine  Relief  Fund  for  India,  Shiahjahanpur,  Woman's  Foreign 
Missionary  Society's  Treasurer,  Indian  Sunday  School  Union  branch, 
the  districts  of  Bareilly,  Garhwal,  Oudh,  Sambhal,  Gonda,  and  the 
\V.  F.  M.  S.  accounts  of  the  Gonda,  Sambhal  and  Knmaon  districts. 

The  following  were  audited  through  three  quarters :  Shahjahanpur 
Girls'  School,  Reid'Christlan  College  and  Business  Department 

The  following  were  audited  through  two  quarters :  Mission  Treaaar* 
or.  Oak  Openings,  and  Wellesley  Girls'  School. 

The  presiding  elders  reported  having  audited  circnil  books  at 
follows : 

Ondh— Hardoi  through  three  quarters,  and  other  stations  through  the 
year.  ,  ^    ^ 

Kumaon— Dwarahat  through  one  quarter,>PIthoragarh  three  quar- 
ters and  Nalni-Tal,  Ualdwani  and  Bhotfor  the  year. 

Moradabad— Circuit  and  W.  F.  M.  S.  accounts  for  the  year. 

Bareilly— Budaon  outstations  for  the  year,  all  others  for  three 
quarters. 

Sambhal— All  accounts  through  third  quarter. 

Pilibhit— All  accounts  for  the  year. 

Gond— ColonelganJ  through  third  quarter,  Balrampur,  Mankapur  and 
Bhinga  for  the  year.  J.  W.  ^BiNsoir,  Chairman. 


REPORT  OF  SUNDAY  SCHOOL  COMMITTEE. 

The  number  of  Sunday  Schools  is  less  than  last  year  by  87  :  this 
is  largely  due  to  the  fact  that  last  year  mistakes  in  calculation 
were  made  by  one  or  two  brethren.  The  amount  of  money  oontrl- 
buted  is  also  less  by  37  rupees.  There  is  a  marked  increase  in  the 
number  of  girls,  l^th  Christian  and  non -Christ! an,  the  former  being 
970,  the  latter  1,307.  Altogether  the  increase  abovo'last  year  is  2,979. 
Bareilly  station  keeps  its  leading  position;  the  students  of  the  Theological 
Seminary  being  all  engaged  in  this  work.  Lucknow  station  has  ttUTlied 
the  services  of  the  young  men  and  women  of  the  colleges,  and  the  schools 
are  of  a  high  grade.  Rev.  Mr.  Burges,  during  hit  visits  to  these 
stations,  expressed  himself  as  much  pleased  with  what  he  saw.  His  ad* 
dresses,  were  very  helpful  and  his  large  experience  susgested  waya  and 
means  which  canpot  fail  to  make  our  schools  more  eoTclen^   The  ^qi* 
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mittee  calls  attention  to  the  small  number  of  unpaid  workers  and  sees 
the  need  of  an  increaiie  hi  these  for  the  more  rapid  increase  In  the  number 
of  oor  schools.  S.  S.  Db%sk,  Chairman, 


BOARD  OP  CONTROL— DBACONBSS'  WORK. 

The  Conference  Board  of  Deaconesses  met  January  13th.  The  names  of 
the  following  persons  were  called  and  thefr  characters  passed: Miss  Thoburn, 
Miss  Hoge,  Hiss  Scott,  Miss  Hardle,  Miss  Sheldon,  Miss  Budden,  Miss 
Mary  Means,  Miss  Tresham  and  Miss*  Brown,  Deaconesses;  Miss  Hayes, 
Miss  Lawrence,  Miss  Alice  Means  and  Miss  Helen  Insram,  Probationer 
Deaconesses;  Mrs  Tucker,  Asoociate  Deaconess.  Rev.  J.  vV.  Rpblnson,  Mrs 
Bare  and  Mrs.  Thoburn  were  appointed  a  Committee  to  arange  for  examin- 
ations In  the  first  year*s  course  of  study  for  Deaconesses.  Miss  Hayes,  Misa 
Lawrence,  Miss  Alice  Means  and  Miss  Helen  Ingram  were  continued  on 

probation.  J.  L.  HumphrrT,  chairman. 


REPORT  OP  THE  BOARD  OP  EXAMINERS. 

Report  on  Examinations  of  Foreign  Missionaries  : 

6.  C.  Hewes  passed  in  Taubat  un  NIsah,  and  Mark  and  John  in  Per- 
sian of  the  III  year. 

R.  I.  Faucett  passed  in  all  studies  for  admission  on  trial,  except  Dis- 
cipline. English  and  American  Literature  and  written  sermon.  Books  to 
be  read  also  remain  to  be  brought  up. 

1.     For  Local  Deacon*8  Orders, 

Prem  Masih  passed  in  all  studies. 
A.  S.  Wesley       „  „ 

Baldeo  Parshad  „  „ 

D.  C.  Richard     „  „ 

Harun  Andrew  „  „ 

K.  Wilkinson      „  „ 

9.    For  AdmisHon  on  Trial, 

Yaqub  Singh  passed  in  all  studies. 
J.  Thomkinson    „       „  Hunter's  Brief  History. 

Jhukhan  Lai       ,,       „  ,»  n  «,        and  Qa- 

dlm  Tawarikh. 

3.  For  I  Year, 

K.  Silas  passed  in  all  studies,  except  Church  History. 
Yaqub  All       ,t  •»  i«  «»  «i 

J.  Thomkinson  passed  in  Filasati  wg. 
Prem  Singh  „  Khutut  wg. 

4.  For  II  Year, 

Prem  Singh  passed  in  all  studies. 

J.  Thomkinson  „  „ 

Laazar  Shah  „  „ 

Jhukhan  Lai  „  ,f 

J.  H.  Walter  „  Masih  Ibn  Ullah  and  Tarlq  ul  Hayat. 

Bulaqi  Singh  „  Tario  ul  Hayat. 

N.  R.Chllds  „  Masih  Ibn  Ullah, 

5.  Fm' III  Year. 

Ganga  Nath  passed  In  all  stud  ides. 

A.  Frank  „  „ 

Parbhu  Dayal     „  „ 

J.  H.  Smart        „  „  Except  Tashrih  ul  Taslls  and 

Satmat  Nlnipan. 
Bansl  Dhar  passed  in  Isa  ki  Sirat. 
J.  Dysell  „  »• 

J.  F.  Samuel    „        Tashrih  ul  Taslls. 
Nizam  All         „        Iswi  So  but. 
Shadulla  Lawrence  passed  in  Tahrirl  Waz. 
J.Solomon'  „  Tashrih  ul  Taslls, 

Blibadur  SlD|fh  „  „ 


30  REPORTS  OF  COMMITTEES. 

0.    For  IV  Year, 

J.  F.  Samnol  passed  iu  all  Fasls, 

Nizam  All 

}{ahadur  Singh 

Joseph  Dysell 

Bans!  Dhar 

J.  Jacob 

S.  Lawrence 

Md.  Hasan  Jdn 

Joshua  Solomon  „  »« 

Imtih&n  denewdlon  ke  liye  £aur-talab: 

PahldSdU 
K.  SilAs  aur  Ya'qfib  'Alf  Church  History  men  phir  imtih^a  deweQ. 

DtUnl  Sdl. 
J.  H.  Smart  Tashrfh  ul  Taslis  anr  Satmit  NlrCipau  men  phIr  imtih&u 
dewen. 

Md.  Hasan  Jsin  Tashrih  ul  Taslis  aur  Tahrfri  VVa'z  men  phir  imtih&n 
denge.  C.  L.  Babe,  Reglsti'at, 
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Committee  on  flDemoire. 

Rev.  William  Butler,  D.  D. 

As  a  Conference  we  feel  called  to  formally  note  the  death  of  the  $ev. 
W.  Butler,  D.  D.,  who  passed  away  in  August  last  at  h-is  home  in 
Newton  Center,  Mass.,  U.S.   A. 

Dr.  Butler  was  sent  out  by  our  Missionary  Society  to  select  a  field 
and  lay  the  foundation  of  our  woric  in  this  country  in  18.56.  After 
consultation  with  other  missionaries  and  friends  tra  resolved  to  occupy 
Rohilkhand  and  Oudh,  with  the  Hill  District  of  Kumaon,  and  in  January 
1857  he  located  in  Barielly  and  began  his  arrangements  for  opening  our 
work,  as  a  Church,  throughout  the  field  selected,  as  soon  as  reintorcements 
should  arrive  from  home.  His  plans  were  broad  and  comprehensive. 
Nearlv  evory  great  interest  of  our  work  was  anticipated  and  arranged  for 
as  well  as  could  be  done  at  that  period.  As  we  look  back  to  that  stage 
In  our  history  and  consider  it  in  the  light  of  the  developments  which  have 
taken  place  in  the  intervening  years,  his  foresight  and  grasp  of  the 
situation  seems  truly  wonderful.  But  few  mon  Indeed  could  have 
accomplished  what  he  did.  His  couageand  zeal  were  unbounded,  and  his 
faith  in  God,  •  and  the  Church,  never  wavered  in  the  darkest  hous.  A 
reverse,  or  seeming  failure  at  any  point  was  takcji  by  him  as  an  indication 
that  his  plans  should  be  enlarged. 

Hb  seemed  to  us  to  have  at  all  times,  the  picture  of  a  great  and  vig- 
orous mission  and  a  rapidly  expanding  and  powerful  Native  Christian 
Chnrch  before  him,  and  he  planned  and  wrouorht  with  this  ideal  con- 
stantly in  view.  As  we  view  him  now,  and  the  work  he  did,  it  seems  clear, 
beyond  all  question,  that  he  was  truly  chosen  by  God  for  this  work.  To 
those  of  us  who  were  personally  associated  with  him  In  the  early  days 
of  the  mission,  and  knew  h4ra  well,  while  at  times  not  able  to  keep 
pace  with  his  rapid  and  sweeping  movements,  he  was  yet  at  all  times 
greatly  beloved.  We  never  doubted  his  warmth  of  heart  and  his  gen- 
erous noble  nature. 

His  memory  will  long  be  cherished  in  India  ,  and  by  none  more  than 
by  those  who  had  the  privilege  and  honor  of  being  associated  with  him 
in  laying  the  foundation  of  our  great  work  which  has  grown  to  stich 
vast  proportions. 

We  desire  to  express  our  doep  and  loving  sympathy  for  our  beloved  Sis- 
ter Butler,  who  so  nobly  bore  her  part  in  the  labors  and  sacrifices  of 
her  honored  and  now  sainted  husband,  and  we  shall  ever  pray  that 
she  may  be  graciously  supported  with  l^eavenjy  grace  in  her  declining 
years.  E.  M.  Pabkbk.  J.  L.  Humphrey. 

H.  L.  MuKKBJi.  W.  Petebs. 

J.  T.  Janvibb. 

Rev.  Stephen  Paul, 

Bh&f  S.  Paul  marh6m  kl  paiddish  shahr  Bareilly,  Rohilkhand  men 
1849  men  h&i.  Chaplain  Cawe  sahib  ke  hdth  se  baptism^  pdyd.  Ylh  larak- 
pan  h(  se  uek-taba*  tUe;  6  baras  ke  sin  men  Khudd  ne  in  ki  mddar  1  'azfs^ 


EEPORTS  OF  COMMITTEES.  81 

ko&sm&n  par  buU  liy&,  anr  isf  taur  so  chand  baras  ba*d  wdlld  k&  bhf  in- 
tiq&l  h(i&.  Is  ko  ba'd  *azizbuzurgw&r  d&dd  ne  parwarlsh  k&  zimma  \\y& 
aur  achckhf  taur  sebare  n&z  o  duldr  se  parwarish  kf  gaf.  Baibal  kf  ta'- 
Hm  sikhno  ke  lafakpan  hf  se  shauqfn  the,  chua&nchi  Chaplain  Cawe  sdhib 
barepiydr  se  Baibal  kftaMfra  doto  the,  anr  is  hf  taur  par  un  b&tonko 
dil  par  naqsh  kalhajar  kiyd  ki^^Masf  h  masI6bse  piy&r&  aur  koisamajh 
men  na  dya.  Jab  Masih  kd  piydr  dil  meo'Iarakpau  se  dyd,  to  yih  sikhla- 
yd^i  mufhe  ns  kc  live  kiichh  karnd  chdhiye,  aur  y(in  kuchh  thofd  bahut 
apnf  hash  halsiyat  kiyd  bhf.  Usf  waat  C.  M.  S.  ke  Hindusidnf  Pddrl 
Joseph  Jacob  sahib  us  kalfsivd  ke  pdsban  muqarrar  htie;  wC'is  bdt  kc  bare 
shdiq  the  ki  larkon  ko  Masfn-  kf  l^bidmat  ke  liyetalydr  karen.  Ek  waqt 
unhon  ne  chand  larkon  ko  buldke  p(ichhd,  kl  turn  Kyd  ^hidmat  karnd 
chdhteho?  kisfne kuchh,  kisf  no  kuchh  kdm  karne  ke  llye  ^hwdhish  zdhir 
kf ,  lekin  unhon  ne  kahd  ki  raaiQ  pddri  kd  kdm  karne  chdhtd  h&jifjo  dfgar 
sdthf  larkon  ncTbahut  tamaskhur  kiyd,  ki  wdh,  yih  pddrf  honge,  chundnchi 
ba-rdh  i  hansf  mazdq  pddrf  l<e  Taqab  so  pukdrne  lage.  San  1866  Tswf  men 
rasdf  Dr.  Waugh  se  baf  aur  is  taur  se  M.  E.  Churcn  men  dakhl  pdne  ka 
silsila  jdrf  htid.  Sdhib  I  maus6f  ne  in  ko  Barellly  ke  mishan  cnhdpe-l<hd- 
ne  men  kuchh  kdm  diyd,  aur  chiinki  in  ko  Idiq  larkd  samjhdis  liye  bahut 

Efydr  so  qabtii  kiyd  aur  Methodist  Ralfsiyd  ke  kull  dastfir  ul  *amal 
f  dil  o  jdn  se  hiddyat  farmdf.  Isf  mnbain  menchhdpa-l^hdna  Bareilly  se 
Lucknow  muntaqil  ho  ^jA  aur  we  bhf  sdhib  ke  hamrdh  tashrff  Ide.  Chhd- 
pe-Vhdne  ke  mansabf  kdm  ke  'aldwa  waqtan  fa  waqtan  shauq  se  mauddf 
karne  ko  wdMzon  kc  hamrdh  jdyd  karte  the.  Jab  sdhib  mamdfih  ne  is 
shauq  ko  dekhd,  to  1868  men  zubdnf  taur  sn  sdhib  maus&f  no  manddf  kar- 
ne kfijdzatdf,  aur  ba'd  ko  1869  men  Ekzhdrtdr kdlaisans  'atd  farmdyd. 
Usf  sdlmen  Pddrf  Wetherley  sdhib  l<o  pas  B'ahrdlch  ko  tabdfl  kiye  gae 
anr  1870  'Fswf  men  un  kf  sliddf  Miss  Betsey  Richards  ke  sdth  hfif. 

Phir  SftdpAr  Knowles  sdhib  ke  pds  tabdfl  hfie  aur  douon  ne  tah  i  dilse 
Khudd  kf  kiiidmat  kf.  1874  mnn  Lokal  Prfchar  kd  *uhda  mild,  aur  9  January 
san  1876  men  Bareilly  'Ilm  i  iTahf  ke  madrase  ko  bheje  gae.  khwdndagf 
ko  khatm  karke  Gonda  zila*  Ellcnpfir  Grant  men  tabdflf  niii.  Agarchi  us 
Waqt  wuh  jagahmisi'daryd ishor  thf  pahlc  wah^n  jdne  ke  liyelsrdrkiyd, 

garba'd  ko  apne  appointment  ko  dil  seqabfil  kiyd  aur  aisd'umda  aur  maz- 
(itkdm  kiyd  ki  jis  kf  yddgdrf  wahdn  abhf  tak  maujiid  hai,  sab  log  un  kf 


dfnddrf  aur  mnhabbat  ke  is  waqt  ta^  qdil  hain.  Ek  chhotd  girJd  us  jan- 
gal  men  ab  tak  maujiid  hai,  jo  chanda  karke  bandyd  gayd.  Mishan  se 
kisf  qism  kf  imddd  us  ke  liye  na  If.  San  1833  men  Bishap  Foster  sdhib  se 
Deacon  kd  drdfneshan  pdyd.  Phir  1884  men  Gonda  tabdil  hoke  do  aur 
Knowlcs  sdhib  ko  sdth  Kaf  sdl  kdm  kiyd.  K!ishau  kf  kaf  ek  barf  'imdrat- 
on  ko  ta'mfr  kardyd,  Gonda  W.  F.  M.  8.  ke  makdn  aur  isktil  ko  apnf 
mihuat  aur  jafdkashf  se  bahut  'umda  taur  se  banwdyd,  aur  sab  kdm  men 
barf  tadbfr  ke  sdth  madad  kf.  Zamfn  ko  Rdia  AJhudiyd  so  hdsil  karne 
men  Knowlcs  sdhib  ke  hamrdh  barf  madad  Id  aur  sab  kdm  ko  thfk  aur 
'umda  taur  se  cbaldyd'  San  1887  men  Bishop  Ninde  sdhib  ke  hdth  so 
El^ar  ke  'uhdc  par  makhsCis  hiie,  1389  men  Bdrdbankf  tabdfl  hoke  dc. 
A'p  ne  hatt  ul  was'atbahut  kuchh  ussakht  Rhetmen  iidm  kiyd,Jahdn  tak 
ho  sakd  kdm  ko  taraqqf  df  aur  haqfqf  dtnddrf  khddim  Injfli  kd  namtina 
wahdn  chhor  de.  Is  ke  ba'd  san  1898  men  Pflfbhft  Dis^rik^  ke  Prfzdi^ling 
El^ar  ke  'uhde  par  muta'aiyun  kiye  gao,  qarib  <lern  baras  ke  is  kdm  aur 
^hidmat  ko  anjdm  diyd. 

Pflfbhft  men  bukhdr  aur  jdro  kf  bfmdrf  men  also  mubtlld  hfie  kl  ua 
bfmdrf  ne  pfchhl  nahfn  chhofd/sab  taur  kd  Mid]  h^d  par  Ij^hudd  ko  yibf 

gasand  dya  ki  nnhen  apne  pdsis  khidmat  se  'aldliida  karke  buld  lowo  ;  so 
are  itmindn  ke  sdt'E  4  thi  Oct.  kb  Masfh  kf  god  men  jasah  pdf.  Agarchi 
dj  nam  is  kdnfarans  men  unhcn  nahfn  pdtc,  par  fm^nddron  kf  kdnfarans 
1  asmdnf  men  ab  mauJ^J'hain.  Bhdf  marhiim  ek  dfnddr,  fmUnddr  apnf  sdrf 
chdl  moQ  bifkull  be-'aibaur  Masfh  kf  khidmat  ke  liye  bare  gairatmand 
the.  Agarchi  wuh  nahfn  hain  par  un  kf  chdl  kduamuna  aur  un  ke  atwdr 
kf  raunaq  dj  hamdre  darmiydh  mauj&d  hai.  Kdsh  ki  ham  sab  apnf  buldhat 
ke  live  talyar  rahen  aur  sdblt  qadam  aur  pdeddr  p&e  Jdwen  ki  jab  hamd- 
rf  bnldhat  dsmdn  ko  ho,  barf  taiydrf  se  apne  Mdlik  ke  sdt'R  chale  jdweQ. 
Ab  Kbuddwand  Masfh  so  dilf  du'd  hai  ki  un  kf  'azfz  gam-zada  bf bf  aur 
anr  'azfzon  kf  Khudd  madad  kare  kl  we  us  so  p^rf  tasallf  pdwen. 

Amrita  Chowfin. 

Mrs.  Amrita  ChowHn  was  born  in  Almora  in  1866,  and  was  the  daugh* 
ter  ol  heathen  parents  ol  the  blacksmith  caste.    She  and  an  elder  sister 
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attended  the  bazar  school  and  there  learned  to  believe  on  Jesas  as  their 
Saviour.  It  came  to  the  knowledge  of  Sir  Henry  Ramsay  that  most  of 
the  girls  of  this  school  were  being  deliberately  kept  from  marrying*by  their 
parents,  who  found  the  education  they  received,  especially  in  singing, 
made  them  very  profitable  unmarried  daughters. 

He  at  once  gave  an  order  that  every  girl  must  be  married  before 
she  was  fourteen  years  of  age.  This  almost  emptied  the  school  for  the 
time  being.  One  of  the  girls  thus  married  was  Amrita*8  older  sister,  who 
a  year  or  two  later  died  and  on  her  deathbed  confessed  her  faith  in 
the  Lord  Jesus  and  made  her  little  sister  promise  '.to  go  to  the  mission 
before  she  was  made  over  to  some  man  in  marriage.  Very  soon  after  her 
sister's  death  she  came  to  Mr.  Budden-s  study  door  alone.  When  he  asked 
what  she  wanted,  she  said  she  had  come  to  be  a  Christian  and  wished  to  be 
baptized  at  once  before  her  parents  knew  anything  about  it. 

Mr.  Budden  hesitated,  but  the  lovely  child  of  thirteen  was  so  earnest 
assuring  him  that  if  her  father  and  brothers  heard  of  her  purpose  they 
would  certainly  take  her  away  by  force  that  he  yielded.  He  sent  for 
two  or  three  native  preachers,  and  perhaps  the  only  time  In  his  life,  did 
what  he  considered  an  irregular  thing  of  baptizing  a  convert  In  his  study, 
instead  of  In  the  ch;urch.  This  was  in  1879.  very  soon  her  brothers 
heard  of  It  and  came  and  were  exceedingly  angry,  but  the  girl  was  so 

f>ersisteiit  In  her  assurances  that  she  was  determined  to  be  a  Christian  and 
f  they  took  her  she  would  come  back  as  soon  as  she  was  free,  that  they  left 
her.  She  had  been  a  very  apt  pupil  and  when  she  began  to  study  English 
her  progress  was  rapid.  These  things  and  her  after  life  proved  the  strength 
of  her  religious  convictions.  She  was  married  to  our  orother  Rev.  D  A. 
Chowfln,  May  6th.  1886.  They  lived  in  Naini  Tal  till  1890,  where  she  worked 
faithfully  and  well,  and  then  they  moved  toPauri.  Soon  after  she  came 
she  was  em  ployed  as  a  teacher  in  the  Girls*  Orphanage  and  Boarding  School,  ' 
which  work  she  continued  till  her  husband  was  moved  to  Musetl  in  1896, 
to  take  charge  of  the  Kainur  Circuit.  It  was  there  she  passed  to  her 
heavenly  home,'  April  Ist  1899.  She  was  the  mother  of  seven  children,  foor 
of  whom  went  before  her  and  three  are  left  motherless.  She  was  a  tender, 
loving  wife  and  mother.  Each  time  she  parted  with 'her  children  it 
seemed  to  draw  her  nearer  to  her  Saviour.  As  a  teacher  she  was  faithful, 
punctual  and  efficient.  No  small  thing  kept  her  from  her  duties.  She  had  a 
good  English  education  and  'spoke  and  wrote  It  correctly,  and  taught  It 
as  well  as  the  vernacular. 

But  she  did  not  stop  with  giving  instruction,  but  was  always  anxious 
to  infiuence  them,  by  precept  and  example,  to  be  real  Christians. 

She  was  a  modest  humble  follower  of  Christ.  Her  Christian  experi- 
ence was  deep  and  constantly  growing.  She  was  always  In  her  place  in  all 
the  services  of  the  Church  and  Ljeague  when  not  kept  away  by  illness.  She 
never  sought  for  honour  or  preferment,  but  was  always  ready  to  do  her  best 
when  responsibility  was  given  her.  She  was  never  physically  strong 
and  had  several  severe  illnesses.  In  1896  she  had  to  keep  her  bed  for  months 
and  we  thought  consumption  hsd  marked  her  as  its  victim.  When  she  herself 
thought  she  could  not  live,  she  save  bright  and  clear  testimony  of  Jesus* 
power  to  save.  When  she  finally  ralllea  she  seemed  to  feel  that  time  was 
short  and  she  must  work  all  she  could  for  Him. 

After  she  went  to  Musetl  she  went  from  village  to  village,  teaching 
the  people,  and  this  she  continued  till  her  strength  failed.  She  was  a  kind 
and  sympathzing  friend  and  neighbor  and  was  beloved  and  honored  by  all 
her  Christian  brothers  and  sisters.  Her  works  follow  her.  We  pray  for  the 
bereaved  husband  and  three  little  boys  that  the  Lord  may  comfort  and 
sustain  them.  A.  Buddrv. 

T.  J.  Ktlr. 
M.  E.  GiLU 


Ham  dil  o  J&n  se  IjChudi  B&p  ke  shnkrguzir  haljn,  ]$\  us  ne  13  baras 
k(  daur  dh^p  aur  sa\^ht  mlhnat  ke  ba'd  apne  bande  ham&re  buzurg  aur  har 
dil  'aziz  Bishap  Thoburn  s&hib  ko  ham&rf  hid&yat  ke  w^te  q&Im  rakkh4 
hal,  ham&rl  du*&  hal  kl  Khud&  bahut  barasoQ  tak  un  ko  hamArf  hidiyat 
ke  wtote  ham&re  s&th  rakhe.  Is  ke  shimil  ham  yih  bh(  kahte  hain  ki 
^hud&  kf  mihrb&nl  se  guzashta  12  barson  men  k6m  isqadar  barhgayakl 
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ta'ajjub  hot4  hal  ki  BUhap  Thobarn  s&hib  akele  ky(inkar  is  ko  chaldte 
haln.  Ham  ne  Bun&  kl  wiliyat  men  shurfi'  men  14,000 lie thodist  ke  w&s- 
te  do  Bishap  the,  aur  yah&Q  ham  ek  I4kh  se  ziyada  ke  wdste  sirf  ek.  Pas 
t&ki  himire  buzarg  mauj6da  Bishap  86hib  ko  is  'azfm  kdm  men  niadad 
pahuQche,  ham  Central  Conference  se  dast  basta  'arz  karte  hain  ki  ham- 
arf  'arz  ko  m'a  sif&rish,  General  Conference  ke  p^s  bheje  ki  wuh  mihr- 
b&nf  se  ek  aur  aisi  misslonarv  Bishap  Jis  se  ham  Uindustdnf  log  bhf  apno 
'azfz  Bishap  Thoburn  sihlb  ki  m6nlnd  sal4h  mashwara  Ioq  aur  madad  aur 
hid&yat  pdy&  kareQ,  Mnftyat  farmftwe. 

H.  A.  Cutting.  J.  L.  Humphrey, 
W.  A.  ManMll,  C.  L.  Bare, 

H.  S.  Dease,  8.  Phillip, 
J.  N.  West,  Kanhai  ^ingh, 

Ya'qikb  Shah,  W.  Petecs, 

8.  Wheeler,  8.  Knowles. 

J.  H.  Smart,  B.  F.  Cocker, 

Chhote  La*l,  J.  Solomon, 

1>.  P.  Kidder,  L.  Cutler, 

J.  Jotion,  N.  R.  Childs, 

.  J.  H.  Waiter,  •  A.  Solomon, 

S.Tupper,  Basant  Ram, 

J.  Jacob,  6.  G.  Hewes, 

J.  W.  Robinson,  E.*W.  Parker, 

G.  D.  Presgrave,  Ganga  Nath, 

J.  Thomkinson,  J.  Wahid  ud  Dfn, 

H.  J.  Adams,  W.  R.  Bowen, 

W.  T.  Specke,  Mazhar  ul  Haqq, 

J.  DyseC^  D.  M.  Buttler, 

8.  B.  Finch,  F.  W.  Greenwold, 

J.  F.  Samuel,  Bhikki  Lall, 

C.  Hancock,  D.  L.  Thoburn. 

{TransUitUni,) 

We  are  heartily  thankful  to  our  Heavenly  Father  that  he  has  spared, 
the  life  of  our  beloved  Bishop  Thoburn  through  his  vory  diflicult  la- 
bours of  the  last  twelve  years,  and  we  earnesly  pray  that  his  useful  life 
may  be  still  longer  spared  and  that  he  may  continue  to  live  and  labour 
witn  us  for  many  vears  to  come.  It  is  a  matter  of  surprise  that  our  be- 
loved Bishop  Thoburn  has  been  able  to  accomplish  alone  for  such  a  long 
period  of  time  this  widely  extended  work.  In  the  early  days  wc  under- 
stand that  in  America  there  were  two  Bishops  when  there  wore  only 
14,000  members  of  our  church,  but  now  here  in  India  there  is  only  one 
Bishop  to  over  a  hundred  thousand  people. 

In  order  that  Bishop  Thoburn  may  have  much  nrnMlod  assistance  in 
carrying  out  his  great  work,  we  petition  Central  Conference  to 
convey  to  GeneralConference  our  request  that  another  Bishop  be  elected, 
who  shall  be  acquainted  with  the  Hindustani  language,  that  we  may 
receive  from  him  the  direction  and  help  that  we  need. 

MIHMANF.Kr  BA'BaT. 

Lucknow  ke  desf  aur  wil&yati  s4hibAn  ke  ham  tah  i  dil  so  shukrgu- 
tkt haiiikl  unhoQ  ne bahut *umda taur  se  hamAri  I'&dat  aur  mihmAnf  dil 
se  kf.  ^hud&wand  Ta'Al&  unheo  ziy&da  barakat  de. 

(Sd.)  W.  Peters. 
Gangft  N&th. 
Dr.  HUMPHREY  KT  BA'BAT. 

Ham  dil  se  ^hi)d&  ke  shukrguz&r  hain  ki  us  ne  apnf  mihrb^nf  so  ham- 
&re  'azfz  P6drf  J.  L.  Mumphrey  s&hlb  ko  itnf  muddat  tak  ham&re  dar- 
mlyin  kto  karne  ko  zinda  aur  tandurnst  rakhd.  Chtinki  &p  uhir  is'raulkjko 
wipas  na  dwefige,  lih&zA  ham  ^hudd  se  du*d  karte  hain  ki  is  safar  men 
un  kf  muhdfizat  kare  aur  har  taur  se  apnf  hifdzat  men  rakhe. 

(Sd.)  W.  Peters. 
D.  M.  Butter. 
C.  L.  Bare. 
{TranelatUfn,) 

We,  the  members  of  the  North  India  Conference,  are  thankful  thi  t 
God  sent  among  us  Dr.  J.  L.  Humphrey,  aud  ^hat  He  has  continued  to 
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him  life  and  strength,  so  that  he  has  been  able  to  labour  among  us  for 
many  years.  Now  that  he  Is  retiring  from  the  active  work  and  return- 
ing to  America,  we  itrav  that  the  care  of  the  Father  may  be  with  hfm  on 
his  long  Journey  and  bring  him  to  his  desired  haven  in  safety,  and  that  be 
may  be  able  to  continue  his  work  for  the  Master  in  the  home  land. 


Siebop  Tboburn  lii  babat* 

Ham  apne 'azfz  BIshap  Thoburn  s&hib  ke  llye  ]R[had&  k&  shukarlya 
dil  se  ad&  karte  hain  ki  us  ne  apnl  barf  mlhrb&ni  se  M  tak  un  ko  zloda 
aur  sal&matf  ke  sftth  rakh&,  aur  yih  ki  un  ke  nek  Intizam  aur  bandobast 
se  is  mulk  ke  logoQ  ne  bahut  f&ida  uthfty&aur^jagah  ba-Jagah  logon  ne 
Maslh  ko  qab61  klv&.  AgarchI  tarah  ba  tarah  ki  musf bates  un  par«&fB, 
is  martaba  bhf  bhari  sadma  un  ke  farzand  ke  guzar  j&ne  ke  b^'Is  hfi&  Jo 
ki  bardAsht  se  bdhar  th^  tis  par  bhf  ^hudA  ke  Intlz&m  aur  bandobast  se 
'aiu  r&zf  hain.  In  sab  mu*&mal^t  men  apne  logon  l^e  liye  namiina  haifi.  Ab 
ham&rf  dilf  9u'&  hal  ki  ^hudd  unhen  &sm4nf  barakaten  aur  ziy&da  Mnivat 
farm&e  ki  we  bar  taur  kf  t&qat  h&sil  karke  ham&re  darmiy&u  bannt 
mddatofi  tak  k&m  kar  saken.— W.  Peters,  S.  Tupper,  M.  Stephen,  D.  M. 
Buttler. 


Course  of  Stub^. 


A.-FOR  AMERICAN  MISSIONARIES. 

ENGLISH  STUDIES. 

I  Year.    1.    Introduction  to  the  Holy  Scriptures:  Old  Testament,  pp. 

1-447.    Hnrrnan. 
3.    Exegesis:  Selections  from  the  Gospels. 

3.  Systematic  Theology.  Vol.  I,  Miley, 

4.  Plain  Account  of  Christian  Perfection.    Wesley, 
To  be  read:  Wesley's  Sermons.    Vol.  II. 

II  Year.    1.    Introductions  to  the  Holy  Scriptures:    New  Testament, 

448-770.    Harman, 

2.  Exegesis:  Selections  from  the  Pauline  Epistles. 

3.  Atonement  in  Christ.    Mlley. 

4.  The  Sacraments:  Baptism  and  the  Lord's  Supper.  Watson, 
To  be  read:  Steven's  History  of  Methodism. 

III  Year.    1.    Exegesis:  Selections  from  tne  Pentateuch. 

2.  Studies  in  Theoltigy:  Tlie  Supernatural  Book.    Foster, 

3.  Biblical  Hermeneutics.    Terry, 

IV  Year.    l.    Exegesis:  Selections  from  Isaiah. 

8.    Systematic  Theology.   Vol.  II,  MUey. 

*  VERNACULAR  STUDIES. 

I.  This  course  shall  consist  of  three  standards  of  two  sections  each , 
viz..  Lower,  Middle,  and  Proficiency  Standards,  in  both  the  Urdu  and 
Hindi  languages. 

II.  The  Urdu  and  Hindi  of  the  Lower  Standard  shall  be  compulsory, 
and  one  section,  either  the  Urdu  or  the  Hindi,  of  the  Middle  and  Proficien- 
cy Standards  respectively. 

III.  The  candidate  will  be  expected  to  pass  the  first  section  of  the 
Lower  Standard  examination  within,  or  at  the  close  of,  his  first  year's 
residence,  and  he  may  be  allowed  to  complete  l)oth  sections  in  that  time: 
but  musl.pas8  in  both  within  two  years  from  the  time  of  joining  his  con- 
ference in  India. 

IV,  All  conference  examinations  shall  take  place  under  the  direction 
of  a  board  of  six  or  more  examiners  appointed  by  the* Bishop,  which  board 
shall,  as  far  as  possible,  remain  unchanged  from  year  to  year. 

V.  The  annual  conference  examination  shall  begin  on  the  morning  of 
the  day'lprecedlng  the  day  fixed  for  the  opening  of  the  conference,  a  ma- 
jority of  tue  board  being  present. 

VI.  The  following  course  of  study,  in  accordance  with  Rule  I,  is  pro- 
posed: 

LOWER  STANDARD. 

A-URDU4  FIRST  YEAR. 

1:    GRAMMAR.    Platts',  6initting  chapters  on  Arabic  and  Per* 

slan  Construction,  a*nd  Derivations  and  Syntax  ...     100 

2,  READING.     (Roman,  Lithograph  and  Type): 

...Matbew  and  Mark's  Goispels 

Haqaio  ut^aujndat                          ...  ...     100 

3.  TRANSLATION                                           .^              ^.  ^     150 
(].)    Urdu-English:  10  lines  from  Urdu  Sec.  Bk.C.E.S.  50 

(0.)    English-Urdu:  10  lines  from  Eng.  Sec.  Bk.  €.  E.  S.,  half 

written  in  Persian  and  half  written  in  Roman       ^    60 
<3J    Definition  ...  ...  .^  ..•    40 

<    PRONUNCIATION         ...  ..  ...  ..:  100 

A.    CONVERSATION  ...  ...  ...  ^  lOQ 

p^sA;  Bishop  Thdbnrn'a  India  and  Malaysia, 
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B.-niNDI:  SECOND  YEAR. 

J.    GRAMMAR:  KclloRg's  ...  ^  ..  100 

2.  READING.    (Nagri.)    Matthew   and  Mark's  Gospels  and 

Dh arm  Tula  ...  ...  ...  ..  100 

3.  TRANSLATION  ...  ...  ...  -.  150 

(1.)    Hindi-English:  10  lines  from  Hindi  Sec.  Bk.C.E.S.    ...    50 

(2.)    English-Hindi:  10  lines  from  Eug.  Sec.  Bk.  C.  B.  S.,  half 

written  in  Nagri  and  half  written  in  Roman  ...    60 

(30    Definition  ...  ..  ...  ...     40 

4.  PRONUNCIATION  ...  ...  ...  ..  100 

5.  CONVERSATION  ...  ..  -.  ..100 

Road:  Hunter's  Brief  History  of  the  Indian  People. 

MIDDLE  STANDARD— THIRD  YAER. 

(Urdu  or  Hindi  Optional.) 
A.-UBDU. 

1.  GRAMMAR:  PI atts',  the  whole.    Kempdon*s  Syntax  and  Idioms. 

Forbes' Persian       ...  •      ...  ...  ..  100 

2.  READING.    (LItho.  and  Type): 

Luke  and  John's  Gospels. 

Dln-i-Haqo  ki  Tahqlq. 

Taubat  un  Nasih. 

Mark  and  John  in  Persian        -.  ...  —  100 

3.  TRANSLATION  .-  ...  ^  ^  150 
(1.)    Urdu-English:  10  lines  from  Urdu  Third  Bk.  C.  E.  8.    ...    50 

(2.)    English-Urdu:  10  lines  from  Eng.  Third  Bk.  0.  E.  8., 

half  written  in  Persian  and  half  In  Roman  ^    60 

(3.)    Definition                   ...                 ^                 ...  ^40 

4.  PRONUNCIATION          ...                  ...                  ..  ..           100 

5.  CONVERSATION            ^                 ^                 ...  ..           100 

Read:  Muir*s  Life  of  Mohammad. 

B.- HINDI. 

1.  GRAMMAR:  Review       ^  ..  ^  .^100 

Ballautyn's  Elementary  Sanskrit. 

2.  READING:  Luke  and  John's  (rospels  ...  ...  100 

Shakuntala  (edited  by  Raja  Lakshman  Singh). 
3     TRANSLATION  ..  ...  ...  mm  150 

(1.)    Hlndi-EngHsh:  10  lines  from  Hindi  Third  Bk.  C.  E.  S;^    50 
(3.)    EnglishHiudi:  10  lines  from  English  Third  Bk.  C.E.  S., 

half  written  in  Nagri  and  half  In  Roman  ...  ...    GO 

(3.)    Definition  ...  ...  «.  ...    40 

4.  PRONUNCIATION  m.  ...  ...  ^  100 

5.  CONVERSATION  ...  ...  ...  ^  100 

Read:  Wilkin's  Hindu  Mythology. 

PROFICIENCY  STANDARD.— FOURTH  YEAR. 

(Urdu  or  Hindi  Optional.) 
A.-URDU. 

1.  GRAMMAR:  Palmer's  Arabic.    (Optional.)       ...  «•  100 

2.  READING:  MIzan-ul-Haqq. 

Gulistan. 

P^orbes'  Arabic  Reader.    (Optional.)     m,  *m 

3.  TRANSLATION 
(L)    Urdu-English:  20  lines  from  Urdu  Fourth  Bk.  G.  E.  S. 
(2.)    English-Urdu:  20  lines  from  English  Fourth  Bk.  G.E.8., 

half  written  In  Persian  and  half  la  Roman  ... 

Short  Sermon  In  Persian  character. 
(30    Definition  ...  .- 

4.  PRONUNCIATION  ...  ...  ^ 

5.  CONVERSATION  ...  •     ...  ...  ^ 

Read;  Sell's  Faith  of  l8Un\. 
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B.-HINDI. 


1.    GRAMMAR:  Hindi,  Review  . .  ...  ...  100 

Monier  Williams*  Sanskrit.    (Optional.) 
3.    READING:  Sat  Mat  Nirupan  ...  ...  ...  100 

Prem  Sagar. 

liitopadeBha,  first  book.    (Optional.) 

3.  TRANSLATION  ..  ...  ...  ^  150 

(1.)    Hindi-English:  20  lines  from  Hindi  Fourth  Bk.  G.  E.  S.    50 

(2.)    English- Hindi:  20  lines  from  English  Fourth  Bk.  C.  £.  S., 
half  written  in  Nagri  and  half  in  Roman    ..  ...   60 

Short  Sermon  in  Nagri  character. 
(3.)    Definition  ...  ...  ...  ...    40 

4.  PRONUNCIATION         ...  .-  ...  100 

5.  CONVERSATION  ...  ...  ...  ...  100 

Read:  Monier  Williams,  Religious  Life  and  Thought  in  India. 

VII.  The  candidate,  in  order  to  pass,  must  obtain  at  least  one  half 
the  aggregate  marks  in  each  subject. 

Vlll.  The  Board  of  Examiners,  through  the  Registrar,  shall  at  the 
close  of  the  examination,  inform  the  candidate  and  tlie  Secretary  of  the 
Conference  of  the  result. 


B.— FOR  HINDUSTANI   MINISTERS. 
SA'L^^A  KA'NFARANS  KP  ^[HWA'NDAGr. 
DA'KHILA  KE  LIYE. 

1.  UmmedwftrUrdtiy&Hindf  QawiiMd  Jugrftflyaaur  His&b  achchhf 
tarah  se  J6ne. 

2.  Qadfm  Taw&rfl^h  k&  Ikhtis&r,  Roman-Urd6,  or  Landmarks  of  An- 
cient HUtory. 

3.  Hunter's  Brief  History  of  the  Indian  People  In  English,  Litho- 
.  graph -Urd^  or  HIndf. 

4.  Jugrdfiya-I-P6k  KIt&b,  y&  Scripture  Geography. 

5.  Discipline. 

PAHLA'  SA'L. 

1.  Fllftsaff  dar  b&b  Tadbfr  i  NaJ&t,  or  Walker's  Philosophy  of  the  Plan 
of 'Salvation,  or  Mat  Parikshft. 

2.  Khutfit  ba-n&m  Jaw&ndnl  Hind,or  Mitchell's  Letters  to  Indian 
Youth  or  Sat  Mat  Nirfipan  men  jo  Hlndd  kf  b&bat  hai. 

3.  Hurst's  Short  History  o7  the  Early  Church  in  English  or  In  Lltho- 
graph-Urd6  or  Caleb's  Intil^hab  i  KaHsiyA. 

4.  Wayland's  Moral  Science  in  English  or  in  Lithograph-Urd6  or 
BalbalBar-Haqq. 

5    Tahrf  rf  Wa'z 

MUTA'L'AKE  LIYE-1.  Stobart's  IsUm  or  Taw&rfkh  1  Mohammadf 
or  Afw&-gawan  BIchAr.  2.  Dfn  Isl&m  aur  us  kf  tardfd  in  Roman-Urdti  or 
Lithograph-  Urd6. 

DU'SRA'  SA'L. 

1.    Binngy's  Compend,  or  Makhzan  'Ilm-i-IlAhf. 

3.  What  think  ye  of  Christ.'  (Vaughan's)  or  Masfh  Ibn  Ull&h  or 
Dharm  Pustak  se  Adhe  bhftg  men  Khrfsh^  k&  Sam&chiir. 

3  Field's  Hand-book  of  TEieology,  ope  half,  or  Tarfq  ul  Hay&t  or 
Dharm&  Dharm  ParlkshA  Patr. 

4.  Introduction  to  Thomas'  Commentary  on  Genesis,  In  Roman-Urdii. 

5.  Tahrfrf  wa'z. 

MUTAX'A  KE  LIYB~1.  Clark's  six  Lectures  on  the  A'ry&Sam&J  in 
B  nglish  or  Urdfi  or  HIndf.  2.  Formen's  Ary&  Sam&J  or  Mlftiih-ul-Tau- 
ret,  Pftp  Sodhan  SlddhiQt. 

TFSRA'  S^L. 

1.  Bushnell's  Character  of  Jesus.  Tsii  kf  Sfrat.  2.  Thomas' Tash - 
rfh-ul-Taslfs  in  Roman- Urd(i.  3.  Fishers' Manuel  of  Cnristian  Ev  Idences 
in  English  or  Tswf  Sub&t,  Roman-Urd<i.  4.  Fields'  Hand-book  of 
Theology,  completed,  Sat  Mat  Nirtipan  men  dfn  Tswi  kf  b&bat.  5.  Tah- 
rtr(  wa'z, 
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UUTIOJA  KE  LIYE.--1.  Murdoch's  Popular  Hinduism  or  Lakshm 
Shankar's  Primer  of  Biology  in  Urdfi  or  Hindf. 

CHAUTHB  SA'L  KE  IMTIHA'N  KE  SUWA'LAT. 

1.  R6h&nf  ziudafff  ky&  hai?  Us  kf  asllyat  bay&n  karo. 

2.  Kyfinkar  maM6m  hot&  hai   kl  ham  mcQ  K6h6n(  zlndagl  hai  ? 

3.  W&'iz  ko  kis  tarah  maM(im  hoU  hai  ki  ^hud^  ne  mujh  ko  wa'z  ke 
k&m  ke  w&ste  taiab  kiy&  hai. 

Fasl.  1. 

DPNDA'Rr  AUR  AUQAT  GUZA'RF  KE  BAYA'N  MEN.-l.  Kh&- 
dim  ud  df u  ke  kh&ss  kdm  bay&n  karo,  aar  yih  batdo  ki  is  khidmat  ke  w&sto 
ka  un  kaun  se  wasf  ch&hiyen. 

5.    We  kaun  se  tarfqe  hain,  jiu  se  vih  aus&f  baphte  j&te  hafn? 

(5.  Bat&o  ki  logon  ko  gharon  par  ahw^I-purs(  ko  liye  j&n&  kals&  zur6r 
hai,  aiir  ylh  kaho  kl  tumliArf  is~k&m  men  kls  qadar  tawajjnh  hai? 

7.  Yih  batdo  ki  kis  tarah  parhte  lll<htc  ho? 

8.  Jab  so  tum  kdufarans  kC  imtih&n-bard&H  men  ho,  tab  se  turn  &c 
jitnf  kit^bon  har  s&I  dokhf  hain  un  sab  ko  ntim-batdo? 

0.  Kutub  i  Muqaddasa  ke  pafhne  men  tumh&r&  kitn&  waqt  sarf  hotd 
hai?  aur  kis  tarfqe  so  par h to  ho? 

Fasl  2. 

BAIBALKAIMTIHA'N.-l.  Kis  i'tibftr  se  tum  Baibal  ko  Kal&m 
i  Il&hf  j&nte  ho.  aur  kin  dal&il  se  vih  tum  r&e  rakhte  ho? 

2.  Kisxialfl  se  Majmfi'a  I 'And  i'Atfq  ko,  jo  ham  men  murauwij 
hai,  mu'tabar  jiinte  ho?  KhuIAsa  bay&n  karo. 

3.  Kis  dalil  se  we  sab  kitdben  Jo  is  Majm^i'a  i  'Ahd  i  Jadfd  men  dk- 
khil  hain  mu'tabar  o  sahfh  jdntc  ho?  Mukhtasar  baydn  karo. 

4.  Kis  tarah  Mohamraadfon  ke  is  da'we  ko  ki  Kutub  i  Muqaddasa 
manstikh  ho  gaf  hain,  galat  s&bit  karte  ho? 

5.  K:hurfiJ  i  Misr  se  Yash<i'a,klmaut tak,  Isrdflfon  kf  tAri]fh led l^bu- 
Idsa  bat^o? 

6.  Das  firqoQ  kf  bagdwat  ke  mnta'alllq  Jo  ^chdsH  wdql'dt  hain,  unhen 
baydn  karo? 

7.  YahMfon  kf  sdldna  'fden  aur  nfz  yih  ki  kis  bdt  ke  wdste  muqarrar 
h6f  thfn,  aur  kis  tarah  par  addlcf  Jdtf  thfn,  batdo? 

8.  Klhdss  khdss  nabfon  ke  ndm  aur  jis  zamdne  men  unhon  he  nubii- 
waten  kfn,  wuh  zamdne  aur  nfz  yih,  ki  we  nub^watenlcis  bdre  men  thfn 
baydn  karo? 

9.  £[huddwaud  Masfh  kf  bdton  so  kuchh  aisf  misdlen  do,  Jin  se  zdhfr 
hotd  hai,  ki  wuh  Purdne  'Abd  ke  nawishton  ko  mu'tabar  samajhtd  thd. 

10.  Kaun  sf  pesh-khabarfdn  Masfh  se  muta'alllq  hain,  khusftsan  us 
kf  dmad  a  ur  sfrat  aur  kdm  aur  maut  se? 

11.  Masfh  kf  zindagf  ke  hdldt  kis  kis  waqt  ke  maMfim  hain,  aur  mad- 
dat  'ahd  risdlat  kis  qadar  thf? 

12.  Us  kf  risdlat  ke  khdss  wdqi'dt  aur  jahdn  Jahdn  ki  we  guzre  hain 
batldo? 

13.  Khdss  khdss  bdten  mundarj  I  A'amdl  i  Ras&l  batldo? 

14.  Mu'Jiza  kyd  hai  aur  mujizon  se  ky(inkar   ma'l&m  hotd  -hai   ki 
Kutub  i  Muddasa  min  Jdnib  Allah  hain? 

Fasl  3. 

BAIBAL  Kr  TA'LFMAT  KE  BA'YAN  MEN.-l.  Khudd  kd  wujfid 
Baibal  se  kis  tarah  sdbit  hotd  hai? 

2.  Baibal  se  Taslfs  kd  kyd  subCit  hai,  ya'ne  ki  ek  ^hudd  men  tf n  aq- 
n6m  hain  ? 

3.  ipiudd  kf  slfdt  batldo  aur  har  stfat  kd  subAt  Pdk  Nawishton  se 
4o? 

4.  £[hudd  ke  mujassam  hone  kd  masala  Jo  Kutub  1  Muqaddasa  men 

Edyd  Jdtd  hai.use  bavdn  karo,  aur  yih  batdo,  ki  us  ta'lfm  ko  najdt  ke 
andobast  se  kyd  'ilaqa  hai  ? 
^    Masfh  kl  Uliihiyat  Kutub  1  Muqaddasa  se  sdbit  karo  ? 
6    Baibal  kf  kaun  kaun  sf  dydt  Uluhiyat  i  Masfh  kd  mu^hdlif  Muflal- 
mdn  pesh  karte  hain.  aur  tum  un  ke  kyd  ma'nelete  ho? 

7.  R6h  i  Quds  kl  aqntimfyat  kd,  aur  Uliihlyai  kd  Aur  us  ke  kdn^  led 
pdk  Nawishton  se  subiit  do  ? 
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8.    A'dam  ke  gun&h  k&  natf  ja  us  kf  aulM  ke  haaq  men  ky&  hfid  ? 
9    Masfh  ke  kaf&re  aur  Kun^hon  kf  mu'&ff  men  ky^  'ildqa  hai  ? 

10.  Masfh  ke  if  athne  ka  subtit  do  ? 

11.  Masfh  kf  shaf&*at  kf  asllyat  aur  f^ida,  Jaisf  Kutab  i  Muqaddasa 
men  ta'lfm  hai,  bayAn  karo  ? 

12.  Rth  ui  Quds  kf  gaw&hf  kf  nisbat  ky&  taMfm  o  dalfl  hai  ? 

13.  Masfhf  k^mlllyat  k&  masala  Jo  Weslev  s&hib  no  sikhl&y^  hai  use 
mul^htasaran  bay^n  karo  aur  Baibal  se  us  ka  sub^t  do  ? 

14.  Naf  Paidaish  aur  k&mil  p&kfzagf  ke  darmlydn  jo  farq  hai,  use 
samjhddo  ? 

15.  Is  da'weke  b&re  meQ  ki  **  Jo  kof  az  sar  i  nau  pald&  hoUi  hai  fs 
taur  se  nahfn  gireg&,  ki  &khir  i  k&r  hal&k  ho  '^l&e."  Hamdrf  kalfsiy^  kf 
ky4  r&e  aur  sdbit  karo,  ki  vih  r&e  Kal&m  i  Ildbl  ke  bam^Jib  hai. 

16.  Bat^  ki  baptisma  kafsf  rasm  hai,  aur  kis  garaz  se  hai,  aur  ky6q 
farz'hai?  har  bftt  ka  subiit  do. 

17.  SAbit  karo,  ki  bachchon  ko  bantlsma  donfi  mun&^ib  hai  ? 

18.  Balbal  men  *Ash&e  Ra^b&nf  kl  nlsbat  kaun  kaun  se  muh&ware  fie 
hain,  aur  wuh  kis  garaz  se  haiQ  aur  Masfhon  par  us  kfi  mfinnfi  ky6ii  farz 
hai? 

19.  HindiioQ  ke  masala  i'tanfisukh,  ya'n^  kayfi  palat  ko  kyfinkar  galat 
sfibit  kane  ho  ? 

SO.  Jism  ke  Jf  u^hne  ko  bfib  men  Kutub  i  Muqaddasa  meo  ky fi  ta'Ifm 
hai,  hawfila  do  ? 

Fasl.  4. 

KALrSIYA'KEINTIZA'MOTARTrBKBBAYA'N  MEN-l.  Ka- 
Ifslyfi  ke  tarahtarah  ke  intlzfimfibbayfin  karo?  3.  Methodist  JBpiskopal 
Kansiyfi  men  General  Kfinfafans  anr  Annual  Efinfarans  a  ur  Kwfirtarlf 
Kfinfarans  ke  muta'alllq  kyd  kyfi  kfim  hain  ? 

3.  Kalfsiyfi  ke  'uhdedfiron  men  ''  Bishop  "  "  Prfzfii^Ing  Eldar  ''  aur 
••  Eldar,  "  aur  "  Dfkan  "  aur  ♦•  Kliddlm-ud-dfn  "aur  "  Lokal  WfiMz  " 
aur  '^  Mnkhtfirkftr  "  aur  *'  Amfinatdfir"  aur  kilfis  ke  fifidf  Jo  hain,  un  mea 
har  ek  kfi  kitnfi  ikhtiyfir  hai,  aur  kyfi  kfim-mutfi'alliq  hai,  aur  kisl[e  sfimh- 
nejawfib-dihf  hai? 

Fasl.  5. 

TA'Rr^H  I  KALrSI¥A'-l.  Yahfidfon  ke  Ij^hfiss  firqe  Masfh  ke  waqt 
mea  kitne  the?  un  kfi  bayfin  karo. 

2.  Awfiil  zamfinoQ  men  jo  aziyaten  Masfhf  on  no  uthfifhaii]*  un  kfi 
kuchh  bayfin  karo. 

B.  Un  wasfiil  kfi  bayfin  karo,  J  In  ke  sababse  ibtidfi  men  Masfhf  maz- 
hab  bahut  phallfi,  (Mather  sfihib  kf  Tawfirf^h  i  Kalfsiyfi  tfsrfi  bfib  daf'a  1, 

2,  3,  5,  ko  kekho.) 

4.  Onostfkon  kf  kyfi  taMfm  thf  aur  us  scqadfm  kalfsiyfi  par  kyfi  khar- 
fib  asar  parfi;  (Matlicr  sfihib  kf  Tawfirfkh  I  Kalfsiyfi  tfsra  bfib  daf'^a*85). 

5.  Luther  sfihib  se'aiuqabldfni'I^wf  kfi  kyfi  hfil  hai? 

6.  Barf  Islfihi  Mazhabffo  Luther  sfihib  ke  waqt  men  h6f,  uskfihfil  ba- 
tfio,  kis  sababse  wuh  islfihhuf  thf,  aur  kaun  kaun  log  us  men.  sharfkl  hfil 
the? 

7.  Britfiniya  i  'Ozmfi  mcQ  Methodist  Kalfsiyfi  ke  muqarrar  hone  kfi 
sabab.batfio  aur  Wesley  sfihib  kf  tfirf  kh  men  khfiss  log  kaun  the  ? 

8.  Methodist  Episkopal  Kalfsiyfi  kis  sabab  se  ^aur  kis  waqt  men  aur 
auwal  kahfin  banf  ?  (Discipline  kfi  bfib  i  auwal  dekho.) 

9.  Hinfidkomulfhtalif  firqe  aur  yihki  we  kahfin  seniklo  aur  un  kfi  bfi- 
nf  aur  un  ke  Ijchfiss  *aqfde  batfio  ? 

10.  Muhamroadfon  ke  dfn  kf  ibtidfi  knr  Muhammad  sfihib  kfi  kuchh  ba- 
yfin karo  aur  mulfhtalii  firqonkfi  aurunkehfidfonkfi  kuchh zikr  karo? 

11.  Sikhon  ke  mazhab  kf  ibtidfi  kahfinse  hai  aur  use  Hlntid  o  Islfim  ke 
mazhab  se  kya'ilfiqahai  ? 

12.  Brahmo  mazhab  kfi  figfiz  otaraqqf  aur  hfilfit  mauj^da  aur  khfiss 
'aqfdofi  kfi  bayfin  karo? 

TO  BE  BB  AD. 

MUTA'L'AKARNBKELIYE.-l.  iTfirfkhiYiisuff,  Jo8ej)hus.  (M. 
P.  House  Lucknow)    2.    Brahmo   Mazhab.    (M.   P.    House,   Lucknow.) 

3.  Augustine  kelqrfirfit,  Augustine's  Confessions  (N.  L  T.  8.)  4.  Hal-ul- 
Ashkfil  (M.  P.  House,  Lucknow.)  5.  Jfimi'ul  Frfiiz.  (Lahore,  l^act 
Depot)   6.    Miftfih  ul  Hinfid.    (M.  F.  House,  Lucknow) 
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CONFERENCE  SESSIONS. 


SESSIONS  OF  THE  NORTH  INDIA  CONFERENCE. 


No. 

Place. 

Time.                 Pbesident. 

Secbktaby. 

1 

Lucknow. 

Dec.    8-14,1864 

Bishop  E.ThompsonJj.  H.  Gracey. 

2 

Moradabad. 

b'eb.      1-7, 1866 

Rev.  J.  Baume. 

T.  J.  Scott. 

3 

Sbahjahanpur. 

Jan.  10-17, 1867 

Rev.  T.  J.  Gracey. 

Do» 

4 

BIJnour. 

Jan.  16-21. 1868 

Rev.  J.  M.  Thoburn. 

Do. 

5 

Bareilly. 

Jan.  14-22, 1869 

Rev.  C.  W.  Judd. 

J.  D.  Brown. 

6 

Bareilly. 

Jan.  20-27, 1870 

• 

Bishop  C.lCingsIey. 

Do. 

7 

Lucknow. 

Jan.  12-18, 1871 

Rov.  J.  W.  Waugh. 

J.H.  Messmoro 

8 

Moradabad. 

Jan.  18-24, 1872 

Rev.J.L.  Humphrey 

S.  S.  Wetherby 

9 

Bareilly. 

Jan.  18-22, 1873 

Rev.  T.  S.  Johnson. 

Do. 

10 

Lucknow. 

Jan.   7-13,1874 

Bishop  W.L.  Harris. 

J.  D.  Brown. 

11 

Shahjahanpur. 

Jan.    6-12,1875 

Rov.  T.  J.  Scott. 

Do. 

12 

Cawnpur. 

Jan.  13-18, 1876 

Rev.  D.  W.  Thomas. 

B.  H.  Badley. 

13 

Moradabad. 

Jan.     3-9, 1877 

BishopE.G.Androws 

Do. 

14 

Bareilly. 

Jan.   9-15, 1878 

Rov.  J.  H.Messmore 

Do. 

15 

Lucknow. 

Jan.    9-14,1879 

Bishop  T.  Bowman. 

Do. 

16 

Cawnpur. 

Jan.   7-12, 1880 

Rov.  E.  W.  Parker. 

« 

Do. 

17 

Bareilly. 

Jan.   5-11,1881 

Bishop  8.  M.  Merrill 

Do. 

18 

Moradabad. 

Jan.  11-17,  1882 

Rev.  S.  Knowles. 

Do. 

19 

Lucknow. 

Jan.  10-16,  1883 

Bishop  R.  S.  Foster, 

Do. 

20 

Cawnpur. 

Jan.   9-15.1884 

Rev.  T.  J.  Scott. 

V.  L.  Bare. 

21 

Bareilly. 

Jan.   7-12,1885 

Bishop  J.  F.  Hurst. 

B.  H.  Badley. 

22 

Lucknow. 

Jan.   7-12,1886 

Rev.  H.  Mansell. 

Do. 

23 

Moradabad. 

Jan.   5-10,1887 

Bishop  W.X.  Ninde. 

Do. 

24 

Cawnpur. 

Jan.     4-9, 1888 

Rev.  J.  H.  Gill. 

Do. 

25 

Bareilly. 

Jan.   9-15, 1889 

BishopJ.M.Thoburn 

Do. 

26 

Lucknow. 

Jan.     2-7, 1890 

Do.                do. 

Do. 

27 

Moradabad. 

Jan.   7-13,1891 

Do.                do. 

r.  H.  Gill. 

28 

3awnpur. 

Jan.   6-11,1892 

Do.                do. 

Do. 

29 

Bareilly. 

Jan.  11-16, 1893 

Do.                do. 

W.  A.  Mansell. 

30 

Lucknow. 

Jan.     3-8, 1894 

Do.                do. 

Do. 

31 

Moradabad. 

Jan.     3-7, 1895 

Do.                do. 

Do. 

32 

Bareilly. 

Jan.   8-13,1896 

Do.                do. 

Do. 

33 

Lucknow. 

Jan.   7-13, 1897    |  Do.                 do. 

Do. 

34 
35 

Bareilly. 
Shahjahanpur 

T„«     r  11  icocj  Bishop  Cyrus  D.Foss 
Jan.   5-11,1898^  BishopJ.M.Thoburn 

.Jan.  4-10,1899     BishopJ.M.Thoburn 

J.W.  Robinson. 
Do. 

36 

Lucknow. 

Jan.  10-15, 1900      Do.                do.       *         Do. 

LIST  OF  LOCAL  PREACHERS. 


Nams. 


Babbilly  District. 

R.  Turner 
Fazl  Ullah 
Govind  Ram 
Gyan  Maslh 
Lakhan  Singh 
8adal  Singh 
Daniel  Sigler 
Kundan  Lai 
J.  Robert 
Devi  Din 
Hemraj 
Kanahai  I>al 
Bat  Mukand 
Jai  Lai 
Gurbakhsh 
Khamani 
Cornelins  Singh 
Chunni  Lai 
Ilm-ud  Din 
Ishri  Dass 
John  Pusa 
Munna  Lai 
Nanhe  Lai 
Robert  Poshan 
Sohan  Lai 
Sadal  Masi 
Tara  Chand 
William  Gulab 
Ratan  Singh 
S.  Bowen 
I.  A.Berket 
J.  Sukh  Rae 
Bansl  Dhar 
Bhola  Nath 
Baldeo  Singh 
Ghandar  Singh 
Andaryas 
S.  Wilson 
Ram  Parshad 
Debt  Das 
D^varka  Parshad 
Gopi  Charan 
SS.L.  Harris 
Sohan  Lai 
Karan  Singh 
Ram  DaycH. 
A.  John 
Mohan  Singh 
Sobran  Singh 


••• 

s 


••• 


Orders. 


Appointmbnt. 


.■ 
••• 

M« 
••a 

•  •« 

•  •• 

•  «  . 

•  ** 


•  ■• 

••. 
.•• 
... 


Elder  '95 

It 
Deacon. 

It 

n 
>* 

LocarPreacher. 
f) 

»» 

»» 
II 
It 

n 

»» 

II 

»i 

»» 

II 

II 

II 

II 

II 

fi 

»i 

It 

II 

II 

»i 

»» 

II 

»i 

II 

II 

II         *^ 

II 

It 

II 

II 

II 

It 

•  I 

n 

«i 

II 

II 


!J 


ajhani. 

Budaou. 

Binawar, 

Aliganj,  Aonla. 

Ramapur,  Shahjahanpur. 

Sahaswan. 

Khutar,  Powayan. 

BarelUy. 

Miranpur  Katra. 

Pasgawan. 

Aonla. 

Faridpur. 

Do 

Do. 
Sadar bazar,  Barellly* 
Hhamori. 
Bareilly  Theological  School. 


II 

II 
II 
II 
It 
It 
It 
It 
It 
II 
II 
II 
II 
II 
II 
II 
II 
II 
II 


Rarellly. 


II 

II 
II 
II 
i» 
II 
II 
II 
«> 
II 
*i 
II 
i« 
II 

11 

.« 

II 
II 


♦i 

II 

ti 

1* 

11 

II 

II 

II 

II 

II 

i» 

II 

I 

1* 

i» 

ti 

**' 

»t 

II 


.11 


Tllhar. 

Bilst. 

Tllhar. 

Jalalabad. 

Pawayan. 

Shahjahanpur. 

Hisuull. 

ISilsf. 

Islam  Nagar.  Bisaull. 

Faridpur. 

Data  GanJ. 


ra* 
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LIST  OF  LOCAL  PREACHEM 


Name. 


Hulasl 

Misri  Cbaran 
Khurram  Singh 
Lalji  Mai 

A.  Forbes 
Kallu  Porter 
Btthal  Singh 
George  Lake 
Kesho  Bam 
Jal  Sinsth 
Attah  Ullah 
Bhup  Singh 

C.  M.  Parmanand 

B.  S.  Ferguson 
Baldeo  Das 
BhoJ  Ram 
Dhappan  Wilson 
S.  C.  Cbatteriee 
Samuel  Jacob 
Joseph  Nelson 
Devi  Din 

Moti  Lai 
Hell  Jacob 
Baisakhi 
Kehrl  Sinsh 
PuranMal 
Sewa  Bam 
Prem  Singh 
Yaqub  Singh 
Dal  Cb and 
Cornelius  Singh 
S.  Judd 
Gulam  MAsih 
Bahu  Singh 
Gokal  Parshad 
Mohan  Singh 
Itwari  Lai 
N.  B.  William 
A.  Peter 


Gabhwal  Di^tbict. 


E.  Thomson 
Kwankin 
Ghungar  Money 
C.  Khlyali 
Sangram  Mani 
Andriyas  ' 
Lama  Wilson 
Bhajni 
Mohan  Lai 
Dhan  Singh 
Tiwari 
Patras 
Daud 
Jerafn 


••• 


GoiTfiA  District. 

Lewis  J.  McGee 
Buddha  Singh 
Prem  Dass 
Bhupal  Singh 


Obdebs. 

APPOnfTMENT. 

Local  Preacher. 

Aonla. 

n 

Bareilly. 

II 

Binawar.  . 

11 

Madnapur. 

11 

Bareilly. 

»• 

Rhuda  GanJ. 

11 

Kachla. 

11 

Bareilly. 

11 

Shahjahanpur. 

1* 

Binawar. 

Tllhlir 

11 
11 
II 
11 
)l 
«» 
1» 
11 
II 
ft 
11 
11 
II 
11 
fl 
tl 
II 
11 
11 
1» 
11 
II 
II 
II 
1» 
11 
tl 


Budaon. 
Khera  Bajhera. 
Eakrala. 
Bareillv. 
ijhahjahanpur. 


Bareiii 


y. 


11 


Elder    '96. 
Deacon  '96. 

'OR 

'CM 
(TO. 

11  Y^» 

Local  Preacher. 


II 
»i 


II 
11 
11 
11 
11 
11 
II 
1* 


Nigohi,  Shahjahanpur. 

Shahjahanpur. 

Bareflly. 

Binawar.    . 

Bisauli. 

Til  bar. 

Powayan. 

Bisauli. 

Islam  Nagar,  Bisauli. 

Bareilly. 

Shahbaznagar,  Shahjahanpur. 

Powayan. 

Kundarya,  Jalalabad. 

Wazir  GanJi  Bisauli. 

Bareilly. 

Rumargawn. 

Bareilly. 

Kamariainpur,  Shahjahanpar. 


Pauri, 

Bungedhar. 

Pauri. 

Gadoli,  Pauri. 

Mandakhal. 

Nandpriyag. 

Oak  Glen,  Pauri. 

Baqi  AJmere  Dogadda. 

Upalda,  Srlnagar. 

Chopra,  Pauri. 

Bharsar,  Rainur. 

Lansdowne. 

Ramnif  Nandpriyag. 

Deceased. 


Deacon  '93 

,1    '08 
Local  Preacher 


•i 


Nanpara,  Bahraich. 
Ellenpur,  Gonda. 
Rupaidiha,  Bahraich. 
Ikauna,  Bahraich. 


LIST  OF  LOCAL  PREACHERS. 
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Namb. 

Obde]{s. 

Appoixtmkxt. 

A.  a  Wesley 

Local  Preacher 

.  Bahruich. 

P.  C.  Ricbards 

ti 

Lacbhmanpur,  Bahraicb. 

Khaudarl  HInffli 
Chhange  Singh 

tt 

liirpur,  Gonda. 

M 

.ilalnimpiir,  Gonda. 

laft)  Karan 

If 

Gonda. 

K.  8.  BonJamIn 
J.  J.  Todd 

1) 

Rabraich. 

(t 

QalsargaiiJ.  Bnbraicb. 
Puraspur,  Gonda 

Dharam  Singh 

t1 

F.  R.  WIttkl 

ft 

ColonelganJ,  Gcuda. 

Nattha    Masih 

t* 

Pacbpurwa,      n 

Ram  Diyal 

(1 

Utraula,            ., 

lahrl  Da89 

tt 

Kishanpiir         „ 

Frank  Peters 

If 

Gorakbpur. 

KuMAOR  District. 

J.  VV.  Todd 

. . 

Elder 

• 

Haldwani. 

\Y.  Pamuchal 

. . 

Deacon. 

Darma. 

Gauri  Datt 

.  • 

II 

»94 

Lobba. 

R.  M.  Dass 

•  • 

II 

'94 

Naiui  Tal. 

J.  Barker 

• . 

11 

11 

C.  Wilson 

. . 

ti 

•99 

(tangolibat. 

D.  S.  Hukill 

• . 

t« 

'98 

Lobagbat. 

K.  Wilkinson 

•  • 

Local  Preacher. 

Chandas. 

Yusuf 

•  • 

(f 

Dawtfrabat. 

•T.  Abraham 

•  • 

It 

ft 

Bt  jal  Singh 
BhawauiDatt 

•  • 

II 

Ganai. 

. . 

1) 

Lobba. 

Ynbunna  II. 

.    a 

II 

Kelani 

T.  W.  Gowau 

.    . 

II 

Naiui  Tal. 

Jal  Datt 

.    • 

11 

II 

Mr.  Anderson 

.    . 

ti 

It 

Mr.  Smith 

.    . 

If 

It 

Mr.  Thompson 

*    . 

II 

It 

Chhidda  Singh 

.    . 

II 

f  1 

Chanchal  Singh 

•    . 

II 

Almora. 

T.  B.  Kirk 

.    . 

I* 

Pithoragarh. 

A.  Miller 

.    . 

II 

•f 

Ynhnnna  I. 

.    . 

II 

Chandag. 
Deoltbal. 

Jawahir  Singh 

•    « 

II 

Santosh  Ram 

.    . 

II 

Lobagbat. 

Beer  Singh 
Chandra  Singh 

.    • 

II 

Haldwani. 

« 

t* 

Lobagbat. 

MORADABAU  DISTRICT. 

■ 

B.  McGregor 

... 

Elder. 

Najibabad. 

Peter  Merrill 

... 

»» 

1 

Sherkot,  Bijnour. 

Bala  Dass 

... 

♦1 

'93 

Moradabad. 

Gnlab  Singh 

•»• 

It 

•95     : 

Nurpur,  Bijnour. 
rbakurdwara.  Mora  dab  ad 

Mohan  Singh 
Jhabbu  Lai 

..  • 

11 

'94     ' 

... 

«* 

'95     J 

Seohara,  Bijnour. 

Ji.  Robert 

... 

II 

'96     ] 

fiijnour. 

John  Pnsa 

... 

Deacon 

'93     ] 

f^airampur,  Moradabad. 

Kalyan  Singh 
Dalla  Singh 

... 

11 

'94      ] 

fCotqadar,  Bijnour. 

... 

*i 

'93     ] 

tforadabad. 

B.  S.  Budden 

... 

»» 

'96     ] 

^auth,  Moradabad. 

Nadir  Shah 

... 

«i 

'96     ] 

tijnour. 

Nanhe  Mai 

... 

Local  Preacher.  11 

VIoradabad. 

Baldeo  Pershad 

•  .. 

II 

tt 

Bnddha  Singh 

•  •. 

i» 

1 

bijnour. 

Chhidda  Singh 

... 

11 

1 

>7agina. 

Prabbu  Dass 

... 

i» 

1 

kforadabad. 
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LIST  OF  LOCAL  PREACHERS. 


Name. 


Patras  I 
Sadhu  Singh 
S.  HastniKS 
Buddha  Cutter 
Bahal  Singh 
Thomas  Jacob 
ChiraR  Maslh 
Hiram  Barrow 
M.  Johnson 
M.  D.  Soymour 

PiLiBnrr  District. 

Knllu  Singh 
Ase  Ram 
Glrdharl  Lai 
Moti  Lai 
Kesri  Singh 
Jhabbu  Lai 
Ghasi  Ram 
Kallyan  Singh 

A.  Lincoln     , 
Bahadur  Shah 
Jhau  Singh 
Kalln  Das 
Sohan  Lai 
D.  R.  Rodgers 
Karho  Mai 
J.  Morgan 
Ram  Bakhsh 
BaUloo  Das 
Baljit 
Gulzarl  Lai 
HarSahae 
Khiyall  Kara 
Gendan  Lai 
Motl  Lai 
Lachhman 
Kandan  Singh 
Cbhadami  Lai 
S.  A.  Judsou 
Lachhman 
Barnabas 
Nanhe  Lai 

S.  Maslh 
Munna  Mahtah 

Sambhal  District. 

Monladad  Khan 
Nirmal  Singh 
Manphul  Singh 
Lachhman  Sing 
Mathra  Parshad 
M.  S.  Cutting 
Sukkha  Singh 
Samuel  Bernard 
John  Little 

B.  Milton 
Fazl  Masih 
R.  White 
Chhote  Singh 

C.  S.  Hunter 
P.  S.  Morris 
B.  Benjamin 


Obdebs. 


Local  Prcaclier. 


••• 


••• 


••• 


••• 


■• 


••• 


»• 
ft 

n 
It 
11 
»« 
It 
ft 
ti 


Elder. 

'96. 

,1  wD. 

Deacon  '94. 
*96. 
'97. 

It  •«'• 

Local  Preacher. 
It 

)t 
It 
It 
It 
It 
It 
«i 
tt 
It 
It 
It 
t» 
It 
It 
11 
ti 
11 
It 
It 
tt 
ti 
»» 
It 


•I 


Appointment. 


Bllari.  Moradabad 
Dhampur,  Bijnour. 
Moradabad. 
Bijnour. 


»t 


Moradabad. 

Chaudausi. 

Bijnour. 


tt 


Moradabad. 


MirganJ. 

Ram  pur. 

Nawabganj. 

Puranpur. 

Piiibhft. 

Bisalpur. 

Milak. 

Shahi. 

Fatahganj. 

Khitausa. 

Gurganw. 

Sirauli. 

Baheri. 

Pilibhlt. 

Klsalpur. 

Neorlya. 

Shahi. 

Madhkar. 

Cbhahra. 

Fatahganj. 

Mi  ran  pur. 

Bisalpur. 

A  marly  a. 

Shahi. 

Nawabganj. 

Haraur. 

Lilaur. 

Gangapur. 

Tillyapur. 

Rampur,  Koll. 

Deoriya. 

Pllibhit. 

Kakraua. 


Elder 
Deacon 


Local 


'90 
'95 
'9J 
'95 


Preacher. 


Sambhal. 

Sharif  pur. 

Rasuipur. 

Raj  pur  a. 

BahJof. 

Sambhal. 

Pithkhera. 

Narainia. 

Mark  pur. 

Sambhal. 

Hayat  Magar. 

Babrala. 

Sirsi. 

Sendhri. 

Amroha. 

Gangesri. 


LIST  OF  LOCAL  PBEACBEB8, 
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Namr. 


OuDH  District. 

Phillip  Andrew 

William  A.  Comfort  ^ 

Henry  0.  Slgler 

Mangal  Singh  •^ 

Chhote  Lall  II 

Abdul  Wahid  »^ 

Qaisar 

Sadal  Maslh 

J.  liigglnbotham 

Jiya  Lall 

Jawahlr  Lall 

Ajudhlya  Parshad    .. 

John  W.  Norton 

Yaqub  Singh 

Prem  Maslh 

Baldeo  Prashad  I 

Daniel  Richards        — 

David  S.  Paul 

Maslh  Charan  John  ... 

Tilok  Singh 

Misrl  Lall 

John  D.  Flint 

Din  Dayal 

Gurdayal  Singh 

Uarun  Andrew 

Boaz 

Mohan  Nathan 

Kesho  Lall 

Mohan  Dass 

Sharf  Uddin  ^ 

Nand  Ram 

Nathaniel  Hamilton ... 

Frank  M.  Lawrie 

Sundar  Lall 

Bihari  Lall 

Henry  D.  Jacob         m. 

Kam  Gopal 

B.  H.  McKalg  ^ 

W.  E.  Crawshaw       ^ 

J.  W.  McGee  ^ 

W.  Alexander 

J.  F.  Brown 

John  David  ^ 

George  Mayal 

W.  M.  Strete 

Ram  Sukh  ^ 

J.  Todd  Z 

W.  Gunsolves 

Baldeo  Prashad  II 

Benjlman  Cornelius  ..". 

Nanhe  Lai 

Isaac  R.  Mayal  !" 

Bhola  Nath  ^ 

J.  Jonathan 


OKPBB0. 


Deacon  '90. 
'93. 
'»3. 
'9i. 

'92. 


Afpointmkkt. 


M 

*t 
It 
f» 
It 
II 
II 
•  I 
It 
II 


'93. 

'97. 

'97.     . 

'97. 

'99. 

'99 

Local*!Preacher. 


II 

II 
II 
II 
It 
It 
II 
It 
It 
«» 
II 
II 
II 
II 
II 
II 
II 

!• 
II 
II 
II 
»♦ 
It 
II 
II 
•I 
II 
II 
•I 
ft 
II 
II 
It 
II 
ft 
It 
>t 
It 
II 
•  I 
1} 


Lncknow. 
Bara  l^anki. 


M 


Unao. 

Hardol. 

Lucknow. 

Bhahabad. 

Naurangabad. 

Dhaurara. 

Sltapur. 

Mlsrlck. 

Rao  Bareilly. 

Lucknow. 

Bara  Baukl. 

tiardol. 

Lucknow. 

Unao. 

Lucknow. 

Unao. 

Hardol. 

Shahabad. 

Sltapur. 

Hardol. 


It 


ISara  Baukl. 

Unao. 

liae  Bareilly. 

Bara  Banki. 

Rae  Bareilly. 

Hardol. 

Lucknow. 

Hardol. 

Sltapur. 

Bara  Baukl. 

Rae  Bareilly. 

Shahabad. 

Lucknow. 

It 
It 

Bara  Banki. 

Rhairabad. 

Sltapur. 

Kamalpur. 

Lakhlmpur. 


r 


Sldhaul 

Laknimpur. 

Bara  Banki. 

Lucknow. 

Gola.  Lakhimpur. 

Hardol. 


I^ve9i^ina  Blbete'  IRepotts 


BAREILLY  DISTRICT 

Rev.  E.  W.  Parker,  PresiiUng  Elder.— There  are  twenty-one 
circuits  in  this  district.  Three  of  these,  re.,  Bureilly^  Shahjahanpur, 
and  Badaon,  are  ^adar  cities,  i  e.,  stations  where  Europeans  reside. 
In  these  our  educational  and  other  institutions  are  situated. 

At  Bareily  are  the  Theological  Seminary  and  Woman's  TralQ- 
Ixxg  School,  the  Girls'  Orphanage,  a  Middle  School  for  hoys,  and  the 
Hospital  and  Dispensary  for  women  and  girls. 

The  Theological  Se'minary  has  in  attendance  fifty-six  pupils. 
It  has  a  regular  three  years*  course  of  sludy  and  is  giving  our 
Church  in  India  a  trained  ministry.  .  A  class  of  seventeen  gradu- 
ates goes  out  this  year,  aad  the  m3n  will  go  to  different  parts  of 
India.  We  secure  for  this  seh'iol  two  grades  of  men  -one  from 
our  school:!),  who  pass  the  full  entrance  examination,  and  another 
from  among  tried  workers  now  iu  the  ministry,  who  can  greatly 
profit  by  the  drill  of  the  seminary.  Dr.  Scott,  who  has  had  so  inany 
years  of  experiencB  ia  this. institution,  is  still  at  its  head. 

The  Woman* 8  Training  School,  under  Mrs.  Scott,  is  a  bmnch 
of  the  seminary  and  gives  eOicient  training  and  drill  to  the  wives 
of  the  students,  that  they  may  be  prepared  to  be  successful  workers 
with  their  husbands  when  they  go  out. 

The  Girls*  Orphanage  averages  about  300  girls.  T^e  number 
now  on  the  roll  is  290.  Five  have  married  during  this  year,  and 
two  are  in  the  Medical  College  at  ^g'*a. 

Miss  English,  who  has  for  many  years  done  excellent  work  in 
the  institution,  has  been  compelled  to  take  lefkve  for  a  season.  The 
school  is  fort. mate  in  securing  Mrs.  Wilson  to  fill  the  Superia- 
tendent's  place.  All  the  work  will  be  safe  under  her  direction. 
The  Educational  Department  is  doing  well  under  the  charge  of 
Miss  Loper  and  her  assistants. 

The  Hospital  and  Dispensary  for  women  is  still  in  charge  of  Mrs. 
Dease,  M.  D.  The  training  class  being  prepared  for  future  niedic^l 
work  now  numbers  eighteen  young  women.  There  have  been  duping 
the  year  160  patieuts  treated  in  the  hospital,  and  490  visits  have  been 
made  to  319  houses  to  atteni  women  and  children.  The  number 
of  treatments  in  the  dispensary  has  been  16,850.  making  a  total 
of  17,506  treatments.  Rs.  650-8  have  been  received  iq  fees.  A 
good  year*s  work  surely. 

At  Shahjahanpur  are  situated  the  Boys*  Orphanage  and  In4us- 
trial  School,  a  boarding  School  for  girls,  a  Widows*  Home  and 
Industrial  School  for  women,  and  a  Middle  School  for  boys.  The 
orphanage  is  still  doing  good  work.  All  the  boys  lepirn  to  work, 
either  at  some  useful  trade,  or  at  gardening,  farming,  helping 
about  the  dairy  or  learning  to  be  house  servants.  All  also  revive 
an  education  according  to  their  ability.  The  fruit  of  this  in3tjtu»- 
tion  Is  seen  everywhere  in  good  mea.  Some  of  our  best  preachers, 
best  teachers,  and  best  business  men  came  from  this  school.  Brp- 
ther  and  sister  Blackstock  are  still  in  charge. 


ii  PRESIDING  ELDERS'  REPORTS. 

The  Girls'  Boarding  School  is  quite  full,  numbering  about  120 
on  an  average  during  the  year.  The  girls  are  mostly  from  the 
farmer  class  and  the  training  is  practical,  according  to  the  needs 
and  ability  of  the  girls.  We  rejoice  in  the  arrival  of  Miss  Organ 
from  America  to  take  charge.  The  Industrial  Home  in  connection 
with  this  school  is  givinglnstruction  to  young  women,  widows,  and 
others,'  to  .fit  them  for  future  usefulness  in  Christian  homes  or  as 
teachers. 

At  Budaon  there  is  a  Girls'  Boarding  School  similar  to  that  in 
Sbahjahanpur,  and  a  Boys'  Middle  Grade  School.  The  Boarding: 
School  was  until  October  under  the  charge  of  Miss  Green,  but  on 
her  going  home  Miss  Ourts  took  over  charge  and  is  rendering  effic- 
ient service.  The  school  is  rapidly  increasing  in  number^  at  pres- 
ent and  we  hope  that  it  may  duoa  be  full  again. 

The  Boys  Middle  School  is  of  the  uame  grade  as  are  those  at 
Bareilly  and  Sbahjahanpur.  At  Budaon  and  Bareilly  there  is  a 
boarding  house  for  Christian  lads  connected  with  each  school. 
The  design  is  to  give  our  village  ChristiauH  an  opportunity  for  edu- 
cating their  boys  In  these  schools  thcs  non-Christian  lads  are  in 
the  same  classes  with  the  Christian,  and  all  are  taught  exactly  alike. 
The  Bible  is  regularly  and  carefully  taught.  Many  of  the  non- 
Christian  boys  are  regular  in  attendance  at  the  ^nday  School. 

For  all  these  institutions  we  have  thre-  foreign  missio  aries  and 
their  wives,  five  missionaries  of  the  Woman's  Society,  and  a  full 
staff  of  assistants  and  teachers. 

The  Circuit  or  Evani^elistic  Work  is  divided  into  twenty-one 
circuits.  Two  of  these  circuits  are  in  charge  of  mission  at  ies,  who 
also  have  charge  of  institutions.  One  is  under  a  missionary  who 
is  free  for  evangelistic  work,  and  eightd<3n  are  under  Hindustani 
preachers-in-charge.  The  missionary  force  for  the  evangelis- 
tic work  in  this  large  field  of  over  2,000,000  of  people,  therefore, 
consists  of  the  presiding  elder  and  one  other  missionary  and 
their  wives,  and  two  lady  missionaries.  These  twenty-one  circuits 
are  subdivided  into  one  hundred  and  twelve  «ub-circuits,  each  of 
which  is  under  a  sub-pastor  who  resides  within  his  own  special 
charge.  These  pastors  are  doing  special  work  in  1,653  villages 
where  Christians  or  inquirers  reside,  though  our  14,427  baptized 
Christians  live  in  1,371  villages,  giving  an  average  of  nearly  15 
villages  and,  including  inquirers,  150  persons  to  each  pastor. 
These  preachers-in-charge  and  sub-pastors  go  to  their  work  system- 
atically, two  or  three  villages  being  set  apart  for  each  day.  Most 
of  the  villages  are  thus  visited  Weekly,  though  distant  ones  are 
reached  but  once  in  two  weeks.  These  pastors  teach  the  people  to 
pray,  to  sing,  and  to  live  according  to  the  teachings  of  Jesus. 

In  many  of  the  villages  the  Hadis  (class  leaders)  are  learning 
to  do  their  work.  The  work  we  try  to  teach  them  to  do  is  for  each 
to  collect  the  people  in  his  village  every  evening  for  singing  and 
prayer— a  general  family  worship.  As  the  Christians  usually  live 
together  almost  in  one  yard,  this  ,is  easy  where  the  willingness 
exists.  These  leaders  can  also  aid  much  in  collecting  the  pastor's 
salary,  and  in  removing  old  customs   and  establishing  the  new, 

grovided  that  they  are  all  right  themselves.  There  are  at  present 
08  Hadis  in  the  district.  There  should  be  more,  and  all  should  be 
better  taught,  but  these  systematic  plans  grow  slowly.  Not  one  of 
these  men  receives  any  thing  for  the  work  ne  does. 

No  one  who  has  never  had  experience  in  teaching  converts  where 
they  come  in  numbers  from  idolaters,  can  at  all  realize  the  difficulty 
of  teaching  the  new  Christians  and  inquirers  regular  habits  of  pray- 
er. An  idolater  does  not  pray  in  the  Christian  meaning  of  prayer. 
He  bows  down  with  his  head  to  the  earth  before  an  image,  ne  pre- 
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penis  an  offering,  performs  ceremonies  or  makes  a  vow,  but  has  no 
habit  of  prayer.  Hence  converts,  except  those  who  come  into  con- 
stant contacD  with  ministers  and  meetio£S,  learn  to  pray  very  slowly 
and  after  much  urging  and  teaching.  During  the  past  three  years 
the  importance  of  teactiing  the  peopJe  to  pray  has  been  kept  before 
all  the  workers  constantly.  **  Ao^  many  of  your  people  can  pray," 
has  become  a  regular  quarterly  conference  question.  '*  How  many 
of  your  leaders  hold  prayers  with  their  people,' '  is  another.  From 
this  is  seen  more  clearly  the  importance  of  these  leaders  and  of  their 
special  work  of  gathering  their  classes  for  prayer.  This  plan  for 
Hadis  better  taugnt>than  meir  associates  may  help  much  in  solving 
the  problem  of  village  self-support,  for  with  a  Hadi  in  each  village 
who  will  pray  and  sing  with  the  people,  less  preachers  will  be  requir- 
ed and  more  villages  can  join  in  supporting  a  pastor. 

The  two  lady  Village  Evangelists,  Miss  Wilson  and  Miss  Ingram, 
with  their  assistants,  have  done  very  valuable  work  during  the  year. 
Their  systematic  plans  for  training  their  workers,  and  their  own  per- 
sonal visits  to  the  village  Christians,  Is  leading  to  excellent  results. 
Mrs.  Uewes  is  also  renderinir  efficient  aid  in  directing  Evangelistic 
work  among  women,  and  Mrs.  Parker  has  during  the  year  visited 
and  aided  in  the  work  of  each  of  the  country  circuits. 

The  special  services  in  connection  with  our  quarterly  meetings,  < 
the  special  teachings  at  our  workers'  meetings,  and  the  services  at 
our  camp  meeting,  have  all  combined  to  the  quickening  of  the  spirit- 
ual life  and  growth  of  our  preachers  and  people,  we  are  making 
special  efforts  for  the  regular  instruction  of  the  younger  men  and 
their  wives  who  are  in  the  regular  work.  During  the  rainy  season  a 
class  was  gathered  at  Budaon  and  faithfully  taught.  During  the 
coming  year  one  class  of  at  least  twenty  young  men  and  their  wives 
will  be  gathered  at  Lodipore  under  Bro.  Blackstock,  and  a  second 
class  at  Budaon  under  Bro.  Bewes  So  that  about  forty  young  wor- 
kers with  their  wived  will  receive  three  months  teaching  and  drill  an- 
nually. 

All  the  workers  have  studied  the  Gospel  of  Matthew  and  the  Acts 
of  the  Apostles  during  this  year  and  examination  have  been  held, 
monthly  by  the  preachers-ln-charge,  seven  chapters  being  set  apart* 
for  each  month,  and  a  more  general  examination  was  held  at  the 
workers' meetings.  For  the  coming  year  the  Gospel  of  Luke  and 
Ephesians  are  set  apart  for  study.  The  object  of  this  plan  Is  to 
create  and  enforce  habits  of  Bible  study. 

Our  Primary  Schools  are  not  as  efficient  as  we  would  make  them. 
They  are  doing  a  good  Evangelistic  work  and  about  2,400  children 
are  being  taught  to  read,  write,  pray,  sing  and  live  like  Christians. 

We  are  continuing  the  efforts  towards  securing  some  aid  for  the 
pastors  from  each  Chrisiian  and  we  can  report  progress,  though  not 
complete  success.  Twentv  persons  are  supported  by  the  pastor' d 
fund,  but  some  of  these  receive  but  from  Hs.  4  to  Rs.  6  per  month. 
They  are,  however,  quite  as  well  supported  as  are  the  people  who 
pay  them. 

Were  I  asked  for  the  most  encouraging  features  of  the  work 
In  this  district  I  would  say :  1.  The  growth  of  the  workers  in  know- 
ledge, Christi»in  experience,  worthy  living  and  working  efficiency. 
Many  are  still  weak  but  they  are  growing.  2.  Our  educated  Chris- 
tian young  people.  At  our  meld.  League  quite  450  of  these  were  pre- 
sent and  conducted  their  own  services.  Every  part  was  worthy  of 
Christian  youth.  It  was  the  great  day  of  the  feast,  from  1, 200  to  I'SOO 
X>er8ons  being  present.  3.  The  preparation  of  the  class  leaders  whd 
will  lead  the  people  in  praying,  singing  and  right  living* 

In  every  effort  in  this  work  of  the  past  year  -  two  objects  have 
been  kept  In  view.  A  present  needed  blessing  and  help,  arid  a  pre- 
paration for  something  better  next  year. 
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QARHWAL  DISTRICT. 

Rev.  Joseph  H.  GuJi,  Presiding  JSf2<?ei'.— Garhwal  has  eeTentur- 
(Miits  with  over  20  sub-stations.     We  began  the  year  somewhat  cru>- 

Fled  for  funds  but  not  so  much  so  as  to  seriously  hinder  our  work, 
adeed  we  baye  collected  in  s^ibscriptions  a  sunt  at  least  equal  to 
any  former  year.  Twice  cholera  appeared,  once  in  the  village  that 
divides  Chopra  from  GadoU,  and  in  a  tew  days  seven  f)er80os  died. 
A  sequel  to  this  sickness  resulted  in  the  death  of  a  Ohristian  artieaa 
who  was  the  breadwinner  for  a  large  family  and  a  most  worthy 
Chrisftian  man.  God  seems  to  use  these  serious  events  to  make 
hard  hearts  tender  and  each  occasion  of  this  kind  opens  a  door  o# 
hope,  by  meaneof  Christian  charity  and  ChristiaD  sympathy  extend- 
ed to  those  who  suffer^  which  can  never  be  shut.  These  opportunities 
we  haveoarefuUy  availed  ourselves  of. 

Our  Dispensary  with  but  little  financial  aid  and  with  small 
0qnipmeat  has  nevertheless  done  great>  good  ;  more  indeed  than  Ia 
any  other  recent  year.  The  man  who  has  been  compounder  for  yeatie 
past,  and  wbo  served  to  the  best  of  his  ability,  contracted  sefiwne 
sickness  and  died  at  his  post.  A  most  promi  in^  and  useful  Chris tiaji 
iteaeher  also  died  during  the  year.  He  was  a  kind  of  genius  in  his 
way,  and  in  his  death! we  mourn  the  loss  to  our  church  of  a  youac 
man  of  more  than  common  ability 

Our  relations  as  a  •  hristian  community  growing  up  in  their 
mids^,.to  the  inhabH)anis  of  the  district  continue  to  be  hapi^  and 
friendly  and  our  aggressive  work  provokes  no  great  oppoeitioa, 
alUM>ujgh  there  be  some  here,  as  everywhere  else,  who  regret  iio 
acquiesce  in  its  progress  and  success. 

We  have  aimed  to  influence  a  wider  area  by  scattering  our  fcxroes. 
It  may  be  that  victory  will  be  hastened  thereby,  for  there  i^  « 
proverb  which  reads  '^Divide  aud  conquer.' '  For  the  present  at  least 
the  headquarters  at  Chopra  has  suffered  by  diminis^^ed  numbers,  be- 
cause we  generously  parted  with  our  choicest  workers  to  enrich 
and  to  cultivate  outlying  places.  My  own  touring  among  these  out- 
'stations  has  convinced  me  that  we  have  not  made  a  mistake  hy 
planting  these  little  centres  of  Christian  influence  in  a  score  of 
places,  for  each  is  a  power  for  good.  Sickness  and  the  seskson  beio^ 
reckoned  in,  I  have  toured  among  the  people  and  kept  as  much  ae 
possible  in  constant  communication  with  the  preacher&-in*chaFge  odf 
the  loixxniits.  They  too  bave  faithfully  Itinerated  in  their  own  cir- 
cuits and  have,  nearly  all  of  them,  done  a  grand  good  work  for  God 
and  humanity,  hnboed  as  they  are  with  the  Spirit  of  Christ. 

Consecrated  and  self-sacriflciog  native  ministers  are  the  hope 
<^f  pur  church  in  India;  our  ministers  in  this  district,  with  one 
sin^  exo^ion,  are  men  born  and  brought  up  in  Garhwal. 

The  demand  that  exists  for  little  village  schools  is 'SUch  that  we 
cannot  afford  from  the  small  funds  at  our  disposal  to  fully  meet  it. 
All  classes  of  people  ask  for  schools  and  for  teachers  We  are  rais- 
ing-up  Christian  teachers  and  have  several  ready  now.  No  place, 
so  far,  entirely  supports  its  teacher  wihout  mission  help. 

No  agency  for  good  that  we  employ  exceeds  in  permanent  value 
the  village  school.  Our  pupils,  whether  they  become  Christians  or 
not,  ever  afterwards  are  our  friends,  and  ibis  aple  as  ant  experience,  to 
the  missionary  to  have  visits  from  and  to  receive  letters  from  former 
pupils.  Four  worthy  young  men  were  this  year  recommended  from 
Garhwal  for  the  Bareilly  Theological  School.  A  large -Hindu  seheol 
will  by  and  bye  certainly  be  started  in  Garhwal.  Indeed  the. pofo- 
motsrs  of  -the  scheme  offerrod  the  headmastership^to  one  of 'oui* 
valAied  native  ministers,  but  we  cannot  spare  him  from  the  chaise 
of  his  circuit  for  that  work.    I  have  given  my  endoraement  to  thie 
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rival  school  because  I  plainlv  see  that  the  Government  will  not 
^enerotrsly  support  our  schooL  Our  dhninishing  grrant  has  been  cut 
almost  yearly  and  each  time  of  late  without  the  consent  of  the 
European  Inspector  and  without  hid  koowlegfe.  But  the  Govern- 
ment educational  department  cannot  be  d^enaed  on  to  support  our 
school  by  giving  us  a  liberal  grant-in-aid.  Zeal  for  their  own 
institirtions  prevents  this.  It  seems  to  have  been  their  aim  o 
reduce  the  cost  of  maintaining  aided  schools  At  all  events  an 
additional,  and  a  new,  school  of  high  grade  under  Government 
management  will  promote  the  welfare  snd  civilization  of  the  people 
her<9,  and  in  this  I  rejoice. 

As  for  Tfhe  mission,  we  can  now  pay  a  headmaster  onlv  one-third 
the  salary  which  we  used  to  pay.  Reduced  mission  appropriations 
have  brought  about  this  result.  Hut  we  have  nevertheless  main- 
tained the  grade  of  the  scljiool  and  this  year  we  passed  four  boys  in 
the  English  Middle  examination.  Taking  an  average  of  seven 
years  we  have  .passed  more  than  the  25  per  cent  of  the  candidates 
sent  up  in  the  grade  named  above. 

In  two  out-circuits,  namely,  Ramni  and  Kalnur,  new  buildings 
have  been  erected  during  the  year  Still  the  Ramni  preacher-in- 
cha  ge  is  without  a  proper  shelter  The  chapel  at  Paidol  ban  been 
reroored.  We  always  need  a  small  sum  in  our  annual  appropriations 
for  repairs  of  mission  buildings.  For  a  few  years  past  tnis  has  been 
withheld  owing  to  scarcity  of  money  :  of  course  buildings  detereiorate 
under  these  circumstances.  Sincethe  Gohna  flood  we  have  never  seen 
the  time  when  we  could  get  an  appropriation  to  make  good  wluit 
we  then  lost,  but  we  live  in  hope. 

The  Bible  Society  has  generously  supported  a  colporteur  for  us 
during  the  year.  He  has  moved  among  the  |)eopleln  all  directions 
and  sold  a  number  of  copies  of  the  Word  of  God.  All  our  preach- 
ei*s  without  exceptioxl  have  helped  to  distribute  tracts.  In  some 
circuits  thousands  have  been  c  rculated. 

Our  District  conference  and  camp  meeting  recently  closed  was 
a  season  of  rich  blessing,  and  all  who  attended  seemed  to  partake 
of  the  blessed  influence  of  God's  Holy  Spirit  there  poured  out  on 
ns  in  the  meetinc's. 

The  death  of  Mrs.  Amrita  '^liowfin,  wife  of  ftev.  David  Albert 
Chowfia,  made  a  deep  impression  on  the  people.  With  some  pre- 
monition of  the  approach  of  death,  Mrn  Chowfln  used  her  remain- 
ing strength  for  months  before  she  died  in  visiting^  neighboring 
villages,  and  many  women  were  deeply  touched  by  her  testimony 
for  Christ.  She  herself  had  drunk  in  the  Christlike  spirit  of  Miss 
Mary  Bndden  and  Miss  Phoebe  Rowe  and  the  influence  of  both 
characters  showed  itself  in  the  force  and  sweetness  of  her  decided 
C*hristian  life 

Dr.  and  Mrs.  -Ashe  are  remembered  among  us  although  the  year 
witnessed  their  transfer  to  efficient  service  elsewhere.  The  fi  st 
printing  press  that  was  ever  io  Garhwal,  and  the  only  wheeled  vehicle 
that  ever  found  its  way  into  the  interior,  are,  among  other  things, 
monuments  to  Dr.  Ashe's  work. 

The  Woman's  Foreign  Missionary  Society's  buildings  at  Ga- 
doli  (Oak  Glen  that  part  is  now  called)  are  ready  for  dedication. 
Much  credit  is  due  to  Miss  Kyle  for  her  con^stant  labors  for  their 
completion.  A  long  felt  want  has  certainly  been  met  in  the  erection 
by  Uie  women  of  these  buildings.  The  future  church  will  have 
reason  to  remember  Mi*s.  Gill,  too,  through  whom  this  blessed  work 
was  begun. 

I  cannot  refrain  from  mentioning  a  visit,  during  the  year,  of 
Dr.  Parker  and  Rev.  J.  3...  Messmore.  During  then*  stay  ctf  ten 
days  we  had,    as  occasion  offered,  religious  services  which  were 
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help  ol  workers.  There  have  beeo  95  bapUams  up  to  Uila  tiic^ ;  still 
the  year  has  not  ended*  aad  there  are  many  enquirers  who  are  ex- 
pected to  be  baptized  very  soon 

All  the  schools  appear  to  be  improving',  and  they  are  in  a  better 
state  than  last  year.  The  Sunday  schootts  show  an  increase  In  num- 
liers.  In  noway  arc  the  boys  neglected;  in'faot,  many  non-CtiristlaaB 
be^in  to  acknowledge  Christ  and  sing  His  praises  in  school. 

The  Epworth  League  work  of  this  district  is  very  strong,  aad 
supports  tne  work  of  the  King  efficiently.  It  is  a  great  help  in  oar 
work  and  every  member  is  a  true  soldier  of  Christ, 

This  year  the  District  eonference  and  camp  meetings  have  given 
us  great  spiritual  blessings  aod  assurance,  and  many  threw  them- 
selves at  His  feet  and  presented  themtielves  a  living  sacrifice,  and 
resolved  to  work  with  all  their  might  to  bring  others  into  the  king- 
dom uf  Christ.  It  is  hoped  hese  will  prove  faithful  and  loyal 
servants  for  the  Master's  work. 

This  year  we  worked  hard  in  the  interest -of  self-support  and 
pastor's  fund,  but  were  not  quite  successful,  though  there  is  an  im- 
provement. 

The  temporal  condition  of  the  church  is  not  very  good  owing* 
to  the  famine  which  is  continuing  still.  It  does  not  appear  what  the 
Lord's  will  in  the  matter  is,  but  He  doeth  all  things  well.  However, 
there  is  a  great  advance  in  givinsr,  and  we  are  improving  in  this 
also. 

We  are  very  thankful  to  the  Lord  that  not  a  single  Christian 
fell  away  from  Christ,  but  all  remained  strong  a(»d  loyal. 

The  W.  F  M.  S.  workei  s  also  did  their  work  with  all  their 
might.  We  are  all  following  the  footsteps  of  Christ  and  hope  for  a 
speedy  victory. 

KUMAON  DISTRICT. 

Rev.  S.  Knowles,  Presiding  Elder. --{ Because  of  the  long  con- 
tinued sickness  of  the  presiding  elderthis  report  has  been  collat- 
ed at  his  request  by  N.  L.  Hockey.)  The  work  of  this  district 
lies  partly  in  the  mountain^<  and  partly  in  the  plains  at  the  foot 
of  the  outer  range.  This  latter  is  a  very  malarious  region  and  is 
entirely  unfit  for  European  habitation,  except  from  December  to 
March,  when  the  climate  Is  verv  fairly  pleasant.  In  this  region 
we  have  an  extented  work  that  is  under  the  direct  supervision  of 
the  presiding  elder  and  several  Hindustani  workers.  Accord- 
ing to  his  custom  Brother  Knowles  spent  the  months  of  February 
and  March  in  thi^  region,  visitiug  a  number  of  the  stati<ms,  but 
was  stopped  by  an  attack  of  sickness  from  which  he  shortly 
recovered,  and  afterwards  officially  visited  Dv^arabat  and  spent 
thrne  days  there.  Then  camo  the  trip  to  the  ptesiding  elders' 
meeting  at  Moradabad  and  the  regular  round  of  duties  at  Naini 
Tal,  up  to  and  including  the  Finance  Conunittee  early  in  August 
Returning  from  there  he  was  taken  with  a  severe  and* extremely  pain- 
ful illness  that  confined  him  to  his  bed  for  three  month»  and  neces- 
sitated his  giving  his  work  fo**  the  remainder  of  the  year  into  other 
hands.  A  division  of  the  labor  has  made  it  possible  to  keep  up 
all  the  work  to  the  present,  but  the  whole  district  staff  has  been 
overworked  and  deeply  sympathize  with  their  presiding  elder  in 
his  desire  to  do  the  work  of  an  evangelist  up  to  the  full  measure  of 
his  love  and  great  ability. 

Dwarahat.  including  Lobha.^Re  v.  N.  L.  Hockey  reports :  "Last 
winter  was  a  hard  one  in  the  hills,  bnow  lay  in  the  passes  and 
for  weeks  the  roads  were  all  but  impassible  to  the  scaatUy  clothed 
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and  bare-footed  coolies  that  we  have  to  depend  upon  to  carry  bed- 
ding, provisions,  wife  and  children  overthese difficult  roads,  we  re- 
turned home  from  conference  bv  March  3rd  and  in  a  week  more  I 
was  out  on  my  work  visiting  old  fields  and  exploring  new,  where 
missionaries  have  been  and  where  they  have  not.  We  preached  to 
people  who  had  never  heard  the  word ;  some  of  whom  haa  never  seen 
white  faces.  Yet  we  were  nowhere  further  than  30  miles  from  home 
These  valleys  and  hills  are  so  intricate  that  no  one  could 
cover  all  the  possible  places  in  a  circuit  of  50  miles  from 
home  in  less  than  a  fair  lifetime.  It  is  seldom  that  we  can  make 
over  15  miles  a  day  and  the  average  is  much  less.  I  have  visited 
all  the  work  and  traveled,  up  to  this  writing,  over  750  mllles  on  my 
little  pony  *^  Jim  Hippos,^ ^  This  means  not  less  than  fifty  days  in 
the  saddle  at  the  rate  of  15  miles  a  day,  and  an  absence  of  much 
more  than  that  many  days  from  home.  I  and  Jim  Hippos  shall 
probably  have  200  more  miles  of  travel  and  twenty  more  days  away 
from  home  before  the  year  is  out.  This  counts  only  the  mountain 
travel  and  days  away  from  home  during  the  period  we  have  been 
in  the  mountains.  Add  to  this  the  two  months  we  were  compelled 
to  be  away  from  home  during  the  winter,  and  it  does  not  give  me  a 
surplus  of  time  at  home  for  the  heavy  correspondence  ana  written 
work  that  falls  to  my  lot. 

It  has  been  a  year  of  sowing:  little  is  the  visible  harvest,  but  it 
is  not  ours  to  bring  the  fruit.  O^r  medical  work  is  successful  as  ever, 
our  schools  are  on  a  better  basis  than  last  year.  The  boys'  school 
has  been  acknowledged  with  a  graot  from  the  government.  For 
years  we  have  had  no  help  or  sympathy  from  the  Government  io 
our  school  work.  We  have  occupied  one  new  station  this  year  and 
have  another  under  advisement.  All  this  we  have  had  to  do 
on  dimiaished  appropriations  and  with  a  smaller  staff  of  work- 
ers than  we  had  last  year.  Our  God  has  supplied  all  our  need 
according  to  the  riches  of  His  grace  in  Christ;  the  word  has 
been  faithfully  preached  in  church,  school,  and  village  fairs,  as 
well  as  to  hundreds  of  wayside  travellers.  We  have  faith  that 
the  Master  will  see  to  the  fruitage.'' 

From  Haldwani,  the  centre  of  the  Bhabar  and  Tarai  circuit, 
our  Hindustani brotbier,  J.  W  Todd  writes:  **  We  have  preached  in 
the  '-illages  far  and  near  and  in  our  school-house  at  Haldwani. 
Besides  this  I  have  taught  regularly  in  the  school.  I  was  on 
tour  eight  weeks  and  visited  sixty  villages,  and  in  these  preached 
over  200  times.  I  sold  and  distributed  a  large  number  of  tracts.  I 
have  been  much  in  my  study,  trying  to  fit  myself  for  better 
service.  In  all  my  work  I  have  tried  to  redeem  the  time.  We  have 
met  our  apportionment  in  the  various  collections  and  there  have 
been  13  added  to  the  church  by  baptism." 

Brother  Todd  is  a  very  acceptable  worker  and  deserves  much 
credit  for  remaining  so  faithfully  at  his  post  in  this  most  malarious 
region  of  the  mission.     Hi^  lot  is  not  to  be  envied  by  any  one. 

Brother  Benjamin  Patrus,  an  efficient  Hindustani  brr)ther,  has 
charge  of  the  circuit  of  Pithoraga^  h  and  reports  for  that  work, 
including  Gangolihat  and  Lahughat.  There  w  rk  is  nine  days' 
march  from  the  plains,  in  a  very  important  agricultural  centre,  where 
the  influence  of  the  European  and  plainij  element  is  less  felt  than 
in  other  places  4 if  our  work.  Miss  Annie  Budden  is  his  active  co- 
worker in  this  field.  She  has  charge  of  the  women's  home  and 
farms,  the  girls'  schools,  and  she  ably  assists  Brother  Patrus  in 
all  the  evangelical  work  throughout  his  extensive  circuit.  Her  report 
is  sent,  separately  to  the  Women's  Conference  and  appears  in  full  in 
their  minutes. 

Of  his  own  and  his  brethren's  work  liev.  Patrus  writes  :  "I 
am  just  in  from  the  second  round  of  visits  to  all  of  the  nine  out- 
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stations  of  this  circuit.  It  has  made  many  weeks  of  travel  aad 
hard  work.  We  have  carried  on  24  schools,  in  all  of  which  ttie 
Bible  has  been  faithfully  taught.  I  kept  up  my  travel  as  long  as  it 
was  practicable  and  then  in  the  rains  we  called  all  the  workers,  their 
wives  and  children,  into  Pithora;;;arh  for  about  two  monUis 
of  constant  school  and  vcligious  instruction.  Miss  Budden  gave 
daily  instruction  on  Bible  themes  and  we  had  services  of  a  revival 
nature  morning  and  evening.  There  was  undoubtedly  great  good 
done  the  workers  in  fitting  them  both  spiritually  for  their  ten  months' 
life  off  by  themselves  among  their  heathen  neighbors.  It  does 
people  good  to  know  that  they^  although  isolated,  belong  to  a  larg^e 
community. 

Our  people  have  given  liberally  for  all  the  causes  they  have 
been  called  upbn  to  support.  They  have  supported  their  own  pastor 
and  in  addition  to  the  ro«Tular  work  have  raised  money  to  build  a  home 
at  Lahughat,  which  we  have  opened  as  a  new  station  with  one  of  the 
brethren  we  sent  out  from  Pithoragarh.  Our  17  Sunday  schools 
have  been  kept  up,  and  we  see  that  the  people  are  gradually  losing 
conUdence  in  their  idols  and  in  the  priests  who  serve  them  only  to 
destroy  them.  Within  the  year  43  have  been  added  to  our  community 
by  baptism,  and  others  are  inquirers,  whom  wo  pray  God  we  may  soon 
number  among  the  elect. ' ' 

Kamnagur  Circuit  presents  no  report.  Its  preacher- in-charge 
within  a  few  months  pasat  has  left  his  work,  not  exactly  like  Demae 
forsook  Paul,  but  with  kindred  reasons  This  leaves  a  large  circuit 
unprovided  for,  but  we  hope  that  the  cold  season  will  find  some 
provision  for  it. 

J  lev.  H,  K.  Wilson  is  in  charge  of  Bhot  circuit,  which  lies 
beyond  Pithoragruh,  and  extends  over  the  snowy  ranges  to  th.e 
borders  of  the  two  closed  lands— Nepal  and  Thibet.  He  is  a 
man  of  remarkable  courage,  who  was  born  in  these  mountains, 
and  knows  the  people  and  their  ways  as  a  European  could  not. 
He  had,  in  the  largo  tract  given  him  to  .work  for  the  Master,  only 
a  few  scattered  native  helpers  and  Miss  Sheldon,  M.  D.,  and  Miss 
Brown  of  the  Women's  Society.  These  faithful  workers  hold 
these  very  diUAcult  outposts.  They  must  be  much  on  the  move 
and  have  several  homes  at  different  parts  of  their  work. 

A  summary  of  Dr.  Wilson's  interesting  report  is  appended: — 
*'  Returning  on  my  way  from  conference,  T  spent  a  few  days 
with  Christian  and  non-Christain  neighbors  and  friends  at 
D  war  ah  at  and  Almora.  I  left  my  children  at  Almora  for  the  year 
and  pushed  on  to  my  work.  I  found  my  nearer  station  workers 
at  their  posts  and  doing  well.  Schools  were  being  taught  among- 
the  temporary  residents.  I  finally  reached  Darchula,  our  cold- 
season  head-quarters.  Here  1  found  Miss  Sheldon  and  Miss 
Brown,  who  had  preceded  me,  and  the  workers  who  had  held  the 
place  in  pur  absence,  all  well  and  busy.  I  remained  here  some  days 
while  we  held  special  services  and  planned  for  the  year's  work." 
While  at  Darchula  we  frequently  came  and  went  among  the  Nepal 
people  who  live  across  the  river.  Darchula  is  low  and  hot. 
Soon  the  people  began  to  move  to  the  higher  mountains  with  their 
iiocks  and  herds.  So  on  we  went  too.  Thaudas,  our  summer 
home,  was  19  miles  further  on.  Here  we  paused  for  some  days, 
preaching,  teaching  and  holding  special  services.  There  was  work 
to  be  done  on  our  land  and  our  homes  needed  looking  after.  (The 
ladies'  work  is  self-suporting  in  a  large  measure.  They  by  thrift 
in  cultivation  and  dispensing  medicine  and  instruction  get  their 
own  support.    They  live  at  Cnaudas.) 

Leaving  Chaudas,  1  took  with  me  a  young  man,  a  convert  of 
last  year,  who  has  been  under  instruction  all  winter  with  Brother 
Wilkinson,  and  went  on  up  towards  Thibet,  20  miles  to  Buddhi  Tall  a 
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By  as  Here  I  had  left  a  teacher,  ivhom  I  found  at  his  post.  Five 
miles  further  on  I  arrived  at  Garbiyoog',  where  I  keep  my  summer, 
head-quarters.  Here  I  remained  workinf?  until  Juno  25th,  when  I 
was  joined  by  Miss  Sheldon,  M.  D.,  Miss  Brown  and  MUs  Lauck  (a 
visitor  for  health's  sake  from  N.  I.  Conferenco).  Toffcaher  we 
spent  some  time  on  the  borders  of  Nopal,  and  went  on  up  through 
the  J'inkar  PasSi  whore  we  were  for  a  while  on  the  Thibetan  border 
and  could  view  tlieir  land.  We  met  and  talked  with  many 
of  them.  Tills  pass  is  19,250  feet  above  the  sea,  and  we  had  plenty 
of  snow  to  go  over  there,  even  in  midsuoimer.  After  a  circuit  in  this 
part  we  came  into  Leipu  Hass,  18,420  feet  hi«?h,  and  thence  worked 
our  way  back,  sometimes  in  British  territory  and  sometimes  in 
Nepal. 

We  used  to  get  12  rupees  a  month  for  the  school  w'ork,  now  we 
have  but  eight.  Somehow  we  have  managed  to  keep  up  the  work, 
but  we  are  greatly  distressed  for  funds  for  these  difficult  places. 
We  have  had  six  schools  with  154  leai'ners:  II  Sunday  schools  with 
an  attendance  of  220.  One  boy  has  been  baptized  ;  there  has  been 
one  marriage  according  to  Christian  rites.  ( Th^  most  ditHcult  thing 
for  this  people  is  to  give  up  eld  marrige  customs. — Ed.  ) 
One  person  has  '  been  taken  into  full  connection,  one  has  gone 
to  heaven.  We  have  met  our  collections  and  tried  to  do  all  our 
work  faithfully.  There  has  been  no  presiding  elder's  visit  in  this 
circuit  this  year,  his  sickness  having  Ke]>t  him  away.  Amid  dis- 
couragements the  work  has  been  sustained  and  we*  have  some  fruit 
to  our  ministry." 

Naini  Tal  Circuit  is  in  charge  of  our  veteran  missionary  Dr.  J.L. 
Humphrey,  who,  with  Bro.  KnowIes,«the  presiding  elder  of  thn 
district,  was  Dr.  Butler's  earliest  co-workor  and  baptized  Zahur-ul- 
Haqq,  the  first  convert  of  our  mission. 

Dr.  Humphrey  writes:  *'The  year  now  closing  completes  my 
fifteenth  year  in  Naini  Tal.  My  residence  here  extends  over  a  period 
of  nearly  forty -three  years.  Dr.  Butler,  Mr.  Pierce,  and  myself 
arrived  at  Naini  Tal,  with  our  families,  about  the  20th  of  April  18oH, 
having  made  the  journey  through  the  mountains  from  Landour, 
as  liohilkhand  was  still  in  the  hands  of  mutineers.  Naini  Tal  is 
therefore  our  oldest  mission  station  and  marks  the  beginning  of  our 
work  in  India.  In  this  long  period  the  work  here  naturally  has 
undergone  many  changes.  The  Hindustani  service  first  began  in  a 
sheep  shed,  has  ]>een  regularly  continued  from  that  day  to  this,  and 
has  become  a  service  of  nmch  interest  and  importance."  The  pastor, 
Rev.  B.  M.  Dass,  has  rendered  go'^d  service  during  the  year,  and 
has  faithfully  cared  for  every  department  of  the  work  under 
his  charge. 

The  English  service  was  begun  in  Dr.  Butler's  parlour  at  the 
same  time  as  the  Hindustani,  and  has  been  continued  to  the  present 
time,  and  has  been  the  means  of  s])iritual  benefit  to  many  souls, 
some  of  whom  are  now  in  heaven  and  many  are  scattered  in  widely 
distant  parts  of  the  world.  My  work  has  been  chiefly  connected  with 
the  English  Church.  Our  congregations  have  been  larg^  and  atten- 
tive. It  has  been  to  me  a  great  privilege  to  preach  to  so  many 
bright  intelligent  young  people  to  whom  India  is  home,  and  who 
will  spend  their  lives  here.  If  inspired  by  the  Spirit  of  Christ  they 
niay  do  a  vast  amount  of  good.  I  have  never  had  a  more  responsible 
charge  or  one  that  has  more  deeply  interested  me.  Many  very  intel- 
ligent young  people  connected  with  the  Bengal  command  are  identifi- 
ed with  us;  these  with  the  young  people  in  our  two  excellent  schools, 
Qak  Openings  and  Wellesley,  and  the  outside  community,  make  up  a 
congi*egation  that  any  pastor  might  feel  it  a  privilege  and  an 
honor  to  minister  to.  I  am  now  closing  five  years'  continuous 
labour  with  this  church  and  congregation.    They  have  been  years 
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of  precious  and  happy  service  for  Christ ;  their  memory  will  be  fresh 
and  delightful  to  me  to  the  end  of  my  life. 

I  must  add  a  few  words  about  our  native  boys'  i^nglo- Vernacular 
School.  Mr.  s.  B.  Singh  resigned  as  headmaster  at  the  beginnings 
of  the  season  and  Mr.  E.  Johoiy  was  secured  In  his  place. 

The  Bchool  is  now  recognised  as  a  Bigh  School.  The  attendance 
has  been  quite  as  large  as  in  any  previous  year  of  its  history,  tbe 
fees  collected  have  been  larger  than  ever  before,  and  we  are  antici- 
pating better  results  in  the  examination  soon  to  take  place  than 
oefore  realised. 

The  work  of  the  Woman's  Missionary  Society  has  been  efficiently 
conducted  under  the  direction  of  &1rs.  Wilson,  with  an  efficient 
BtafF  of  assistants. 

Sunday  Schools.— Of  these  we  have  had  three  in  numlier.  One 
in  Hindustani,  which  has  done  well  under  the  direction  of  Mr  E. 
Johory  Two  in  English,  one  of  which  has  been  held  at  tbe  church 
and  composed  of  the  older  girls  in  Wellesley,  the  boys  of  Oak  Open- 
ings  and  children  of  families  residing  in  Naiui  Tal.  It  has  been  a 
well-ordered  and  efficient  school,  and  has  received  commendations 
from  eminent  Sunday  School  workers  like  Rev.  Dr.  Scott  and  Rev. 
Mr.  Burges,  Secretary  of  the  Sunday  School  Union  for  India,  who 
visited  us  during  the  season  and  rendered  very  valuable  service  in 
the  interests  of  our  young  people.  The  other  has  been  held  at 
Wellesley  under  the  chage  of  Miss  Sellars  and  has  been  composed 
of  the  younger  pupils  of  Wellesley.  It  has  been  in  every  respect 
an  excellent  school.  The  system  of  Bible  instruction  pursued  by  Miss 
Sellars  Is  worthy  of  the  highest  commendation. 

Our  two  schools,  *'  Oak  Openings  "  and  **  Wellesley,* '  are  closing 
a  very  successful  season.  A  report  from  the  principals  is  appended 
herewith.  The  great  importance  of  these  schcols  cannot  be  over, 
estimated.  They  are  destined  to  fill  an  important  part  in  the  future 
of  our  church  in  this  country. 

Wellesley,  under  the  very  able  management  of  Miss  Easton,  has 
gained  a  very  htgh  degree  of  excellence  in  every  respect.  Educa- 
tionally, it  is  not  excelled  by  any  school  in  India.  I«'inancially,  I 
doubt  if  it  can  be  equalled.  Its  magnificent  property  and  equipment 
are  free  from  debt,  and  the  rental  of  two  houses  is  now  available  as 
endowment,  and  this  will  be  materially  increased  in  the  near  future, 
if  the  life  and  health  of  the  principal  is  continued. 

I  trust  that  *'Oak  Openings"  under  the  management  of  Dr. 
Butcher,  its  present  principal,  will  in  a  few  years  to  come  be  able  to 
rejoice  over  like  success.  Every  energy  should  be  directed  to  paying- 
off  its  debt  and  to  paying  the  debt  on  the  Poplars  estate  as 
an  endowment,  and  its  financial  interests  will  be  assured. 

As  this  is  my  last  report,  in  all  probability,  of  the  work  in 
Naini  Tal,  with  which  I  have  been  so  long  connected  at  different 
periods,  I  desire  to  add  my  appreciation  of  the  generosity  of  Mr. 
Craven  in  making  over  the  Poplars  to  us  in  the  interests  of  Uak 
Openings. 

True  it  was  heavily  incumbered,  but  it  might  have  been  sold  for 
more  than  the  incumbrance,  and  this  inures  to  the  benefit  of  the 
Mhool.'' 

India's  greatest-need  is  Evangelical  Schools.  They  that  educate 
the  ruling  classes  in  any  land  have  great  power  under  their 
control  for  good  or  evil.  It  is  a  sad  fact  that  evangelical  Christian  - 
ity  is  not  in  the  lead  in  education  in  this  land.  It  is  passing  strange 
•  that  there  is  such  apathy  on  this  subject.  India  has  many  thousands 
of  European  vouth  to  educate,  and  among  them  there  are  several 
thousand  (children  of  Non-Conformists,  who  no  not  believe  in  a 
State  Church  and  are  strictly  opposed  to  the  Romish  tendencies  of 
the  High    Church    parties  who  control   all  so-called  Government 
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institutions  and  teach  doctrines  that  evangelical  Chrigtianity  he- 
lieves  to  be  pernicious  in  their  effects.  Yet  these  people  have  made 
no  effort  to  have  schools  which  they  consider  safe  places  to  which  to 
entrust  their  children  for  months  out  of  each  year.  Were  it  not  for 
what  American  Methodists  are  doing  in  this  line,  there  would  be 
no  school  where  we  can  send  our  boys.  Homish  schools,  with  the 
influence  of  the  Government  behind  them,  flourish  in  numbers  and 
influence.  It  behoves  intelligent  !  vangelical  Christians  to  have  a 
care  for  'the  school  question,  as  well  as  for  the  question  of  the 
ownership  and  use  of  chapels. 

Oak  Openings  Boys'  High  School,  under  the  efBcient  care  of 
Rev.  J.  C.  Butcher,  situated  in  the  healthiest  part  of  beautiful 
Naini  Tal,  is  a  safe  place  for  boys.  Its  boys  are  known  for  their 
robust  health  and  gentlemanly  character.  There  ought  to  be  150 
boys  benefitted  by  it  yearly  ;  and  there  would  be  if  the  people  who 
desire   a  safe  school  could  '»nd   would    learn  of  its   existence. 

Dr.  Butcher's  and  Miss  Easton's  reports  ar    attached  herewith. 

**The  Boy's  High  School  at  Oak  Openings,  Naini  Tal,  has  had 
a  pleasant  and  prosperous  year  under  the  direction  of  Hev.  J.  C. 
Butcher  Sixty-eight  pupils  have  been  enrolled,  of  whom  all  but 
two  were  boarders,  tiight  boys  passed  the  Government  Examinations 
last  year,  four  of  whom  were  sons  of  our  missionaries.  The 
school  has  now  reached  a  self-supporting  basis,  but  it  needs  a  new 
building  for  a  chapel  and  recitation  rooms.  It  also  needs  about 
20  scholarships  to  enable  it  to  educate  the  sons  of  poor  Methodists, 
and  to  compete  with  its  Roman  C/atbolic  rivals  who  are  educating 
40  per  cent  of  the  children  of  Europeans  in  the  North-West  Pi^ovinces. 
About  Rs.  5,000  ($1,500)  would  endow  a  full  scholarship,  and  a 
less  amount  a  partial  scholarship.*' 

*'Th«  Girls'  High  School  has  enjoyed  a  prosperous  year.  It  has 
had  its  full  complement  of  boarders,  one  hundred,  and  quite  its  usual 
number  of  day  pupils,  about  twenty  Its  staff  has  been  complete 
and  efficient.  Its  passes  in  the  VIII,  VII,  and  IV  Standards  were  very 
satisfactory,  with  one  additional  Government  scholarship,  making 
seven,  a  higher  number  than  any  other  school  in  the  prosrince 
draws.  It  also  draws  Rs.  4,500  per  annum  grant-in-aid  from 
Government.  This,  with  rents  from  its  two  houbes,  enables  it  to 
meet  all  running  expenses,  to  keep  up  the  property,  making  from 
time  to  time  improvements,  and  to  have  a  margin  for  mission  work. 
It  has  this  year,  as  usual,  had  both  underpaid  and  free  pupils. 

Financially  and  educationally  the  school  is  in  a  satisfactory 
state  of  efficiency.  Morally  and  religiously  we  believe  it  is  doing  its 
part  of  mission  work.  Improvement  in  habits,  in  conscientiousness 
and  in  character  are  observable  and  remarkable.  Not  that  we  have 
already  attained,  but  we  press  on  toward  the  mark  of  the  prize  of 
our  high  calling  in  Christ  Jesus.'" 
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Rev.  J.  W.  Messmore,  Prmding  JffWcr.— Temporal  interests 
and  necessities  are  not  so  important  as  those  of  eternity  ; 
but,  being  more  urgent,  they  demand  attention  first.  The 
failure  of  the  rains  in  July,  August  and  September,  and  the 
consequent  loss  of  the  autumn  crop,  together  with  the  prospective  loss 
of  the  spring  crop  of  1900,  have  developed  a  condition  of  scarcity 
which  is  fast  advancing  to  distress.  Whore  it  will  stop,  no  one 
can  tell.  The  severe  famine  in  adjacent  territory  on  the  west  in- 
creases the  scarcity  here.  T  write  at  the  close  of  November  1899. 
Six  months  hence  the  agricultural  situation  will  be  much  worse 
than  at  present,  and  the  outlook  for  1900  is  gloomy  in  the  extreme. 
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The  people,  however,  do  not  trouble  themaelves  much  ^b«>ut  to* 
m  'rrow's  Deeds.  la  this  they  are  happier,  i^nd  perhaps  wl9er,  than 
those  who  carry  double  burdens  by  adding  to-morrow's  earea  to 
those  of  to-day. 

'_  In  the  month  of  October  I  viaited  all  the  circuits  of  the  district, 
expept  tW'*,  and  held  all  the  quarterly  conferences.  I  was  impress- 
ed by  the  general  tone  of  hopefulness  concerning  the  work,  which 
appeared  in  all  the  reports  of  the  preachers-io-charge.  With 
general  unanimity  they  afi^med  that  th^re  had  been  real  pro- 
gress during  the  year.  Not  progress  ix^  education,  for  the 
village  schools  are  nearly  everywhere  lamentable  failures,  main:y 
because  the  people  are  too  pooi  to  allow  their  children  to  spend 
time  in  school.  Neither  has  there  been  progress  in  comfortable 
relations  with  non-Christian  neighbors,  for  there  has  been  a 
noticeable  increase  in  acts  of  petty  persecution. 

The  progress  reported  is  in  the  line  of  advancement  from 
heathenism  to  Christianity.  A  large  proportion  of  our  ChrJHtian 
community  is  only  partially  separated  from  its  old  heathenism, 
and  nearly  *all  the  work  done  on  the  district  during  the  year  hag 
been  among  our  own  people.  A  number  of  idol  shrines  have  been 
destroyed.  In  many  places  the  people  are  firmer  in  declaring 
themselves  to  be  Christians,  t  is  an  encouraging  sign  that  the 
men  who  have  the  widest  and  the  closest  acquaintance  with  our 
Christian  community  unaniniously  present  hopeful  reports,  giving 
assurance  of  some  progress. 

And   in    truth  there  is  urgent  need  of  progress.    If  the  tens   of 
thousands  of  imperfectly  evangelized  nominal  Christian  converts  are 
not  soon  separated  from  their  idolatrous  customs  and  idolatrous 
social  environment,  there  is  danger  of  their  dragging  our  entire 
ecclesiastical  fabric  dow^n  to  the  social  level  and  social  disabilities 
of  the  lowest  class  of  the  Indian  community.    In  most  parts  of  this 
district  all  our  Christians,  of  whatever  origin,  are  socially  and  semi- 
ofRcially   classed   with  the  very  lowest,   and  more  and  more  are 
made    to    share  their   social    and    civil    disabilities.      A    special 
elfort  was  made  during  the  year  to  set  on  foot  a  movement  which 
would  gradually  emancipate  our  Christian  community  from  this 
disastrous  fellowship.     The  leading  men  from  two  Annual  con- 
ferences met  in  April  in   Moradabad,    and  a    scheme  of  reform 
within  the  church  was    adopted.     Jt  met    with  some  opposition 
among  missionaries  and  Native  ministers  at  the  time,  and  has  been 
much  misunderstood  by  the  people.     Ilesrardin^  it,  however,  as  an 
attempt  to   realise  a    better  state  of  things   it  is  a  sign  of  pro- 
gress.    We  at  least  are  learning  that  son^ething  must  be  don^. 
Unless  we   are  willing  to  abandon  all  hope  of  evangelizing  India* 
we  cannot  allow  the  church  to  be  identical  yrith  the  sweejyer  caste, 
and  if  we  do  not  w  sh  to  drive  all  other  classes  of  Christians  out  of 
our  church,  we  must  insist  upon  our  sweeper  converts   separating 
themselves  from  their  heathen  environment. 

The  Missionary  Society  maintains  a  staff  of  136  workers  ;  the 
Woman^s  Foreign  Missionary  Society  has  118  agents,  making  a  total 
of  254.  The  circuit  returns  show  on  the  district  an  aggregate  of  3,281 
fi^ll  members,  4,754  probationers  and  2. 140 children,  making  a  Chris- 
tian community  of  10,175.  The  number  of  adult  baptisms  is  84,  of 
cl^ildren  180.  The  small  number  of  adult  baptisms  indicates  pro- 
gress in  the  direction  of  greater  carefulness  in  adminisierlng  the 
rite.  We  hope  soon  to  'reach  solid  ground  in  this  particular  and 
be  able  to  affirm  that,  so  far  as  is  possible  to  judge  from  outward 
conduct,  none  but  deserving  candidates  have  been  baptized. 

The  mission  staif,  foreign  and  native,  have  paid  their  share 
of  the  eight  thousand  rupees  contributed  by  mission  agents  In  the 
North  Indl^  conference  towards  making  up  the  deficiency  of  sixteen 
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thousand  rupees  in  the  budget  for  1^,  caused  by  difference  in  ex- 
change. These  contributions  have  measurablj  affected  the  collec- 
tions ;  the  scarcity  prevailing  during  the  second  half  of  the  year 
has  also  affected  the  collections,  and  the  amounts  reported  are  less 
than  in  1898. 

The  two  High  Schools  at  Moradabad  report  a  prosperous  year 
of  educational  work.  The  famine  has  nearly  doubled  the  cost  of 
livinflf  and  it  has  been  necessary  to  reduce  the  number  of 
boarders  in  the  Ooucher  boys'  boarding  house.  There  were  96 
boarders  in  July  :  we  are  trying  to  bring  the  number  down  to 
70.  This  boarding  school,  like  all  such  schools  in  the  conference, 
is  designed  for  promising  pupils  selected  from  the  small  schools. 
Instead  of  this,  however,  the  school  is  practically  a  place  were 
children  of  mission  employes  and  their  relatives  are  fed,  clothed 
and  taught  at  small  expense  to  parents  or  guardians,  and  without 
much  regard  to  the  abilities  or  promise  of  the  lads  themselves. 
During  the  past  two  years  the  missionaries  in  charge  of  the  school 
haye  been  trying  to  weed  out  the  undeserving  ones.  But  the  process 
is  extremely  difficult. 

Hard  times  accentuate  the  economic  problems  which  are  pressing 
upon  the  people  with  increasing  urgency.  The  number  of  ignorant 
grown  up  lads  in  the  schools  and  families  of  the  Christian  com- 
munity is  steadily  increasing.  Few  of  them  know  how  to  work  at 
any  thing,  and  fewer  still  are  willing  to  work.  The  outlook  in  this 
particular  is  very  gloomy  for  the  families  of  mission  employes. 
Parents  persist  in  marrying  off  their  children  at  an  early  age,  with 
little  or  no  thought  as  to  means  of  future  support.  The  wage-earn- 
ers are  heavily  burdened  with  the  maintenance  of  those  who  are  earn- 
ing nothing.  Presiding  elders  and  preachers- in-charge  are  constant- 
ly importuned  to  find  work  for  the  unemployed.  When  the  ap- 
Slicants  are  relatives  or  dependents  of  mission  agents  it  is  most 
iffloult  to  resist  this  importunity  ;  and  there  is  constant  danger  of 
scandalous  administration  of  mission  affairs  by  giving  mission 
work  to  those  who  are  unwoi*thy. 

The  earnest  Christian  life  and  labours  of  a  Christian  Rajah 
in  the  Bijnor  zillah  have  exerted  a  very  good  influence  upon  the 
mission  agents  in  the  adjoining  circuits.  There  is  a  marked  increase 
in  spirituality  and  zeal  for  Christ  wherever  the  preachers  have  been 
brought  into  contact  with«  this  earnest  and  spiritually-minded  man. 

Moradabad  station  has  suffered  much  through  the  absence,  since 
the  1st  of  June,  of  the  Kev.  L.  A.  and  Mrs.  Core.  Dangerous  illness 
in  the  family  necessitated  a  hurried  departure  at  the  end  of  May.  Mr. 
Core  expects  to  return  to  his  work  in  March  1000,  and  his  return  will 
be  gladly  welcomed  \3f  all*  The  district  needs  a  lar-^er  supply  of 
capable  and  earnest  pt*eacher«-in-charge,  foreign  and  native. 
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Rev.  8.  Paul,  Presidina Elder.  {Died  OalfMr  5,  189D.)— Thi^ 
district  has  for  many  years  been  in  charge  of  a  Qindustani  presi- 
ding elder.  There  is  no  foreign  missionary  residing  within 
the  bounds  of  the  district,  nor  has  any  missionary  any  charge  or 
appointment  in  connection  with  this  field.  All  the  work  is  done  and 
supe  vised  by  Hindustani  brethren. 

Two  years  ago  Bro.  Stephen  Paul,  one  of  our  most  spiritual  and 
reliable  native  ministers,  was  appointed  to  this  district,  tie  was  tak- 
en ill  with  Tarai  fever  during  his  first  year,  and  suffered  much.  As, 
however,  at  the  last  <?bnference  he  seemed  much  better,  he  was  con- 
tinued on  the  district.  But  after  his  first  round  of  quarterly  meet- 
ings he  became  worse,  ^nd  after  several  months  of  severe  illness  was 
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called  to  his  heavenly  home.  His  last  thought  and  last  word  was  of 
the  work  which  he  loved  and  in  which  he  had  done  his  very  best. 

The  work  on  the  circuits  in  this  district  is  very  similar  to  that 
on  the  country  circuits  of  the  Bareilly  district.  The  class  of  people 
is  the  same  and  the  difficulties  concerning  the  removing  of  old  cus- 
toms and  establishing  new,  and  in  teaching  the  people  to  pray  and 
to  live  like  Christiane,  are  the  same.  The  scattered  condition  of 
the  people,  there  being  an  average  of  but  two  or  three  families  in 
each  village,  is  also  a  hindrance,  as  it  is  exceedingly  difficnlt  to 
arrange  church  services  for  them. 

There  are  Christians  residing  in  about  five  hundred  villages,  and 
there  are  about  fifty  centres  of  work  where  workers  reside  The  en- 
tire Christian  community  numbers  6,891,  including  baptized  children. 
There  are  S31  boys  and  297  girls  in  school  at  present,  The  entire 
work  is  evangelistic;  even  the  schools  have  for  their  special  object 
the  salvation  of  the  children  and  the  teaching  of  the  Word.  All  the 
work  of  the  district  was  carefully  looked  into  during  the  last  round 
of  quarterly  meetings,  and  there  is  evidence  everywhere  of  faiUiful, 
earnest  work.  There  are  some  weak  and  other  careless  workers,  the 
same  as  in  other  districts,  but  generally  the  people  are  as  well  taught, 
and  the  schools  are  as  good  as  in  most  parts  of  the  Bareilly  district. 
There  are  many  inquirers  in  other  castes,  but  the  same  difficulty  is 
found  here  that  exists  in  other  districts,  namely,  the  people  all  desire 
some  financial  help,  lest  they  be  cut  off  from  their  people  and,  having 
lost  their  caste,  lose  every  thing-  There  are  hundreds  of  Chamars 
in  the  different  districts,  who  are  well  instructed)  but  hesitate  to  move 
for  fear  of  financial  disaster.  Were  we  to  promise  this  financial  aid, 
our  converts  in  future  would  be  limited- by  the  amount  of  aid  that  we 
were  able  to  give. 

The  plan  for  leaders,  or  Hadis,  is  worked  to  a  limited  extent  in 
this  district  also.  It  should* be  extended,  and  all  the  leaders  should  be 
specially  taught  and  trained  for  their  work.  There  is  a  boarding 
school  for  boys  at  Fathagunj,  which  is  doing  fairly  well.  There 
should  be  an  arrangement  for  teaching  the  young  workers  also.  Dr. 
Scott  kindly  held  a  short  summer  school  for  workers  in  September, 
which  did  much  good. 

Altogether  this  district  is  a  very  encouraging  field  for  mission- 
ary labour,  and  it  calls  for  a  strong  leader  and  wise  director,  and 
to  such  it  promises  continued  success. 

Note.— Since  the  death  of  Brother  Paul,  E.  W.  Parker  has  had 
charge  of  this  district. 
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Rev.  H.  a.  Cutting,  Prmding  jBWer.— Famine  I  Famine  I!  Fam- 
ine III  Again  our  people  have  been  visited  with  famine.  They 
had  not  forgotten  the  starvation  and  afflictions  of  the  last  one  of 
1897.  The  same  enemy  again  shows  his  face  most  powerfully.  Fam- 
ine not  only  increase  the  price  of  corn  but  works  hardships  which 
will  continue  for  many  year  a  to  come. 

The  last  famine  att'ected  man  onlv,  but  this  affects  both  man 
and  beast.  The  want  of  srrass  compels  the  people  to  sell  their 
bullocks  and  cattle  for  little  or  nothing ;  besides,  thousands  die 
weekly  for  want  of  food.  So  when  this  enemy  disappears  cultivators 
will  not  be  able  to  cultivate  their  fields,  as  they  will  have  no  bullocks 
for  plowing.  But  we  thank  God  for  His  guidance  in  many  ways.  He 
guided  our  fathers,  Drs.  Parker  and  Messmore,  to  call  a  conference 
of  native  and  foreign  vf ethodist  ministers  from  diflferent  parts  of 
India  at   Moradabad  in  April  last.    This  conference  was  a  great 
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bkising  to  our  work.  It  confirmed  the  doctrines  of  Methodism, 
mftde  rules  against  idolatry  in  the  church,  gave  expression  to  opin- 
ions upon  baptism,  the  Lord's  supper,  marriage,  burials,  Christian 
brotherhood,  temperance,  etc.  The  worlc  of  this  conference  result- 
ed in  great  improvement  to  our  people.  At  our  District  confei*ence 
every  helper  reported  with  smiling  face,  that  idol*worship  is  going 
down  and  that  our  glorious  Savio.ur  wins  the  highest  place  in  the 
hearts  of  the  people.  The  blessing  of  the  Holy  Spirit  rested  upon 
our  District  conference. 

Though  the  cut  on  the  salary  of  mission  helpers  and  the  afflic* 
tions  from  famine  have  tended  to  decrease  the  numbers  in  our 
church,  yet  the  membership  grows  wonderfully  in  spirit.  Last  year 
we  collected  and  earned  Rs.  1,178.  But  this  year  I  am  surprised  to 
find  that  Bs.  1,286  have  been  collected.  This  increase  is  really  due 
to  Uie  presence  of  God'  Spirit  among  our  people. 

For  both  sexes  we  have  75  day  schools  in  which  1 ,075  pupils  are 
taught,  102  Sunday  schools  in  which  5,426  scholars  receive  religious 
instruction 

Our  Christian  community  numbers  8,620.  This  gives  an  increase 
of  306  only.  These  are  mostly  from  among  the  depressed  classes. 
We  are  trying  also  to  reach  the  higher  classes  They  come  slowly 
one  by  one.  Hundreds  of  inquirers  are  found  among  the  Thalcurs 
and  Jats.  More  faithful  and  wise  reapers  are  needed  to  gather  the 
harvest  for  our  Lord. 
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The  following  is  a  brief  summary  of  the  Statistics  for  the  year 
1899:— 
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There  are  periods  in  tlie  development  of  most  living  beinira, 
when  visible  growth  aeems  to  be  at  a  btand  still—wbon  no  apparent 
progress  can  be  marked.  Sometimes  there  id  even  outward  retro- 
greasion— a  period  of  "  sloughing  off ''  as  it  were, — of  getting  rid 
of  superfluous  imperfect  members.  Thia  period  of  standing  still  or 
apparently  goin^  must  not,  however,  be  too  sorrowfully  regarded. 
Instead  of  marking  a  stage  of  degeneracy  it  may  mar]^  a  healthy 
pause  in  the  process  of  accretion  in  order  that  the  present  mass 
may  be  more  strengthened  and  compacted  and  prepared  for  another 
advance.  1 1  may  even  be  necessary  to  undergo  some  purging  to 
be  prepared  for  greater  fruitfulness. 

What  is  true  in  the  realm  of  nature  is  more  o>*  less  true  also  in 
the  growth  of  iatelleciuai  and  spiritual  movements — of  reforms, 
and  of  churches.  Some  such  reflex* t ions  a;  e  induced  by  an  examin- 
ation of  the  statistics  for  the  Oidh  District  for  the  year  just  closing. 
The  Christian  community  in  1898  whs  3,308,  and  iu  1899  it  is  3,0*24, 
and  this  notwithstanding  the  increase  by  baptisms  and  by  catural 
processes.  Thi.-^  would  indicate  a  cousidetable  falling  off,  but  it 
can  be  partly  accounted  for  by  the  transfer  of  Mohamdi  circuit  to 
the  Bareilly  District,  and  partly  by  omitting  the  students  in  l^uck- 
now  from  the  number  reported,  whereas  they  have  forme  ly  been 
included  in  the  returns 

But  besides  this,  as  amatterof  fact,  for  several  years  a  number 
of  Christians  have  fallen  out  by  the  way  and  the  registers  are  each 
year  more  ca-efuUy  edited.  The  large  numbers  who  came  in  dur- 
ing 1896  at  Unao  have  not  all  remained  faithful — about  one-half 
cannot  now  be  couuted  in  our  registers.  While  a  large  pro- 
portion of  this  falling;  off  was  due  to  the  famine,  yet  sqpie  have 
actually  lap.sed  into  theii>  old  condition,  and  refuse  to  consider 
themselves  Christians,  The  same  condition  pi'evails  in  a  place 
called  Lallganj,  near  llae  Bareli,  aud  in  one  or  two  stations  in  the 
Barabanki  circuit.  While  these  have  not  yet  beeu  really  i^eceived 
back  into  their  former  castes  or  society,  yet  they  are  nesrotiating 
for  such  a  reception,  and  at  present  are  indignant  in  their  denial 
of  Christ.  The  cause  for  this  is  not,  in  my  opiniop,  too  hasty 
baptism,  for  the  converts  seemed  sincere  and  earnest  in  their 
confession  and  were  clear  in  their  profession  of  faith,— as  clear  as 
thousadds  of  others  who  have  been  baptized  and  remained  faithful. 
But  they  have  been  in  most  cases  a  scattered  and  moving  people, 
dependent  for  their  support  upon  occasional  employment  as  day 
laDoure^s  wherever  work  could  be  obtained,  and  have  thus  been 
more  easily  led  astray  than  those  who  have  a  settled. homar-A^ regu- 
lar service,  and  a  community  of  their  own  friends  who  are  Christ- 
ians near  them.  The  enemies  of  the  kingdom  of  Christ  are  ever 
active  .and  hostile  and  doing  all  in  their  power  to  overthrow  the 
work  already  accomplished. 

And  yet  we  are  by  no  means  disheartened  or  discouraged.  The 
3,094  Christians  reported  represent  a  community  that  is  every. yeac 

f gaining  in  soliditv  of  character  and  Christian  influence,  and  t  be- 
ieve  that  the  work  of  the  past  fonr  years,  since  whioh  no  marl&ed 
odraiipe  is  noticeable,  has  been  preparing  us  for  a  time  whetf  tte 
CDUf^BBodly  diffloult  field  of  bigoted  Oudh  will  yield  abundaat  har- 
vests lor  the  glory  of  Chri6t« 

In  the  line  of  self-support  the  work  of  the  year  has  been  en* 
eotiragipg.  The  amount  raised  by  the  Hludustani  tshurok  fof 
pastoral  support  shows  an  advance  of  Rs.  72  dver  last  year  .  in 
spite  of  the  deoreaao  in  tbe  number  of  CliriQtiaxis.  The  total  amount, 
reoeived  lor  .colieotions  la  Rs«  0,604.  For  pastoral  support,  Rs. 
%711 ;  ol  this,  Rs.  1,180  is  from  Hindustjioi  Christians. 

One  important  item  of  the  contributions  from  our  Indian  Chris- 
tians for  the  cause  of  Christ  cannot,  however,  be  counted  in  the 
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BtatUfcios.  I  I'efer  to  the  custom,  almost  universal,  of  supporting  ao 
orphan  or  9therwi9e  helpless  or  needy  Christian  from  their  private 
means.  These  Christians  have  usiuilly  no  claim  whatever,  except 
that  of  need  and  of  a  common  Christian  brotherhood  upon  those 
whose  ohariiy  they  enjoy  It  is  almost  exclusively  a  labor  of  love 
and  self-aacrifice  for  Christ,  which  cannot  be  measured  by  rupees 
or  counted  in  the  returns.  Often  some  of  our  best  workers  have 
thus  been  brought  up.  educated,  and  given  to  the  work. 

In  general  the  work  in  all  the  circuits  has  been  faithfully  car- 
ried on  in  the  usual  lines.  There  is  no  circuit  where  there  have 
not  been  coaverts,  and  there  are  in  several  places  encouraging 
openings  where  a  large  ingatheriog  is  expected.  Three  far-famed 
mdaSt  or  religious  fairs,  have  been  attended  by  our  workers  in  con- 
siderable force,  where  preaching,  siDgiug,  and  the  distribution  and 
sale  of  tracts  and  religious  literature  have  been  continuously  car- 
ried on  during  the  three  or  four  days  of  the  mela.  Other  local 
melfis,  attended  by  many  thousands  of  visitors,  exist  in  nearly  all 
our  circuits  and  have  all  been  regularly  visited  and  worked.  The 
results  of  this  work  cannot  now  be  apparent,  but  we  sow  in  faith 
beside  aU  waters. 

Hardoi.— The  new  buildings  of  the  girls'  school  are  being 
rapidly  pushed  forward.  This  school,  supported  by  the  Woman's 
Foreign  Missionary  Society  and  Mr.  and  Mrs.  John  G.  Holmes  of 
Pittsburgh  in  ooDJunction,  has  had  a  prosperous  year.  The  girls 
are  making  excellent  progress,  and  the  school  is  in  every  way  to 
be  commended.  There  is  pressing  need  here  for  a  new  church 
buildine.  The  congregation  at  Hardoi  has  long  outgrown  the  little 
mud-walled  chapel,  and  a  structure  is  now  required  suitable  lor 
the  needs  of  this  growing  and  important  work.  No  better  memori- 
al ooiili  be  devised  than  the  erection  of  a  memorial  chapel  at  a  cost 
of  a  thousand  or  fifteen  hundred  dollars  at  Hardoi.  Already 
Brother  Pupper  has  made  a  small  beginning  in  collecting  funds  for 
this  building. 

Sihahabad.— Brother  Yaqub  Shah  came  to  this  work  at  the  be- 
ginning of  the  year  under  peculiar  difficulties,  and  has  made  some 
headway  against  them.  The  work  is  grradually  finding  its  true 
foundation  and  promises  soon  to  open  out  into  wider  spheres  of 
usefulness  The  E^o  .Memorial  Chapel,  built  by  Mrs.  A.  J.  M. 
Ege  as  a  memorial  to  her  father  the  Uev  Oliver  Ege,  a  member  of 
tli^  Baltimore  Annual  Conference  from  18^7  to  1889,  was  dedicated 
on  the  24th  November.  It  was  built  last  year,  but  on  account  of 
charges  pending  against  ihe  previous  preacher-in-charge  could  not 
be  completed  and  dedicated  till  this  year 

Barabanki. — We  have  also  dedicate  i  a  small  chapel  at  Tikait- 
nagttr.  The  entire  cost  of  this  building  was  forty-two  rupees,  or 
fourteen  dollars  which  was  raised  by  our  preacher.  Brother  Man- 
gal  Bingh,  partly  from  Lon-Ohristians  renident  in  that  place,  and 
partly  from  friends  hero  and  there.  The  little  chapel,  capable  of 
seating  about  50,  was  comfortably  tilled  a^  theoccahion  of  the  dedi- 
cation and  the  little  flock  of  worshippers,  bekmging  to  a  class  who 
are  not  allowed  by  the  rules  of  caste  to  have  any  part  in  the  wor- 
ship at  any  Hindu  shrine  or  temple,  were  much  encourag^-d  at  seeing 
their  own  house  of  worship  dedicated  to  the  service  of  the  God 
they  now  delight  to  serve. 

Rae  Bareli  — The  Butler  Chapel  being  erected  at  Sataon  was 
finally  taken  by  the  Government  owin*^  to  violent  Hindu  opposi- 
tioD»and  with  the  money  received  in  compensation  a  small  property 
was  purchased  in  another  quarkn*.  but  there,  too,  enemies  dug 
thro.ugh  the  roof  near  a  corner  wall  and  succeeded  in  causing  the 
ruin  of  half  the  house.    Still  our  congregation  of  60  souls   at  aata- 
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on  remain  firm,  and  look  forvrard  to  the  time  when  theyVill  be  able 
to  worship  God  in  their  own  meeting-house  undisturbed. 

In  Sioapur  both  schools  are  flourishing.  Miss  Easton's  girls' 
school  continues  to  win  golden  opinions  from  inspecting  officers 
and  rejoices  this  year  iu  an  increased  grant.  The  boys'  school  is 
also  in  good  condition  and  is  looking  forward  hopefully  to 
successful  examinations.  There  are  eighty  boarierg  in  this 
school.  The  general  health  of  the  ^chool  is  good.  We  are  under 
great  obligation  to  the  civil  surgeon^  Major  J.  Gar  vie,  I.  M.  S., 
who,  in  addition  to  his  heavy  official  duties,  has  found  time  to  take 
a  personal  interest  in  the  health  of  our  schools  and  of  our 
Christians  in  general.     His  kindness   in  this  respect  is  beyond 

E raise.  Indeed  all  the  civil  and  military  officials  in  Sitapur  nave, 
y  their  sympathy  and  help,  very  materially  assisted  in  the  work 
of  the  mission  this  year.  Their  monthly  contributions  have  been 
a  welcome  aid  to  the  boarding  school  and  local  help  funds.  The 
commissariat  office  also  very  kindly  give  a  grant  of  100  blankets 
and  30  bed-carpets  for  our  schools. 

The  spritual  interests  of  the  charge  have  been  well  looked 
after  by  the  pastor.  Several  seasons  of  hpecial  services  have  been 
held,  which  have  been  of  great  blessing.  Bazar-preaching  and  the 
visitation  of  neighboring  villages  has  been  systematically  carried 
on.  A  course  of  lectures  on  religious  and  reform  topics  has  been 
given  in  our  school  hall,  which  have  been  well  attended  by  the  lead- 
ing citizens  of  Sitapur,  and  have  produced  a  deep  impression. 

For  about  half  th<»  year,  in  the  absence  of  the  chaplain  of  the 
Presbyterian  troops  in  Sitapur,  we  have  ministered  as  chaplain  to 
the  regiment  and  have  had  much  encouragement  in  this  important 
work  for  English  soldiers.  They  are  a  responsive  company  and 
the  work  done  for  our  soldiers  in  India  is  not  the  least  important  of 
the  many  lines  of  work  taken  up  by  our  missionaries.  The 
government  grant  received  f  ^r  these  services  is  a  welcome  addition 
to  our  Treasurer's  re<«ources. 

Concerning  Lucknow  Bro.  Robinson  writes:  '*TheLucknow 
circuit  is  an  irregular  piece  of  territory  covering  about  two 
hundred  square  miles  and  having  a  population-  of  over  half  a 
million  people  In  this  territory  we  have  13  centr«^s  of  work  and 
in  connection  with  the«o  there  are  38  Sunday  schools,  with  1,700 
attendants,  5  day  schools  for  boys,  and  5  for  girls,  asiae  from  the 
High  Schools  in  connection  with  the  two  colleges.  On  account 
of  reduced  appropriations,  two  schools  for  boys  bad  to  be  closed 
this  year.  In  the  two  new  points,  Bhauli  and  Marion,  have  oc- 
curred baptisms,  and  during  the  latter  part  of  the  year  there  have 
been  signs  of  encouragement  in  all  the  work.  It  has  been  a  year  of 
some  hardship  to  our  workers.  Two  have  been  robbed  and  one 
was  seriously  beaten,  and  one  of  our  new  converts  from  Brahminism 
was  so  beaten  as  to  almost  die.  *  Regular  services  in  the  large 
central  Hindustani  church  in  Lucknow  city  have  been  well  attended. 
This  church  for  years  has  been  entirely  self-supporting,  but  this 
year  it  takes  another  advanced  step,  and  from  the  beginning  of 
January  will  send  out  and  support  its  own  representative  in  the 
dist'-ict  outside  the  city.  The  meetings  held  for  Hindustani 
Christians  at  the  time  of  the  Dasehra  services  in  the  English  work 
proved  a  very  great  blessing  to  the  community,  and  so  fruitful  in 
conversions  and  renewed  blessings  were  they  that  it  has  been  de- 
cided to  hold  like  services  yearly.  It  is  hoped  that  these  services 
will  become  to  the  Hindustani  community  in  this  part  of  India 
what  the  Dasehra  meetings  have  proved  themselves  to  be  to  the 
English  community. 

The  work  in  connection  with  the  English-speaking  church  hae 
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not  had  the  atteniiondt  deserved  oa  accoount  of  the  pressure  of  other 
work,  hut  the  congregation  has  kept  up  and  there  have  heen  quite 
a  number  of  conversions.  The  Dasohra  meetings  this  year  were 
especially  fruitful.  1'his  congregation  has  for  many  years  been 
practically  self-supporting,  and  will  next  year  have  a  pastor  who 
will  be  able  to  give  it  his  entire  time.  An  English-speaking  com* 
munity  of  several  thouiaads,  most  of  whom  are  entirely  without 
real  church  connecti  »ns,  give  us  here  an  opportunity  that  will 
bring  forth  much  fruit  if  properly  worked. 

The  school  in  which  the  famine  waifs  of  1896-7  were  gathered, 
has  had  a  successful  year  so  far  as  growth  in  wisdom  and  character 
on  the  part  .of  the  boys  is  concerned.  This  work  wan  inconvenient- 
Iv  situated  for  receiving  proper  supervision,  so  in  October  the 
charge  of  the  school  was  turned  over  to  Bro.  West,  who  lives 
close  by." 

Brother  Robinson  is  also  editor  of  the  official  vernacular 
paper  of  our  church  i'l  Northern  India.  Phis  paper,  the  Kaukab  % 
tnd,  or  Star  of  India,  has  a  very  wide  field  of  usefulness.  U  is 
not  only  circulated  among  our  own  teachers  and  preachers,  but  is 
taken  very  largelv  by  workers  in  other  missions,  aod  is  by  far  the 
most  widely  read  and  most  influential  of  Christian  vernacular 
papers  in  this  part  of  India. 

Reid  Christian  College  and  High  School.— Rev.  C.  L.  Bare,  the 
Principal,  writes:  '*we  havA  had  another  good  year,  in  some 
respects  the  best  in  the  history  of  the  college.  It  has  given  us 
great  pleasure  to  observe  steady  growth  in  the  intellectual  and 
spritual  life  of  our  students.  This  has  manifested  itself  in  many 
ways,  chiefly  in  a  desire  to  be  Allied  with  the  Qoly  Spirit  and  to 
be  of  lasting  service  to  others.  The  **  Morninsr  VVatch  'Ms  more 
generally  observed  by  our  students  than  ever  before,  and  non- 
christlan  students  have  been  most  attentive  to  the  study  of  the 
matchless  life  and  character  of  our  Lord.  A  very  general  denire 
has  grown  up  through  the  Y.  M.  C  A.,  Epworth  Lioaijrue,  Dasehra 
and  other  meetings  to  consecrate  the  best  to  the  service  of  Christ. 
Many  of  our  brightest  and  best  students  will  enter  the  ministry. 
We  rejoice  in  this.  It  has  been  said  here  and  there  that  no 
student  of  Reid  Christian  College  has  ever  entered  the  minis*  ry. 
We  trust  that  this  stigma  will  be  wiped  out.  As  many  as  seven 
voung  men,  now  pursuing  a  course  in  Liberal  Arts,  have  voluntari- 
ly signifl*4d  their  intention  to  go  into  evangelistic  work.  It  is  being 
d  ily  demonstrated  that  the  highest  type  of  spirituality  may  be 
found  alongside  the  brightest  intellects,  that  the  most  energetic 
stu<1ent  in  evangelistic  work  may  be  the  most  successful  in  University 
esaminations,  and  that  to  be  spiritually-minded  does  not  mean  to 
be  weak-minded. 

The  year  closes  v^lth  335  on  the  rolls,  112  of  whom  ai*c  Christians, 
223  being  Hindus  and  Mohammedans.  These  figures  include  the 
branch  school  at  Nakhass.  The  Bible  is  a  part  of  the  curriculum  and 
is  daily  taught  to  all  the  students. 

In  the  last  University  examinations  seven  students  passed  the 
Intermediate  or  First  Arts  examination  ;  four,  the  Entrance  or  Ma- 
triculation examination,  two  the  School  Final,  and  four,  the  Anglo- 
Vernacular  Middle.  Our  students  were  also  successful  in  the  Scrip- 
ture examinations  of  the  Missionary  Educational  Union  and  Sunday 
School  Union  of  these  provinces.  Eight  i*eeeived  certiflcates,  six 
cash  prizes,  one  a  cash  scholarship  for  a  year  and  two  received 
prizes  of  books.  Two  in  the  VII  and  VIII  gi*ade  received  the  highest 
standing  in  these  provinces.  ^*  :  -       -     . 

Our  school  also  won  distinction  in  Field'sports  Sixteen  teams 
from  aa  many  High  Schools  in  Oudh  met  last  January  to  oompete 
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for  honors.  Our  team  wou  Ibt  prixa  in  quactw  mile  fooi-raea  and  in 
loot-ball  and  drew  Ks.  76  prize-money. 

Tlie  Business  Department  of  the  College  has  had  a  most  suooese- 
fttlyear.  Thirty-five  students  have  been  in  attendance.  Many  of  these 
completed  the  course  of  stenog^rapby,  typewriting,  or  book-keeping 
and  penmanship,  and  at  once  received  good  lucrative  positions  in 
mills,  ffoverament  offices,  etc. 

A  lecture  course  was  organized  early  in  the  year.  Rev.  J.  B. 
Bishop,  of  the  CM.  S.  Travaocore,  spoke  on  *  The  Historic  Accuracy 
of  the  Bible,  illustrated  by  Diagrams  of  Modern  Discovery;**  Rev. 
T.  J.  Scott,  D.  D.,  Principal  of  ^he  Bareilly  Theological  Seminary, 
spoke  on  **The  Aryan  Race,  its  Origin,  Discovery,  and  Destiny;^'  Rev. 
R.  Hoskins,  Ph.  D.,  spoke  on  **  The  Eye,  its  Use  and  Abuse,"  and 
Rev.  A.  ri.  Bowman,  M.  A.,  of  London,  England,  delivered  two  lec- 
tures on  **  Christ  or  Materialism  or  Toeosopiiy  for  India,"  and  on 
<<  The  Twice- Born  *'  'l?hese  lectures  were  delivt*red  in  the  College 
Hall  and  were  attended  by  large  audieuoes  of  ladies  and  gentlemen. 
We  arc  confident,  from  the  very  respectful  attention  accorded  them 
on  the  part  of  the  non-Christian  portion  of  the  audiences,  that  great 
good  was  done  for  the  cause  of  truth  and  righteousness. 

Efforts  have  l)een  made  throug^hout  the  year  just  closing  to  get 
the  college  and  its  needs  berore  the  church.  This  has  involved  the 
expenditure  of  much  time  and  not  a  iittle  money.  Friends  in  this 
and  the  home  land  have  spoken  kiod  words  for  us,  and  have  either 
sent  us  money  or  have  iQter<«sted  others  in  doing  so  We  wish  to 
thank  our  friead:),  t)nd  aud  all,  for  their  kiad  words,  prayers  and 
gifts. 

In  connection  with  the  Twentieth  Century  movement  In  our 
church,  a  few  enterprises  have  been  set  on  foot,  which  we  feel  will  in 
time  result  in  bringing  our  college  increased  endo%vments.  This  is 
still  our  greatest  need.  Behind  us  is  a  native  ChriBtian  student 
population  in  our  schooU,  which  is  increasing  annually  by  hund- 
reds and  thousands.  For  the-^e,  and  for  the  tens  of  thousands  in 
our  native  Cnrtstian  church  wo  must  have  well-educated  preachera 
and  teach«^r:».  We  should  have  at  once  an  endowment  of  $loO,00Cl. 
As  investments  are  now,  920,000  would  endow  a  foreign  orofes- 
sorship,  $8,0  0  a  native  professorship,  $5,000  a  student  scholarship, 
and  $  fO  would  support  a  student  a  year.  We  are  trying  to  raise 
Ks.  25,000  of  the  $ln0.000  in  this  land.  A  good  beginning  has  al- 
ready been  made.  How  glad  we  shonM  be  if  every  dollar  of  the 
$10c,>  00  could  be  a  thank -offering  to  the  Lord  !  '* 

Tne  Luckciow  Waman's  College  and  Oirla'  High  School.— Miss  Nich- 
ols write^i :  '*  The  enrolm^^nt  in  the  school  is  150,  and  the  college 
students  number  17.  The  Freshman  class  is  the  largest  in  the  hia« 
tory  of  the  college,  having  11  students,  but  the  upper  classes  are  all 
small.  The  result  of  the  last  yearns  Government  examination  was 
vei*y  satisfactory  in  the  school,  —the  eight  yrirls  who  took  the  Col- 
lege Entrance  examina*  ion  having  all  passed  :  b<it  the  colle^  re- 
sults were  poor, — only  oqe  passed  in  each  examination.  There  are 
now  three  B.  \,  graduates  of  the  college,  and  two  are  to  take  that 
examination  in  January. 

Early  in  the  year  Miss  Thoburn  went  to  America  to  collect  funds 
for  the  $50,000  endowment  which  it  is  desu*ed  to  secure  for  this  col- 
lege in  connectii  »n  with  the  Twentieth  Century  offerings.  A  few 
months  later  Miss  Singh  followed  her,  so  that  although  one  mis- 
sionary returned  from  furlough,  the  teaching  staff  has  been  small* 
Mr.  Robinson  and  Mr.  Thoburn  have  helped,  aod  now  anew  mission- 
ary has  just  been  added  to  the  staff.  We  hope  that  friends  in  .cVmer- 
iOA)  seeing  the  impqrtance  of  providing  for  the  higher  education,  of 
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our  Christian  womeu  and  girls  iq  India,  will  soon  enable  Miss  Tho- 
but*n  and  M,\bh  Singh  to  realize  their  object  and  return  to  India. '- 

Deaconess'  Home  and  Home  for  Homeless  Women.— Miss  Fuller 
writes  :  '*  The  women's  department  ban  had  an  unusually  successful 
and  profitable  year,  especially  in  the  deepening  and  strengthening 
of  the  spiritual  life  of  the  women.  The  zanana  work,  carried  on  by  the 
ladies  of  the  Deaconess'  Home,  has  been  and  is* very  interesting  this 
year.  Several  women  and  girls  are  being  taught  preparatory  to 
baptism,  and  the  calls  to  open  new  houses  are  more  than  can  possibly 
be  answered  by  our  present  staff.  The  visiting  work  among  the  na- 
tive Christians,  and  also  the  visiting  Deaconess  work  of  the  £nglish 
church,  has  been  faithfully  carried  on  by  the  ladies  of  the  Home,  and 
with  blessed  results.  The  sick  have  been  comforted,  the  poor  helped, 
the  needy  sought  out,  the  dyiog  blessed,  and  souls  saved. 

The  Methodist  Publishing  House,  Lucknow.— D.  L.  Thoburn  writes: 
*^  The  Methodist  Publishing  House  has,  during  the  last  year,  very  large- 
ly increaf^ed  the  size  of  its  plant,  and  isturning  oui  the  lar^ebt  amount 
of  job-work  in  its  history.  During  the  year  we  have  added  to  our 
outfit  a  new  engine,  a  new  press,  and  other  machinery,  as  well  as 
a  large  amount  of  type  for  book-work. 

Prioting  is  done  in  four  languages,  and  175  men  are  employed. 
During  the  year  we  have  had  the  printing  of  a  16-page  daily  news- 
paper, and  the  job-work  of  two  railways  has  been  aone  at  our  press. 

Our  Koman-Urdu  weekly  newspaper,  the  Kaukabi  Mind,  Airs  been 
doubled  in  size*  and  there  has  been  a  corresponding  increase  in  the 
subscription  list. 

Our  large  expenditure  for  building,  new  machinery ,  etc. ,  has 
made  it  impossible  to  reduce  the  debt  this  year,  but  as  the  income  of 
the  press  has  been  largely  increased  by  these  expenditures,  the  out- 
look for  the  future  is  good.'^ 

And  so  the  work  proceeds.  There  are  many  encouraging  lights 
and  some  unavoidable  shades  to  the  picture,  but  through  it  all 
shines  the  glory  of  His  presence  whose  work  it  is,  and  Who  will  sure- 
ly give  Uie  final  victory. 
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N.  'B.— For  explanations,  apparent  errors  and  remarks,  see  Statistical 
Report,  page  25.  /<      . 

Many  reports  of  collections  contained  annas.  These  cannot  be  shown 
here.  Tiiey are  represented  in  the  columns  by  an  x.t  The  totals  contain 
the  sums  of  all  these  omitted  fractional  parts  of  a  rupee. 

The  total  income  from  all  sources  is  for  the  most  part  the  income  of  fees 
in  schools,  and  is  used  in  the  running  expenses.  These  schools  are  practically 
self-supporting.  The  real  income  is  shown  in  the  regular  collections  which 
are  disposed  of  according  to  disciplinary  usage. 
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I    NORTH  INDIA  CONFERENCE 


OF   THE 


Aetbodist  fpiscopal  Cburcbt 


HELD   AT 


BAREILLY,  JANUARY  9-14,  1901. 
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THE  METHODIST  PUBLISHING  HOUSE. 
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HEU)  AT 


BarcUlHt  January  9-14^  1901 


LUCKNO\A/^: 
THE  METHODIST  PUBLISHING  HOUSE. 

1901. 
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(S)fKcec8  of  tbe  Conference. 


President^   ... 
Secretary i    ... 
Asinstant  Secretary,    ... 
Vernacular  Secretary, 
Statistical  Secretary^ 
Conference  Treasurer, 
Corresponding  Sfcretaryy 
Treasurer  for  Board, 


BISHOP  F.  W.  WARNE. 
J.  C.  BUTCHER. 

B.  T.  BADLEY. 
D.  A.  CHOWFIN. 
N.  L.  ROCKEY. 
J.  N.  WEST. 

C.  L.  BARE. 

D.  L.  THOBDRN. 


Finance  Committee. 

Bishop  E.  W.  Parker,  President;  C.  L.  Bare,  Secretary;  D.  L. 
Thoburn,  TrcasxLter;  L.  A.  Core.  H.  J.  Adams,  F.  L.  Neeld,  H.  A. 
Cutting,  W.  A.  Mansell,  J.  H.  Gill,  S.  Tupper,  W.  Peters,  J. 
W.  Robinson,  Ex-Officio;  J.  C.  Butcher,  S.  S  Dease,  S.  Knowlbs, 
J.  Jacob,  H.  L.  Mukerji,  W.  R.  Bowen.  Alternates,  T.  J.  Scott, 
J.  H.  Messmore,  M.  Stephen,  F.  W.  Greenwold. 

Auditing  Committee. 

J.  N.  West,  J.  Blackstock,  G.  C.  Hewes,  H.  L.  Mukerji, 
MissHoge,  Mrs.  Bare,  R.  I.  Faucett,  B.  T.  Badlby,  S.  S.  Oease. 

Board  of  Education. 

J.  H.  Messmore,  H.  L.  Mukerji,  L.  A.  Core,  W.  Peters,  C.  L. 
Bare,  Miss  .m.  Means,  Miss  Sellars,  Mrs.  Rockey,  Miss  Nichols. 

Board  of  Examiners. 

T.  J.  Scott,  Chaimmn;  C.  L.  Bare,  Registrar;  J.  H.  Messmore, 
N.  L.  Rockey,  D.  L.  Thoburn,  S.  S.  Oease,  W.  R.  Bowbn,  H.  L. 
Mukerji,  D.  A.  Chowfin,  Jawala  Sinqh,  A.  G.  Mc Arthur. 

Standing  Committees. 

Statistics.— 'S,  L.  Rockey,    S.   B.   Finch,   G.  C.  Hewes,  G.  D. 

Presgrave. 

State  of  Church.—S.   Knowles,   M.   Stephen,  D.  M.  Butler,  J. 

F.  Samuel,  H.  K.  List. 

Sunday  Schools.— W,  A.  Mansell,    S.  S.  Dease,  Ganga  Nath, 

J.  Jacob,  Nizam  Ali. 

Temperance.— J.  C.  Butcher,  J.  N.  West,  W.  R.  Bowen,  H.  B. 

Mitchell. 

Publishing  iftntite*.— Secretaries,  and  Agent  of  the  Metho- 
dist PUBLISHTNG  HOUSE,  LUCKNOW. 

Public  TForsAip.— Presiding  Elder  and  P^eache^  in  Charqe, 

&JQI(ADABAD. 


DU 


p.  Eitv>   il  J^N.   1904 
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4  CONFERENCE  OFFICERS. 

Committee  on  Conference  Relations. 
T.  J.  Scott,  J.  Blackstock,  H.  K.  List,  S.  B.  Finch. 

Epworth  League — Board  of  Control. 

N.  L.  RocKEY,  Miss  Sheijx)n,  D.  L.  Thoburn,  Miss  Seulars, 

B.  T.  Badley. 

Deaconess  Work — Board  of  Supervision. 

J.  C.  Butcher,  Chaimian;  S.  Tupper,  M.  Stephen,  J.  W.  Rob- 
inson, W.  U.  BowEN,  Mrs.  Parker,  Mrs.  Bare,  Mrs.  Knowles, 
Miss  thoburn,  Mrs.  Thoburn. 

Triers  of  Appeals. 

J.  H,  Messmore,  J.  Blackstock,  W.  R.  Bowen,  N.  L.  Rockey, 
G.  H.  Frey,  M.  Stephen. 

Sunday  School  Union. 

J.  N.  West,  President;  R.  I.  FaUCETt,  Secretary  and  IVeasurcr, 

Conference  Historical  Society. 

N.  L.  RocKEY,  President;  G.  C.  Hewes,  ISecretary, 

Conference  Literary  Society. 

.J.  Blackstock,  President;  T.  J.  Scott,  Vice  PresiderU;  N.  L. 
Rockey,  Secretary. 

Trustees  of  the  Theological  Seminary. 

N.  L.  Rockey,  F.  L.  Neeld,  F.  R.  Welsh,  Esq.,  1901;  T.  L. 
Ingram,  Esq.,  a.  G.  McArthur,   S.  S.  Dease,  1902;  L.  A.  Core, 

C.  L  Bare  Mr.  George  Luke,  1903;  P.  M.  Buck,  J.  B.  Thomas, 
J.  Little,  North-West  India  Conference;  T.  S.  Johnson,  Bombaj 
Conference;  H.  Jackson,  Bengal- Burma  Conference;  Bishops  J. 
M.  Thoburn,  E.  W.  Parker,  F.  W.  Warne,  Ex-Offido;  T.  J.  Scott, 
Ex-Officio  {Secretary, 

Trustees  of  Reid  Christian  College. 

R.  HosKiNS,  P.  M.  Buck,  F.  L.  Neeld,  1902;  W.  E.  Crawshaw 
Esq.,  T.  J.  Scott,  D.  M.  butler,  1903;  J.  W.  Robinson,  J.  C, 
Butcher,  L.  A.  Core,  1904;  Bishop  J.  M.  Thoburn,  Bishop  E.  W. 
Parker  [President  of  Board);  Bishop  F.  W.  Warne,  Ex-Officio; 
C.  L.  Bare,  Ex-Officio  Secretary. 

Committee  on  Management  of  Naini  Tal  Schools. 

S.  Knowles,  J.  H.  Messmore,  N.  L.  Rockey,  F.  L.  Neeld,  R.  I. 
Faucett,  S.  S.  Dease,  T.  J.  Scott,  J.  Anderson,  Esq.,  G.  W. 
Greqson,  Esq.,  J.  C.  Butcher,  Mrs.  Butcher,  Miss Easton,  Mi^s 

8ELLARS. 


OONFERENCE  OFFICERS.  5 

To  Preach  the  Annual  Sermon. 
S.  B.  Finch  ;  Alternate,  D.  L.  Thoburn. 

Visitors  to  Theological  Seminary. 
J.  Blackstock,  W.  Peters. 

Trustees  of  Muttra  Mission  Training  Scho  1. 
Mrs.  Parker,  Miss  Thoburn. 

Licensed  Deaconesses. 

Miss  Thoburn,  Miss  Hoge,  Miss  Scott,  Miss  Hardie,  Miss 
Bheldon,  Miss  Budden,  Miss  Mary  Wkans,  Miss  Tresham,  Miss 
Brown,  Miss  Sullivan,  Miss  Ingram. 

Annociales.  -  Mrs.  Tucker,  Mrs.  Caroline  Richards. 

rrobatiwiers.-  5iiss  Baybs,  Miss  Lawrence,  Miss  Alice  Means 


1 


Conference  'RolL 


CLASS  A. — Eldera  in  full  connection  who  have  clom' 
pleted  the  course  of  study. 


Adams,  Horace  J. 
Bahadur  Singh 
Baldeo  Perahad 
Bansi  Dhar 
Bare,  C.  L. 
Basaot  Ham 
Bihari  Lai  I. 
Bihar!  Lai  IL 
Bhikki  Lai 
Blackstock,  J. 
Bo  wen,  W.  R. 
Butcher,  J.  C. 
Butler,  David  M. 
Chhote  Lai 
Chowfin,  David  A. 
Cocker,  Benj.  F. 
Core,  Lewis  A. 
Craven,  Thomai 
Cuttinj^,  Hiram  A. 
Dease,  Stephen  S. 
Dysell,  Joseph 
Falls,  Seneca 
Fazl  Masih 
Finch,  Super! an  B. 
Franklin,  R.  S. 
Frey,  Geo.  H. 
Gill,  Joseph  H. 
Greenwold,  F.  W. 
Hancock,  C. 
Hewes,  G.  C 
Humphrey,  J.  L. 
Jacob,  Joseph 
Jawala  Singh 
Jordan,  James 
Kanhai  Singh 
Kafim  Masih 
Kidder,  D.  P. 
Knowies,  Samuel 


1874  Lawrence,  Shadulla 
1896  List,  Henry  K. 

1893  Mohammed  Hasan  Jan 

1895  Mansell,  Sabine 
18^0  Mansell,  W.  A. 

1894  McArthur  A.  G. 

1892  Mazhar-ul-Haqq 
1889  Messmore,  J.   U. 
1894  Mukerji,  H.  L. 

1875  Mitchell,  U.  B. 

1882  Neeld,  F.  L. 

1885  Nizam  All 

1893  Pair  as,  Benjamin 

1894  Paul,  Chiddu  S. 

1892  Peters,  William 

1884  Phillip,  B.  S. 
1889  Phillip,  Samuel 

1870  Prabbhu  Dayal 

1874  Presgrave,  Grafton  D. 

1881  Robinson,  John  W. 

1896  Hockey,  Noble  L. 

1886  Samuel,  John  F. 

1893  Samuel,  Joshua  S. 

1894  Scott,  Thomas  J. 

1893  Scott,  Warren  M. 
1889  Shipley,  Charles 

1871  Smart,  Joseph  H. 
1879  Speake,  William  T, 

1883  Stephen,  Matthew 
1891  Solomon,  Abraham 
1837  Solomon,  Joshua 
1896  Thoburn,  David  L. 

1894  Tupper  Samuel 

1883  Wahid-ud-Din,  Joseph 

1887  Waugh,  James  W. 
1893  West,  John  N. 

1885  Wheeler,  Samuel 
1858  Wilson,  Harkua 

Yaqub  Shah. 


1893 
1889 
1895 
1892 
1889 
1893 
1893 
1861 
1886 
1886 
1881 
1896 
1887 
1889 
1879 
1893 
1891 
1897 
1894 
1892 
1884 
1893 
1896 
1863 
1888 
1885 
1897 
1890 
1882 
1879 
1896 
1894 
1889 
1894 
1859 
1893 
1889 
1887 
1882 


CLASS  B.— Members  in  full  connection  in  the  studies 

of  the  fourth  year. 


Ganga  Nath, 


Elder 


1896 


CLASS  C— Members  in  full  connectipn  in  9tud|C9 
pf  the  third  ^car. 


CX>KFER&NC£2  ROLL.  7 

CLASS  D.— Preachers  on  trial. 

Yaqub  All                            Deacon        II  Year  1899 

Kay  Silas                              „                   .  .,  1899 

Walter  B.  Empey                Elder          II  Year  1900 

Robert  I.  Paucett                   ,,                     ,,  19()0 

Yaqub  Singh.                     Deacon       I   Year  1900 

Brenton  T.  Badley                                        ,,  1901 

Arthur  S.  Wesley                                         ,,  1901 


Missionaries  in  full  connection  ...  19 

Hindustani  members  in  full  connection  ...  ...  (56 

Total  ...  85 

Missionaries  on  trial  ...  ...    3 

Bindustani  preachers  on  trial  ...  ...    4 

Grand  Total  ...  92 

MISSIONARIES  PRESENT— CONFERENCE  X901. 

Bishop  Frank  W.  Warne,  D.  D.,  rresidiny. 

Badley,  B.  T.     •  Kyle,  Miss. 

Bare,  C.  L.*  Lewis,  Miss. 

Blackstock,  J.*  Loper,     ,, 

Brouse,  Miss.   '  Means,  Miss  M. 

Budden,  Miss.  Messmore,  J.  H.* 

Butcher,  J.  C*  Neeld,  F.  L. 

Carver,  Miss.  Newton,  Miss. 

Core,  L.  A.  Or^an,        ,, 

Curts,  Miss.  Robinson,  J.  ^* 

Dease,  S.  S.*       .  Rockey,  N.  L.* 

Empey,  W.  B*  Scott,  T.  J.* 

English,  Miss.  Scott,  W.  W. 

Faucett,  R.  I.*  Scott,  Miss  F. 

Fyles,  Miss.  Stearns,  Miss. 

Gill,  J.  H.*  Sullivan,     ,, 

Bardie,  Miss.  Thoburn,     ,, 

Harvey,    ,,  Thoburn,  D.  L.* 

Hewes,  G.  C.*  Tucker,  Mrs. 

Hoge,  Miss.  West,  J.  N.* 

Ingram,  ,,  Wilson,  Mrs. 

Knowles,  S.*  Wilson,  Miss* 


LIST  OF  VISITORS. 

Buck,  Dr.  C.  H.,*  iV'eii?  York^  East^  Co^iference. 
Buck,  P.  M. ,  North' Went  India  '  do. 

Lawson,  J.  C.,        do,  do. 

Mansell,  H.,  do,  do. 

McKinley,  Miss,  Bengal-Burma  do. 

McMurray,  Rev.,*  American  Free  Methodist  Mission, 
Thomas,  J.  B.,  Noiih-West  India  Conference* 
Wynkoop,  T.  S.,  North  India  Bible  Society. 
*  And  wlfe» 
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BAREILLY-KCTMAON  DISTRICT. 

P.  L.  Neeld,  P.  E.  (P.  O.  Shahjahanpur.) 

Shahjahanpur,  East,  J.  Blackstock,  Prabbhu  Dayal,  Prem  Singh. 

,,  West,  S.  Phillip. 

Panahpur,  Joseph  Dysell. 
Muhamdi,  supplied  by  Sadai  Singh. 
Pawayan,  to  be  supplied. 
Jalalabad,  Misri  Cnaran. 
Tilhar,  H.  K.  List. 
Miranpur  Katra,  B.  F.  Cocker. 
Khera  Bajhera,  Kanhai  Singh. 
Faridpur,  Chhiddu  S.  Paul. 
Bareilly,  S.  S.  Dease. 

,,         Hindustani  Church,  W.  R.  Bowen. 
Sadar  Bazar,  Joseph  Wahld-ud-Dint 

Theological  School,  T.  J.  Scott,  Principal ;   S.  S.    Dease, 
Vice-Principal;  fl.  L.  Mukerji,  professor;  Jawala  Singh, 
teacher. 
Naini  Tal  Circuit,  Samuel  Knowles,  S.  Lawrence. 
,,       Mission  School,  B.  M.  Dass. 
,,       Hindustani  Church,  S.  Lawrence. 
,,       English  Church,  R.  I.  Faucett. 

,,       Boys'   High  School,   J.  C.   Butcher;  W.    W.    Scott,  lay 
missionanf . 
Pithoragarh,  Benjamin  Patras. 
Dwarahat,  N.  L.  Rockey. 
Masi,  supplied  by  Pamuchai. 

Gangolihat,  supplied  by  J.  W.  Todd  and  H.  Wilkinson. 
Lahu  Ghat,  Harkua  Wilson. 
Lobha,  supplied  by  Gauri  Datt 
Supernumerary,  J.  W.  Waugh,  J.  L.  Humphrey. 

BIJNOUR  DISTRICT. 

W.  A.  Mansell,  P.  E.  (P.  O.  Bijnour. ) 

Basta,  Karim  Masih. 

Bijnour,  W.  A.  Mansell,  Warren  Scott. 

Dhampur,  Fazal  Masih. 

Kiratpur,  Ban  si  Dhar. 

Mandawar,  H.  B.  Mitchell. 

Nagina,  Charles  Shipley. 

Najibabad,  supplied  by  B.  McGregor. 

Nurpur,  supplied  by  Gulab  Singh. 

Seohara,  supplied  by  JhabbuLal. 

Sherkot,  supplied  by  P.  Merrill. 
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GARHWAL  DISTRICT. 

J.  H.  Gill,  P.  E.  (P.  O.  Paurl,  Garhwal.) 

Bainoli,  F.  W.  Greenwold. 

Kalnur  and  Bungidhar,  D.  A.  Chowfin  ;  one  to  be  supplied. 

Laofldowne  and  Kotdwara,  supplied  by  Ghungar  Money. 

Pauri  and  Gadoli,  J.  H.  Gill ;  one  to  be  supplied. 

Ramni,  Sabine  Man  sell. 

Srinagar,  supplied  by  Edward  Thompson. 

Mission  Hospital  and  Dispensary,  supplied  by  Edward  Thompson. 

Transferi*ed  to  North- West  India  Conference,  W.  W.  Ashe. 

GONDA  DISTRICT. 

Willian  Peters,  P.  E.  (P.  O.  Bahraich.) 

Bahraich,  Wm.  Peters,  Arthur,  S.  Wesley. 
Bulrampur,  Bihari  Lai. 
Bhinga,  J.  F.  Samuel. 
Gonda,  S.  B.  Finch. 
iCaisarganj,  Baldeo  Parshad. 
Karnalganj,  Samuel  Wheeler. 
Mankapur,  J.  S.  Samuel. 
Nanpara,  suppled  by  L.  J.  McGee. 
Nawabganj,  Crawford  Hancock. 
Supernumerary,  Thomas  Craven. 

HARDOI  DISTRICT. 

Samuel  Tupper,  P.  E.  (P.  O.  Hardoi.) 

Bilgram,  Jukkhan  Lai. 
Hardoi,  Samuel  Tupper. 
Malawan,  supplied  by  Nand  Ram. 
Pihani,  supplied  by  Sadal  Masih. 
Safipur,  ,,  John  Bigginbotham. 

Sandi,     ^       ,,  Robert  Turner. 

Sandila,         ,,  Baldeo  Parshad. 

Shahabad,  Yaqub  Shah. 
Unao,  A.  G.  McArthur. 

MORADABAD  DISTRICT. 

L.  A.  Core,  P.  E.  (P.  O.  Moradabad.) 

Kanth,  J.  .lordan. 

Chandausi,  M.  Stephen. 

Kundarki,  Lazar  Shah. 

Thakurdwara,  supplied  by  Mohan  Singh. 

Moradabad,  W.  B.  Empey,  Mazhar-ul-Haqq. 

,,  High  School,  W.  B.  Empey,  J.  Jacob. 

Bisauli,  Bahadur  Singh. 
Bilsi,  W.  T.  Speake. 
Ujhani,  supplied  by  B.  S.  Budden. 
Budaon,  G.  C.  Hewes,  J.  Robert. 
Binawar,  supplied  by  Govind  Ram. 
Bhamora,  Nizam  Ali. 
Dataganj,  Bihari  Lall  II. 
Kakrala,  Joshua  Solomon. 
Aonla,  Basant  Ram. 
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OUDH  DISTRICT. 

J.  W.  Robinson,  P.  E.  (P.  O.  Lucknoir. ) 

Barabanki,  Yaaub  All. 
Lakhimpur,  D.  P.  Kidder. 
Lucknow,  Circuit,  J.  N.  West. 

,,         Hindustani  Church,  Ganga  Nath. 

,,         English  Church,  to  be  supplied. 

„         Held  Christian  College,  C.  L.  Bare,  J.N.  West,  B.  T.  Badley, 
G.  D.  Presgrave. 

,,         Methodist  Publishing  House,  D.  L.  Thoburn;  C.  RH^wes, 
lay  missionai'y, 
Malihabad,  Yaqub  Singh. 
Rae  Bareli,  G.  H.  Frey. 
Sidhauli,  J.  H.    Smart. 

Sitapur,  J.  H.  Messmore,  Chhote  Lai,  Kay  Silas. 
Tikaiatnagar,  supplied  by  Mangal  Singh. 
Editor,  *'Kaukab-i-Hind,"  J.  H.   Messmore. 

PILIBHIT  DISTRICT. 

H.  A.  Cutting,  P.  E.  (P.  O.  FatehganJ  West.) 

Bhojipura;  N.  R.  Childs.   . 
Bisalpur,  supplied  by  Moti  Lai. 
Fatehganj  West,  H.  A.  Cutting. 
Jahanabad,  supplied  by  Keshri  Singh. 
Milak,  suppliea  oy  Girdhari  Lai. 
Mirganj,    ,,        „    Kallu  Singh. 
Nawabganj,  J.  Walter. 
Pilibhit,  James  Thompkinson. 
Puranpur,    supplied  by  Jhabbu  Lai. 
Rampur,         ,,  „    Ase  Ram. 

Shahl.  ,,  ,,     Kaliyan  Singh. 

Sirauli,  Bhikki  Lai. 
Superannuate,  A.  Solomon. 

SAMBHAL  DISTRICT. 

H.  J.  Adams,  P.  E.  (P.  O.  Sambhal.) 

Amroha,  D.  M.  Butler. 
Babukhera,  Bulaqi  Singh. 
Bhajoi,  supplied  by  C.  S.  Hunter. 
Dhanaura,  Mohammed  Hasan  Jan. 
Gunnaur,  Senaca  Falls, 
Hasanpur,  B.  S.  Phillip. 
Narainya,  supplied  by  P.  S.  Morris. 
Rajpura,  ,,         ,,    Lachhman  Singh. 

Rasulpur,       ,,         ,,    Manphul  Slnerh. 
Sambhal,  H  J.  Adams,   R.  S   Franklin. 
Shahpur,  supplied  by  Mauladad  Khan. 
Sharif  pur,        ,,        ,,    Nirmal  Singh. 
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WOMAN'S  CONFERENCE. 

BAREILLY  DISTRICT. 

fiareilly,  Girls'  Orphanage,  Miss^glisb,  Miss  Haryey. 

,,  City  Work,  Mrs.  Wilson,  Mrs.  Tucker. 

,,         Hospital  and  Orphanage  Medical  Work,  Miss  Lewis. 

,,         City  and  District  Medical  Work,  Mrs.  Dease. 

„  Woman's  School,  Mrs.  Scott,  Mrs.  Mukerji. 

Shahjahanpur,  Girls'  Boarding  School,  Miss  Organ. 

„  City  Work,  Mrs.  Blackstock. 

Evangelistic  Work  in  Bareilly  and  Pilibhit  Districts,  Mrs.  Wilson. 
Bhot,  Miss  Sheldon,  Miss  Brown. 
Chandag,  Miss  Reed. 
Dwarahat,  Mrs.  Rockey. 
Pithoragarh,  Miss  Budden,  Miss  Tresham. 
NainiTal,  Hindustani  Work, Miss  Sullivan. 

,,         Tarai  and  Bhabar.   Mrs.  Knowles. 

Boys'  High  School,  Mrs.  Butcher,  Miss  Pritcbard. 
English  Work,  to  be  supplied. 

Wellesley  Girls'  High  School,  Miss  Easton,  Pnncipal;  Miss 
Sellars,  Miss  Carver,  Miss  Files. 
District  Work,  Mrs.  Neeld. 
On  leave  to  America,  Miss  Bryan,  Miss  Wilson. 

BIJNOUR  DISTRICT. 

District  Work  and  School,  Mrs.  Mansell. 

GARHWAL  DISTRICT. 

Pauri,  Girls'  Orphanage  and  Boarding  School,  Miss  Kyle. 
,,      Village  Schools  and  District  Work,  Mrs.  Gill. 

GONDA   DISTRICT. 

Bahraich  and  District  Work,  Mrs.  Raymon. 
Gonda,  Girls'  Boarding  School,  Miss  Scott. 
,,        City  and  Village  Work,  Miss  Hoge. 
Evangelistic  Work  in  Gonda  and  Oudh  Districts,  Miss  Hoge. 

HARDOI  DISTRICT. 

District  and  School  Work,  Mrs.  Tupper. 
Evangelistic  Work,  Mrs.  Parker. 

MORADABAD  DISTRICT. 

Moradabad,  City  and  Circuit  Work,  Miss  M.  Means,  Mrs.  Empey. 

.,  Girls'  High  School,  Miss  A.  Means. 

Buaaon,  City,  Village  and  Zanana  Work,  Mrs.  Hewes. 

,,         Girls'  Boarding  School,  Miss  Curts. 
District  Work,  Mrs.  Core. 

Evangelistic  Work  in  Moradabad,    Bijnour  and    Sambhal'  Districts, 

Miss  M.  Means. 

OUDH  DISTRICT. 

Lucknow,  Woman's  College,  Miss  Thoburn,  Frmcipal;  Miss  Nichols, 

Mitfs  Newton,  Miss  Singh,  Miss  Stearns,  Miss  Brouse. 
„         City  Schools,  Mrs.  Thoburn. 
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L'Ucknow,  Deaconess'  Home,  Miss  Hardie,  Miss  Ingram. 

,,         EDgflish  Work,  to  be  supplied. 

,,  Circuit  Work,  Mrs.  West. 

,,         Zanana  Work  and  Home  for  Homeless  Women,  Mies  Sulli- 
van, Miss  Hardie,  Miss  Ingram. 

,,         Reid  College  and  High  School  Work,  Mrs.  Bare. 
Sitapur,  Girls'  Boarding  School,  Miss  Loper. 

,,  City  and  Zanana  Work,  Mrs.  Messmore. 

Editor,  '^  Kafiq-i-Niswan,''  Mrs.  Messmore. 
District  Work,  Mrs.  Robinson. 
Transferred  to  North- West  India  Conference,  Miss  C.  Easton. 

PILIBHIT  DISTRICT. 
District  Work,  Mrs.  Cutting. 

SAMBHAL  DISTRICT 
District  Work,  Mrs.  Adams. 
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2)t8Ctpltnar^  (auesttons. 


X.     Who  have  been  Received  by  Transfer,  and  from  what  Conferences  ? 
Walter  B.  Empey^  North-  We^it  Iowa 

a.     Who  have  been  Readmitted  ? 
None. 

3.     Who  have  been  Received  on  Credentials,  and  from  what  Churches? 
None. 

4     Who  have  been  Received  on  Trial  ? 
[a)    In  Studies  of  First  Year. 

Brenton  T,  Badley,  Artfiur  6'.  We  if  ley. 

{b)    In  Studies  of  Third  Year. 
Non«». 

5.  Who  have  been  Continued  on  Trial  ? 
(a)    In  Studies  of  First  Year. 

Yaqvb  iSingh, 

{b)    In  Studies  of  Second  Year. 

Bobert  L  Faucett. 

(e)    In  studies  of  Third  Year. 

None. 
(d)    In  Studies  of  Fourth  Year. 

None. 

6.  Who  have  been  Discontinued  ? 

None. 

7.  Who  have  been  Admitted  into  Full  Membership  ? 

(a)    Elected  and  Ordained  Deacons  this  Year. 

None. 
(6)    Elected  and  Ordained  Deacons  previously. 

None. 

8.  What  Members  are  in  Studies  of  Third  Year  ? 
(a)    Admitted  into  Full  Membership  this  year. 

None. 

(6)    Admitted  into  Full  Membership  previously, 

John  H.   Walter^  Bulaqi  Svigh^  Nathaniel  H,  ChiJds. 

9.  What  Members  are  in  Studies  of  Fourth  Year  ? 

Janus  Tkomt)kin8on,  Lazar  Sfvahy   Jhukkan  Lal^   Prem  ^Sifiyh, 
Qanga  Isath. 


14  DISCIPLINARY  QUESTIONS. 

lo.    What  Members  have  Completed  the  Conlerence  Course  of  Study  f 

(a)  Elected  end  Ordained  Elders  this  year. 

Prabhu  Dayal,  Joseph  H.  Smart,  Mahammad  Hassan  Jan. 

(b)  Elected  and  Ordained  Elders  previously. 

None. 

XI.     What  others  have  been  Elected  and  Ordained  Deacons  ? 
(a)    As  Local  Preachers. 

Miari  Charan,  Bonviev  Milton. 

{b)    Under  Missionary  Rule. 

Yaqvb  Singh, 

xa.     What  others  have  been  Elected  and  Ordained  Elders? 
(,n)    As  Local  Deacons. 

None. 
ib)    Under  Missionary  Rule. 

None. 

13.  Was  the  Character  of  each  Preacher  examined  ? 

This  was  strictly  done  as  the  name  of  each  preacher  was  called  in 
open  Conference. 

14.  Who  have  been  Transferred,  and  to  what  Conferences  ? 

William  W.  Ashe  to  North- West  India  Conference. 

15.  Who  have  Died  ? 

Albert  Frank,  Joel  T.  Janvier,   Lucius  Cutler,  Mrs  Joshua  Solomon 
(Abigail  Solomon). 

Z6      Who  have  been  Located  at  their  own  Request  V 
Aaron  Sweet. 

17.  Who  have  been  Located  ? 

None. 

18.  Who  have  Withdrawn  ? 

None. 

xg.     Who  have  been  permitted  to  Withdraw  under  Chiirges  or  Complaints  ? 
None. 

ao.     Who  have  been  Expelled  y 
None. 

sz.     What  other  personal  Notation  should  be  made? 

The  Credentials  of  Local  Dnacon  were  restorwd  to  C.  S.  Hunter. 

Edwin  W.  Parker  was  elected  Missionary   Bishop  by  the  General 
Conference. 

2%    Who  are  the  Supernumerary  Preachers  ? 

James  W.  Waugh,  Thomas  Craven,  James  L.  Utunphrey. 

93.     Who  are  the  Superannuated  Preachers  ? 
Abraham  Solomon. 

S4.     Who  are  the  Triers  of  Appeals? 

J.  H.  Messmore,  J.  Blacketock,  W.  R.  Bowen,  N.  L.  Hockey,  G.  H. 
Fr«7,  M.  Stephen. 


biSCIPLIKARY  QUESTIONS.  l6 

t$.    What  Is  the  Statistical  Report  for  this  year  ? 
See  Statistics. 

a6.    What  is  the  Aggregate  of  the  Benevolent  Collections  ordered  by  the 
Qeneral  Conference,  as  reported  by  the  Conference  Treasurer  V 
Rs.  1,945-8-9. 

V 

ay.     What  are  the  Claims  on  the  Conference  Fund  y 
Rs.  1,48S. 

s8.     What    has  been   Received   on  these  Claims,   and   how   has    it   been 
AppUedV 

Full  amount  was  received  and  applied. 

39.     Where  are  the  Preachers  Stationed  ? 
See  Appointments. 

30    Where  shall  the  Next  Conference  be  held  ? 
Moradabad. 

Note. — Names  of  Ooixferencc  undergrad^^atea  are  printed  in  italics. 
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FIRST  DAY. 

Bareilly,  January  9//i,  1901. 

Openings  Exercises. — The  North  India  Cooference  met  for  its  thirty- 
seventh  annual  session  in  Christ  Church,  Bareilly,  on  Wednesday,  the 
ninth  of  January  1901,  at  11  o'clock,  with  Bishop  F.  W,  Warne,D".  P.,  In 
the  chair.  The  session  was  opened  by  singing  *^  All  Hail  the  Power  of 
.Tesus  Name;  ''  and  after  reading  the  Bible  lesson  and  making  com- 
ments on  the  same,  the  Bishop  called  upon  T.  J.  Scott  and  W.  K. 
Bowen  to  lead  in  prayer. 

Roll  Call.— The  Secretary  of  ihe  last  conference  called  the  roll,  and 
seventy-four  members  responded.    Sixteen  members  were  absent. 

Secretaries  and  Conference  Treasurer. — On  motion  of  J.  H.  MesRmore, 
.1.  C.  Butcher  was  elected  Secretary,  and  on  his  nomination  D.  A. 
Chowfin  was  elected  Vernacular  Secretary  and  B.  T  Badley  Assistant 
Secretary.  N.  L.  Rockey  was  elected  Statistical  Secretary  and  J.  N. 
West  Confereuce  Treasurer. 

The  following  letter  from  Bishop  Parker  was  read  by  J.  W.  Robin- 
son :  — 

INAYAT  Bagh,  Lucknow,  January  2nd,  1901. 

The  President,  Secretary,  and  the  Members  of  tbe  North  India  Con- 
ference, in  conference  assembled  at  Bareilly,  January  9th,  1901. 

Dear  Brothers  and  Fathers, 

1  take  this  opportunity  to  send  my  aalam  and  greeting  to  the 
Conference.  I  had  hoped  to  be  present  with  you  and  render  some  help 
in  the  work  of  the  Conference,  but  I  am  not  permitted  to  do  so.  I  am 
confined  to  a  bed  of  sickness  and  am  not  permitted  to  render  any  of  the 
services  which  I  had  hoped  to  render  in  the  Conferences.  I  am 
glad,  however,  that  Bishop  Warne  is  present  with  you  and  I  am  sure  that 
all  the  work  of  the  Conference  will  be  well  done.  Those  brethren  who 
have  been  with  us  in  the  Conference  from  the  beginning,  and  have  seen 
the  changes  that  have  come  over  the  appearance  of  the  Conference  from 
time  to  time  and  seen  the  dark  hair  and  beards  grow  grey  and  white 
can  realize,  as  none  others  can,  what  a  severe  blow  it  is  to  us  at  this  time 
to  be  laid  aside  from  the  work.  I  still  hope  for  restoration  to  health, 
and  if  restored  to  health,  I  still  hope  to  do  hard  work  with  you,  but  that 


MINUTES  OF  CONFERENCE.  17 

time  is  not  now,  and  the  assurance  of  beicg  restored  to  health  is  not  so 
great  as  to  give  very  great  encouragement.  But,  brethren,  it  is  all  right : 
if  I  can  secure  strength  of  digestion  enough  to  enable  me  again  to  get  a 
little  grip  of  life,  f  will  recover  ;  otherwise  there  is  little  hope  ;  but  in 
either  case  I  trust  the  Lord,  knowing  that  He  will  direct  me,  that  He 
will  restore  me  if  ib  seems  to  Him  best,  and  I  simply  trust  in  Him  day 
and  night. 

I  remain, 
Your  brother  and  co-labourer 
in  the  worlc  of  the  Master, 
E.  W.  PARkfiR. 

J.  W.  Robinson  presented  the  following  resolutions,  which  were 
carried"  by  rising  votes  :  — 

I.  Whereas,  we  had- looked  forward  with  much  confidence  and  joy 
to  the  ministrations  of  our  beloved  and  honored  fellow- worker,  Bishop 
E.  W.  Parker,  anticipating  much  help  from  his  familiarity  with  the 
difficult  questions  which  confront  us,  and  his  ability  in  dealing  with  the 
same  ; 

Resolved,  That  while  bowing  in  humble  submlpsion  to  divine  Pro- 
vidence, we  hereby  express  our  deep  regret  that  he  is  detained  from 
meeting  with  us,  and  by  his  counsel  and  effort  helping  us  in  the  many 
difficult  phases  of  conference  work  ;  and 

That  we  express  to  him  and  his  honored  wife  our  great  sympathy 
in  this  time  of  affliction,  assuring  them  both  of  our  continued  love  and 
confidence,  and  that  we  sincerely  trust  that  Bishop  Parker  maybe  speedi- 
ly restored  to  such  health  and  strength  as  will  enable  him  for  many 
years  to  come  to  go  in  and  out  among  us,  and  do  a  great  work  in  this 
his  chosen  field  of  labour. 

II.  Whereas,  in  the  course  of  divine  providence  and  according  to 
the  laws  of  our  church,  we  have  with  us  at  this  time  Bishop  F.  W. 
Warne,    as  our  presiding  officer  ; 

Resolved,  That  while  mourning  the  fact  that  Bishop  Parker  is  kept 
from  his  regularly  appointed  work  by  severe  illness,  we  heartily  welcome 
to  our  Conference  his  co-adjutor,  Bishop  Warne,  and  assure  him  of  our 
sympathetic  interest  in  the  great  work  to  which  he  has  been  called, 
and  pledge  him  in  every  way  our  hearty  and  sincere  co-operation,  not 
only  in  the  work  of  the  present  session  of  our  Conference,  but  in  all  of 
our  future  relationships.  We  earnestly  pray  that  the  blessing  of  the 
Father  Almighty  may  rest  upon  him  and  give  him  to  see  great  things 
in  this  Southern  Asia  Mission  field. 

Bishop's  Address.— 3 1  shop  Warne  then  addressed  the  Conference  with 
much  feeling  and  earnestness,  J.  H.  Messmore  acting  as  interpreter. 

Transfers  and  Introductions.  — W.  B.  Empey  was  announced  as  trans- 
ferred from  the  North- West  Iowa  Conference,  and  Mr.  and  Mrs.  Empey 
were  introduced  to  the  Conference. 
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P.  M.  Buck  of  the  North* West  India  Conference  was  introduced 
and  granted  the  privilege  of  participating  in  the  sessions. 

Reply  to  Bishop  Parker.— On  motion,  the  Secretary  was  instructed  to 
reply  to  the  letter  of  Bishop  Parker. 

Conference  Bar  and  Hours  of  Sessions.  — On  motion  of  T.  J.  Scott,  the 
bats  of  the  conference  were  fixed  so  as  to  include  the  wings  of  the 
church  and  the  main  body  within  the  central  arches,  and  the  hours 
of  session  were  fixed  from  11  a.m.  to  3  p.  m. 

Memoirs.— On  motion  of  N.  L.  Rockey.  the  following  were  ap- 
pointed as  a  Committee  oq  Memoirs:— J.  H.  Messmore,  G.  D.  Pres- 
grave,  Prabbhu  Dayal  and  H.  A.  Cutting. 

Conference  Stewards. — J.  H.  Messmore,  W.  R.  Bowen  and  H.  L. 
Mlukerjl  were  elected  Conference  Stewards. 

Report  of  Committee  on  Visiting  the  Seminary.— J.  Blackstock  report- 
ed for  the  Committee  on  visiting  the  Theological  Seminary. 

General  Conference  News.— At  the  request  of  JT.  H.  Gill  for  the  Con- 
ference, Bishop  Warne  gave  his  impressions  of  the  recent  General  Con* 
ference,  and  the  relation  of  the  home  church  on  the  question  of  Foreign 
Missions. 

Letter.— The  Secretary  read  a  letter  from  W.  A.  Mansell,  dated  De- 
cember 4th,  1900,  Valley  City,  N.  D. 

Elections. — C.  L.  Bare  was  re-elected  Coroaponding  Secretary  and 
D.  L.  Tho^^urn  re-elected  Mission  Treasurer. 

Thirteenth  Question  :  Bareilly  District.- -The  Thirteenth  Question  waB 
taken  up.  The  name  of  P.  L.  Neeld  was  called,  his  character  was  pass- 
ed, and  he  reported  the  work  of  the  Bareilly  District.  The  names  of 
the  following  were  called,  their  characters  passed,  and  they  reported 
their  collections  :— Basant  Ram,  S.  S.  Dease,  Samuel  Phillip,  W.  R. 
Bowen,  .Toseph  Wahid-ud-Din,  Nizam  AH,  W.  T.  Speake,  G.  C.  Hewes, 
Joshua  Solomon,  Rehari  Lai  H,  Chhiddu  S.  Paul,  B.  P.  Cocker, 
Joseph  Dysell,  J.  Blackstock,  H.  K.  List,  James  Jordan,  .Jawala 
Singh,  H.  L.  Mukerji.  Bahadur  Singh's  and  Kanhaya  Singh's  names 
were  called  but  they  were  absent :  T.  J.  Scott  asked  to  report  later. 

Aaron  Sweet.— On  motion,  Aaron  Sweet  was  requested  to  go  before 
the  Committee  on  Conference  Relations. 

Collections.— On  motion  of  Jawala  Singh,  it  was  recommended  that 
hereafter  more  emphasis  be  put  on  collections  for  worn-out  local 
preachers  and  exhorters. 

Standing  Committees.— The  Standing  Committees  nominated  by  the 
Presiding  Elders  last  year,  for  this  Conference,  were  approved. 

Qarhwal  District.— The  name  of  J.  H.  Gill  was  called,  his  character 
passed,  and  he  reported  the  work  of  the  Gbrhwal  District.  The 
names  of  the  following  were  called,  their  characters  passed,  and  they 
reported  their  collections  :— P.  W.  Greenwold,  Sabine  Mansell,  David 
A.  Chowfin. 
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Qonda  District.— The  name  of  William  Peters  was  called,  his  char- 
acter passed,  and  he  reported  the  work  of  the  Goada  District.  The 
names  of  the  following  were  called,  their  characters  passed,  and  they 
reported  their  collections  r—Behai'i  Lai,  John  F.  Samuei,  Super! an 
B.  Finch,  Baldeo  Pershad,  Crawford  Hancock,  Joshua  S.  Samuel. 
Samuel  Wheeler  was  absent. 

Adjournment.— On  motion  of  J.  W.  Uobinson,  after  the  announce- 
ments had  been  made,  the  session  adjourned  for  the  day,  with  the  sing- 
ing of  the  Doxology  and  the  pronouncing  of  the  Benediction. 


SECOND  DAY. 

Bar£II.ly,  January  lOt/i,  1901. 

Opening  Exercises.  -The  session  opened  with  Bishop  Warne  in  the 
chair,  and  after  the  devotional  exercises,  which  were  led  by  S. 
Knowles,  the  minutes  of  the  previous  day  were  read  in  both  English 
and  Vernacular,  and  approved. 

Bahadur  Singh—The  name  of  Bahadur  Singh  was  again  called  ; 
his  Presiding  Elder  answered  for  him,  stating  that  he  had  been  detained 
on  at'oount  of  the  illness  of  his  child.  His  character  was  passed  and 
his  collection  reported  through  the  Presiding  Elder.  At  the  request 
of  Brother  Bahadur  Singb,  the  Couferenco  engaged  in  a  short  season 
of  prayer  for  his  child. 

Introduction.-  -Dr.  H.  Mansell  of  the  Nurth-West  India  Conference 
was  introduced,  and  addressed  the  meeting.  lie  was  invited  to  parti- 
cipate in  the  sessions. 

Kanhaya  Singh.— Kanhaya  Singh's  name  was  called,  his  character 
passed,  and  he  reported  his  collections. 

Conference  Treasurer  and  Corresponding  Secretary  — The  Conference 
Treasurer  was  called  upon  and  reported  the  progress  of  his  work. 
The  Corresponding  Secretary  gave  notice  that  the  correspondence  of 
the  year  was  on  the  table  for  inspectioh. 

Order  of  the  Day.  —The  motion  of  N.  L.  Rockey  prevailed,  that  the 
order  of  the  day  to-morrow  at  I  o'clock  be  the  hearing  of  the  Statistical 
Report. 

Addition  to  Auditing  Committee.— On  motion  of  J.  N.  West,  the  name 
of  R.  I.  Faucett  was  added  to  the  Auditing  Committee. 

Thirteentii  Question :  Hardoi  District. — The  Thirteenth  Question  was 
resumed.  The  name  of  Samuel  Tupper  was  called,  his  character  was 
passed,  and  he  reported  the  work  of  the  Hardoi  District.  The  names 
of  Yaqub  Shah  and  A.  G.  McArthur  were  called,  their  characters  were 
passed,  and  they  reported  their  collections. 

Kumaon  District.— The  name  of  S.  Knowles  was  called,  his  charac- 
ter was  passed,  and  he  reported  the  work  of  the  Kumaon  District. 
The  names  of  the  following  were  called,  their  characters  were  passed. 


20  MINUTES  OF  CONFERENCE. 

and  they  reported  their  ooUections  :— Harkua  Wilson,  N.  L*  Rockey,  J. 
C.  Butcher,  Benjamin  Patras,  S.  Lawrence. 

Moradabad  District.— The  name  of  L.  A.  Core  was  called,  his  charac- 
ter was  passed,  and  he  reported  the  work  of  the  Moradabad  District. 
The  names  of  the  following  were  called,  their  characters  passed,  and 
they  reported  their  collections  :— Seneca  Falls.  Matthew  Stephen,  Henry 
B.  Mitchell,  Fazl  Maslh,  Mazhar-ul-Haqq,  .Joseph  Jacob,  Charles 
Shipley. 

Oudh  District.— The  name  of  J.  W.  Kobinson  was  called,  his  char- 
acter was  passed,  and  he  reported  on  the  work  of  the  Oudh  District. 
The  names  of  the  following  were  called,  their  characters  passed,  and 
they  reported  their  collections  : -D.  P.  Kidder,  J.  N.  West,  D.  M. 
Butler,  J.  H.  Messmore,  C.  L.  Bare,  G.  D.  Presgrave,  D.  L.  Thoburn, 
G.  H.  Frey,  Chhote  Lai,  (W.  A.  Mansell,  on  furlough). 

Pilibhit  District. — The  name  of  Hiram  A.  Cutting  was  called,  his 
character  was  passed,  and  he  reported  on  the  work  of  the  Pilibhit 
District.  The  name  of  Bhikki  Lai  was  called  and  he  reported  his  col- 
lections. 

Sambhal  District. -  The  name  of  Horace  J.  Adams  was  called,  his 
character  was  passed,  and  he  reported  on  the  work  of  the  Sambhal 
District.  The  names  of  Warren  Scott,  Ram  Sukh  Franklin,  Bahadur 
S.  Phillip,  (and  Karim  Maslh,  absent)  were  called,  their  characters 
passed,  and  they  reported  their  collections.  • 

Desi  Missionary  Society.— A  motion  was  introduced  by  S.  S.  Dease, 
that  a  portion  of  our  field  be  set  aside  to  be  supported  by  the  Desi 
Missionary  Society.  After  some-discussion,  the  motion  prevailed  that 
this  matter  be  referred  to  the  Finance  Committee. 

Order  of  the  Day.— It  was  decided  that  the  vote  on  *'  the  Proposed 
New  Constitution  for  the  Church  "  be  taken  to-morrow  at  12  o^clock. 

Case  of  A.  Solomon.— On  motion  of  P.  L.  Neeld  the  relation  of  Abra- 
ham Solomon  was  changed  to  that  of  Superannuate,  and  his  case  was 
referred  to  the  Conference  Stewards. 

Introduction.— J.  B.  Thomas  of  the  North-West  India  Conference 
was  introduced  and  invited  to  participate  in  the  discussions. 

Ninth  Question.- TheNinth  Question  was  called.  Joseph  H .  Smart's 
name  was  called,  his  character  was  passed,  and  he  reported  his  collec- 
tions. Hejwas  continued  in  the  same  class.  The  name  of  Prabbhu 
Dayal  was  called,  his  character  was  passed,  and  he  reported  his  col- 
lections. Pending  discussion,  the  Conference  adjourned,  after  hearing 
announcements. 


THIRD  DAY. 

Bareully,  January  ll^/t,  19()1. 

Opening  Exercises. —The  se^bion  was  opened  with  the  Bishop  in  the 
chair,  and  the  devotional  exercises  were  copducted  by  W.  B.  Empey, 
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Minutei.  —The  minutes  of  the  previous  day  were  read  in  both 
Sngliah  and  Vernacular,  and  were  approved. 

BansiDhar.— The  name  of  Bansi  Dhar  was  called,  hie  character 
was  passed,  and  he  reported  his  collections. 

Letter  from  Fuchau.— Bishop  Warne  read  a  portion  of  a  letter 
from  Bishop  Moore  in  Fuchau,  which  stated  that  affairs  had  quieted 
down,  and  that  if  no  unforeseen  trouble  arose,  the  work  could  be  car- 
ried on  not  only  in  that  vicinity,  but  also  in  the  interior. 

Location.— On  motion  of  F.  L.  Neeld,  Aaron  Sweet,  at  his  own  re- 
quest, was  g^ranted  a  location. 

Intxoductions.— Rev.  T.  S.  Wynkoop  of  the  North  India  Bible  So* 
ciety,  Miss  Dr.  Lewis,  recently  arrived  from  the  United  States,  Misi 
Harvey,  recently  returned  from  the  United  States,  and  J.  C.  Lawson 
of  the  North- West  India  Conference,  were  introduced  and  the  privilege 
of  the  floor  granted  to  Mr.  Wynkoop  and  Brother  Lawson.  Mr.  Wyn- 
koop briefly  addressed  the  Conference. 

Ninth  Question. --The  Ninth  Question  was  resumed.  The  name  of 
Prabbhu  Dayal  was  again  called. 

Order  of  the  Day.— The  order  of  the  day,  the  vote  on  the  Proposed 
New  Constitution,  was  taken  up.  The  vote  resulted  :  Affirmative  34, 
Negative  38. 

Statistical  Report.— The  order  of  the  day,  the  Statistical  Report, 
was  taken  up  and  N.  L.  Rockey  gave  his  report.  On  motion  of  T.  J. 
Scott  the  report  was  accepted,  and  on  motion  of  D.  L.  Thoburn  the 
report,  together  with  the  explanations  of  the  Statistical  Secretary,  were 
ordered  to  be  published. 

State  of  the  Church.— The  report  of  the  Committee  on  the  State  of 
the  Church  was  called  for  and  given  by  T.  J.  Scott.  On  motion  of 
J.  H.  Gill  the  report  was  accepted,  and  a  vote  of  thanks  was  extended 
to  Dr.  Scott  and  the  Committee  for  the  very  interesting  and  carefully 
prepared  report 

Order  of  the  Day.— The  motion  prevailed  that  the  order  of  the  day 
to-morrow,  at  12  o'clock,  be  the  reception  of  members  into  full  connec- 
tion. 

North  India  rfible  Society.— At  the  request  of  the  Conference,  T.  S. 
Wynkoop  gave  an  address  upon  the  work  of  the  North  India  Bible 
Society.  The  following  resolution  was  presented  by  J.  H.  Gill  and 
adopted  by  the  Conference:— 

*'  Rest)lve9,  That  we,  the  members  of  the  North  India  Conference, 
are  glad  to  welcome  the  return  to  India  of  Rev.  T.  S.  Wynkoop  and 
to  hear  his  representation  of  the  work  of  the  North  India  Bible  Soci- 
ety ;  we  hereby  pledge  to  him  our  continued  interest  and  co-operation 
in  the  work  of  the  Society,  and  to  take  up  collections  for  the  same, 
daring  the  year:  Further,  that  we  accede  to  his  request  to  appoint  a 
committee  of  three  or  five  of  the  best  Native  Hindustani  scholars  of  our 
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CoDference  to  help  in  the  examination  of    the  new  translation— this 
committee  to  be  appointed  by  the  Cabinet  '* 

Adjournment. — After   announcements,    and   the  closing  exercises, 
the  Conference  adjourned  for  the  day. 


FOURTH    DAY. 

Bareilly,  Jannm^  12th,  1001. 

Opening.— After  the  devotional  exerciser,  which  were  led  by  B.  I. 
Faucett,  the  Bishop  took  the  chair. 

Minutes.— The  minutes  were  read  in  English  and  Hindustani, ^and 
after  corrections  approved. 

Introductions.— Dr.  and  Mrs.  Charles  H.  Buck  of*  the  New  York  East 
Conference,  Rev.  and  Mrs.  McMurray  of  the  American  Free  Method- 
ist Mission,  Miss  McKinley  of  the  Bengal-Burma  Conference,  and 
Brothers  Mahbub  Khan  and  Farnon  of  the  North- West  India  Con- 
ference, were  introduced  to  the  Conference.  Dr.  Buck  briefly  addres- 
sed the  Conference,  and  on  motion  of  J.  C.  Butcher,  he  was  asked  to 
take  a  seat  on  the  platform  and  invited  to  participate  in  the  disoub- 
sions. 

Resolution.— The  Secretary  read  the  following  resolution  from  the 
Finance  Committee,  which  on  motion  of  J.  H.  Messmore  was  a- 
d  opted  :  — 

Inasmuch  as  Dr.  Goucher,  in  his  letter  of  November  28th,  1900, 
addressed  to  Bishop  Parker,  has  notilied  us  that  the  time  has  come 
when  he  must  withdraw  the  financial  support  given  by  him  to  the 
schools  in  India,  therefore: 

llesolved,  1.  Though  we  very  much  regret  that  wc  are  now  to 
lose  the  very  substantial  financial  assistance  which  Dr.  and  Mrs. 
Goucher,  for  so  many  years,  have  given  us,  we  thankfully  place  on 
record  this  formal  acknowledgment  of  the  great  help  which  the  Gou- 
cher Schools  have  brought  to  our  work  during  the  past  eighteen  years. 

2.  That  we  do  hereby  tender  to  Dr.  and  Mrs.  Goucher  our  sincere 
and  very  hearty  thanks  for  the  help  they  have  given  us;  and  which  has 
been  continued  for  more  than  three  times  the  number  of  years  rnv^t 
mentioned  by  Dr.  Goucher  as  the  period  for  which  such  aid  would  be 
given. 

3.  Although  the  Goucher  Schools  cease  to  exist  as  a  separate 
branch  of  Christian  woris.  in  the  North  India  Conference,  we  have  much 
pleasure  in  assuring  Dr.  and  Mrs.  Goucher  that  the  good  fruits  of  their 
Christian  service  in  this  way  will  abide,  and  will  be  perpetuated  in  the 
lives  and  labours  of  many  Christian  workers  who  have  had  their  edu- 
cation in  the  Goucher  Schools. 
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4.  That  the  Correspondingly  Secretary  of  the  N^orth  India  Con- 
ference be,  and  is  hereby,  instructed  to  forward  to  Dr.  Goucher  a 
copy  of  the  above  resolution,  and  also  to  convey  to  him  and  to  Mrs. 
Qoucher  the  Christian  g'reetln^s  of  this  Finance  Committee  and  of  the 
North  India  Conference. 

C.  L,  Bark,  8cn*etnry» 

Conference  Treasurer. —On  motion  of  G.  C.  Hewes,  D.  L.  Thoburn 
was  elected  Conference  Treasurer  in  place  of  J.  N.  West,  who  had  re- 
turned home. 

Conference  Stewards*  Report.— J.  H.  Messmore  read  the  report  ot 
the  Conference  Stewards,  which  on  motion  of  J.  H.  Gill  was  accepted. 
J.  H.  Messmore  then  submitted  a  report  on  the  case  of  Mrs.  Frank, 
which  on  motion  of  William  Peters  was  accepted. 

Conference  Board  of  Examiners. — T.  J.  Scott  submitted  the  followingf 
motion  from  the  Board  of  Examiners,  which  was  carried  by  a  risini; 
vote:  — 

Inasmuch  as  it  is  the  wish  of  the  Conference  Board  of  Examiners, 
that  the  present  custom  of  holding  examinations  twice  a  year  should 
continue,  and  whereas  the  Discipline  ^ives  examinees  the  right  of 
being  examined  in  all  their  studies  at  Conference  time;  therefore  the 
Board  of  Examiners  desire  the  Couference  to  state  its  pleasure  in  the 
matter,  riz,\  whether  there  shall  be  two  examinations  or  one.  With 
this  in  view,  the  Board  presents  the  following: 

Resolved,  That  the  present  custom  of  holdin^f  examinations  twice 
a  year  be  continued. 

T.  J.  Scott,  a  L.  Bark, 

.1.  H.  Messmork,  S.  S.  Dkase. 

Order  of  the  Day.— The  order  of  the  day,  the  Seventh  Question,  was 
taken  up.  The  names  of  Yaqub  Ali  and  Kay  Silas  were  called,  their 
characters  were  passed,  and  they  were  continued  on  trial  in  the  same 
class. 

Report  on  Theological  Seminary.-- S.  S.  Dease  gave  the  financial  re- 
port of  the  Theological  Seminary,  which  on  motion  of  H.  A.  Cutting 
was  adopted. 

Eleventh  Question. — The  Eleventh  Question  was  taken  up.  The 
name  of  Misri  Charan  was  called,  and  he  was  elected  to  Deacon's  or- 
ders, as  a  local  preacher.  The  name  of  Yaqub  Singh  was  called,  and 
he  was  elected  Deacon  under  the  Missionary  Rule,  on  motion  of  J.W. 
Robinson. 

Ninth  Question. — The  Ninth  Question  was  taken  up.  The  names  of 
Prabbhu  Dayal  and  J.  H.  Smart  were  called  again,  and  they  were  ad- 
▼anced  to  the  class  ot  Effective  Elders. 
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The  name  of  Ganga  Nath  was  called,  and  he  was  continued  in  Uie 
Fourth  Year.  The  name  of  Mohammed  Hasan  Jan  was  called,  and 
on  motion  of  T.  J.  Scott,  he  was  elected  Elder  on  conditiou'that  he  pass 
his  examination. 

On  motion  of  J.  C.  Butcher,  the  case  of  Bonvier  Milton  was  re- 
considered, and  he  was  elected  to  Deacon's  orders. 

On  motion  of  L.  A.  Core,  Matthew  Stephen  was  excused  for  the 
remainder  of  the  session  on  account  of  serious  illness  in  his  family. 

Twenty-second  Question.  -  The  Twenty-second  Question  was  taken 
up.  'J*he  name  of  VV.  W.  Ashe  was  called,  his  character  passed,  and 
on  motion  of  J.  H.  Gill  he  was  made  effective. 

On  motion  of  S.  Koowles.  J.  L.  Humphrey,  .7.  W.  Waugh  and  T. 
Craven  wero  continued  in  the  Supernumerary  relation. 

Twenty-third  Question.— The  Twenty-third  Question  was  taken  up. 
On  motion  of  .T.  W.  Robinson,  the  name  of  Ambica  Charan  Paul  was 
referred  to  the  Committee  on  Conference  Relations. 

Deaconnesses. — J.  C.  Butcher  reported  on  behalf  of  the  Board  of 
Deaconnesses  that  Miss  Alice  Means  and  Miss  Helen  Ingram  had  been 
approved  as  full  Deaconnesses  and  recommended  for  consecration. 

Next  Conference.^On  motion  of  J.  H.  Gill,  the  Conference  proceed- 
ed  to  choose  the  place  for  the  meeting  of  the  next  conference.  Luck- 
now  was  chosen. 

Fourth  Question.— The  Fourth  Question  was  taken  up.  The  names 
of  Brenton  T.  Badley  and  Arthur  S.  Wesley  were  called,  their  char- 
acters were  passed,  and  they  were  received  on  trial. 

Desi  Missionary  Society.— The  Secretary  read  the  following  report 
from  the  Finance  Committee :  — 

The  following  resolution  was  adopted  by  the  Finance  Committee 
and  forwarded  to  this  Conference  for  favour  of  sanction :  Resolved, 
That  we  petition  the  Annual  Conference  to  adopt  the  Desi  Missionary 
Society  as  our  Conference  Domestic  Missionary  Society,  in  accord- 
ance with  Art.  361  of  the  Discipline. 

C.  L.  Bare,  Secretary, 

Finance  Committee, 

A  motion  was  made  and  seconded  to  adopt  the  report.  Pending 
discussion,  the  Conference  adjourned  for  the  day. 


FIFTH  DAY. 

Bareilly,  January  lith,  1901. 

Opening.— The  Conf«rence  convened  at  9  A.  M.,  Bishop  Warne  pre- 
siding.    The  opening  exercises  were  conducted  by  H.  L.  Mukerji. 

Minutes.— The  minutes  of  the  previous  session  were  read  and  ap- 
proved. On  motion  of  H.  A.  Cutting^  the  reading  of  the  minutes  in  the 
Vernacular  was  dispensed  with. 


MINUTES  OF  OONFEHfiNCE.  2S 

Deti  Miasiofuury  Society.  The  question  of  adopting  the  Desi  Mission- 
ary Society  was  taken  .up,  and  on  motion  of  Q.  D.  Presgrave  was  re- 
ferred to  a  committee  which  is  to  report  to  the  next  Conference. 

Conference  adjourned  on  motion  of  J.  W.  Robinson. 

Second  Session. 

The  Conference  re-assembled  at  11  a.  m.,  and  the  devotional  exer- 
cises were  conducted  by  Joseph  Wahid-ud-Din. 

Committee  on  Desi  Miasionmiy  Society.— The  appointment  of  the  Com- 
mittee on  the  Desi  Missionary  Society  was,  on  motion  of  J.  W. 
Robinson,  referred  to  a  Committee  consisting  of  T.  .T.  Scott,  6.  D. 
Presgraye,  and  S.  Tupper. 

Theological  Seminary :  Amendment  to  Constitution.  — T.  J.  Scott  submit- 
ted the  following  request  from  the  Board  of  Trustees  of  the  Theological 
Seminary  :«'*On  motion  it  was  recommended  that  Conference  amend  the 
Constitution  of  the  Seminary  so  that  Art.  V  (1),  which  now  reads 
*  the  Bishop  in  charge  of  India  and  Malaysia,  '  may  read,  *  the 
Bishops  in  charge  of  Southern  Asia.'  " 

The  request  was  granted  and  the  amendment  adopted. 

On  motion  of  T.  J.  Scott,  F.  L.  Neeld  was  added  to  the  Board  of 
Trustees  of  the  Theological  Seminary,  and  William  Peters  was  elected 
Conference  Visitor  to  the  Theological  Seibinary  for  two  years. 

Report  of  Theological  Seminary.— T.  J.  Scott  presented  the  report  of 
the  Theological  Seminary,  which  was  adopted,  and  on  motion  of  F. 
L.  Neeld,  the  Conference  returned  a  rising  vote  of  thanks  to  Dr.  Scott 
for  his  report  and  his  thirty  years*  work  in  and  for  the  Seminary. 

Ninth  Question.— The  Ninth  Question  was  taken  up.  The  names  of 
John  H.  Walter,  Bulaqi  Singh  and  Nathaniel  B.  Cbilds  were  called, 
their  characters  passed,  they  reported  their  collectioas,  and  they  were 
continued  in  the  studies  of  the  Third  Year.  The  names  of  tTames  Thomp- 
kinson,  Lazar  Shab,  JhnkkanLal,  and  Prem  Singh- were  called,  their 
characters  passed,  they  reported  their  collections,  and  were  passed  to 
studies  of  the  Fourth  Year,  La/.ar  Shah  being  conditioned  in  two  studies. 

Fifth  Question.— The  name  of  Yaqub  Singh  was  called* and  he  was 
continued  in  the  First  Year  The  name  of  R.  I.  Faucett  was  called  and 
he  was  passed  to  the  class  of  the  Second  Year. 

On  motion  of  F.  L.  Neeld,  the  following  resolution  was  adopted  :  — 

Whereas  our  whole  Church  has  entered  heartily  into  the  20th  Cen- 
tury Forward  Movement ; 

And  whereas  Rev.  J.  W.  Robinson  of  our  Conference  has  been 
appointed  General  Secretary  of  this  Movement  for  Southern  Asia,  with 
a  view  to  organizing  the  movement  amonor  the  conferences  of  our 
Southern  A^ia  field  : 

Therefore  :  Resolved,   That  we  request  the  Bishop  in  Cabiixift  id 
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appoint  one  of  our  number  to  act  as  Secretary  of  this  Movement  with- 
in the  bounds  of  our  Conference. 

Also,  Resolved,  That  we  will  push  this  Movement  with  all  zeal 
possible;  and  considering  earnest,  definite  special  prayer  to  be  funda- 
mentally necessary,  we  approve  of  the  use  of  the  card  issued  contain- 
ing a  list  of  prayer  topics. 

F.  L.  Neeld, 
J.  H.  Gill. 

Certificate.— The  Secretary  read  the  following  certificate  of  ordin- 
ation to  the  Conference  :  — 

This  certifies  that  at  Bareilly  on  Sunday,  January  13th,  1901,  in 
accordance  with  the  Discipline  of  the  Methodist  Episcopal  Church,  and 
by  the  authority  of  the  North  India  Conference,  I  ordained  to  the 
office  of  Deacon  Misri Charan,  Bonvier  Milton,  Yaqub  Singh,  and  with 
the  help  of  elders  I  ordained  to  the  office  of  Elder  Prabbhu  Dayal, 
Joseph  H.  Smart,  Mohammed  Hasan  Jan. 

Given  under  my  hand  at  Bareilly  this  14th  January  1901. 

Frank  W.  Warne, 

President. 

Reid  Christian  College  Tru8tee8.--On  motion  of  C.  L.  Bare,  the  follow- 
ing were  elected  Trustees  of  Reid  Christian  College,  Lucknow^:— 

R.  Hoskins,  P.  M.  Buck,  F.  L.  Neeld,  1902  ;  W.  E.  Crawshaw, 
Esq.,  T.  J.  Scott,  D.  M.  Butler,  1903 ;  J.  W.  Robinson,  J.  C.  Butcher, 
L.  A.  Core,  1904 ;  Bishop  J.  M.  Thoburn,  Bishop  E.  W.  Parker  {Presi- 
dent  of  Board),  and  Bishop  F.  W.  Warne,  JEx-Officio  Members;  C.  L. 
Bare,  JEx-Offido  Secretary, 

Place  of  Conference  Reconsidered.— On  motion  of  B  as  ant  Ram,  the 
question  of  the  place  for  the  next  conference  was  reconsidered.  The 
vote  resulted  in  choosing  Moradabad. 

Temperance.— The  report  on  Temperance  was  submitted  by  J.  Black- 
stock  and  on  motion  of  S.  Tupper  was  adopted. 

Sunday  Schools.— S.  S.  Dease  submitted  the  report  on  Sunday 
Schools,  which  was  adopted. 

Aid  for  Conference  Claimants.— On  motion  of  J.  H.  Gill,  the  President 
of  the  Conference  was  authorized  to  draw  on  the  Chartered  Fund  and 
the  dividend  of  the  Book  Concern  for  the  aid  of  Conference  claimants. 

Finance  Committee :  Election.— On  motion  of  J.  H.  Gill  the  Conference 
proceeded  to  the  election  of  the  Finance  Committee.  On  motion  of  J.  W. 
Robinson,  it  was  ordered  that  on  the  ballot  which  elected  the  Finance 
Committee,  the  two  receiving  the  next  highest  votes,  after  the  full  num- 
ber were  elected,  be  considered  as  elected  alternates. 

The  ballot  for  the  Finance  Committee  resulted  in  the  election  of 
J.  G»  Butcher,  S.  S.  Dease,  J.  Jacob,  H.  !«.  Mukerji,  and  W.  R.  Brown 
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to  the  Finance  Committee,  and  M.  Stephen  and  F.  W.  Greenwold  as 
alternates.  A  second  hallot  was  ordered,  which  resulted  in  electing 
8.  Knowles  to  the  Finance  Committee,  and  T.  J.  Scott  and  J.  H,  Mess- 
more  as  alternates. 

Resolution  :  Dr.  C.  H.  Buck.— J,  H.  Gill  read  the  following  resolu- 
tion, which  was  adopted  by  a  rising  vote  :— 

We,  the  members,  of  the  North  India  Annual  Conference,  hereby 
express  our  unfeigned  pleasure  at  the  vi^it  to  our  Qonference  of  the 
Rev.  C.  H.  Buck,  O.  D.,  of  theNew  York  East  Annual  Conference,  ac- 
companied by  hiK  esteemed  wife,  Mrs.  Buck  ;  and  we  also  express  the 
great  delight  and  profit  we  received  from  the  very  able  and  helpful  ser- 
mon he  preached  before  the  Conference.  We  sincerely  hope  and  pray 
that  their  lives  maybe  preserved  during  their  further  journeys  and  that 
they  may  in  due  time  arrive  at  their  home  in  safety. 

We,  as  a  Conference,  earnestly  request  them  to  represent  to  the  home 
church  the  condition  and  needs  of  the  mission  work  in  India. 

Joseph  H.  Gill, 
F.  L.  Neeld, 
T.  J.  Scott, 

S.    S.  DBASE. 

Dr.  Buck  responded. 

Board  of  Education.— -L.  A.  Core  presented  the  report  of  the  Board 
of  Education,  which  on  motion  of  H.  J.  Adams  was  adopted. 

New  Constitution  Reconsidered- On  motion  of  N.  L.  Rockey  the 
question  of  the  Proposed  New  Constitution  was  reconsidered,  and  the 
vote  resulted  as  follows  :  Affirmative  59,  Negative  5. 

Auditor's  Report.— G.  C.  Hewes  read  the  Auditor's  report,  which 
on  motion  of  F.  L.  Neeld  was  adopted. 

Resolution.— G.  D.  Pre^grave  presented  the  following  resolution, 
which  on  motion  of  S.  Tapper  was  adopted  :— 

Ham  shuraki  i  Awadh  disfrikt  k^nfarans  North  India  s414na  k4n- 
farans  o  finance  committee*  o  nfz  buzurg  Bishop  s^hib  se  darl^hw&st 
karte  hain  ki  &yanda  kof  naf  sarki(  na  kholl  j&we,  t^-waqt  kl  us  men 
kam  se  kam  prichar  in  ch&rj  ko  &\h  madadg^r  na  milen. 

J.  H.  Smart,  G.  H.  Frey, 

Chhote  Lal,         G.  D.  Fresgrave, 
Yaqub  Au. 

J.  H.  Smart  presented  the  following  resolution,  which  was  adopted 
by  a  rising  vote  :— 

Ham  8hurak4  i  North  India  kdnf  arans  ko  is  bdt  ke  zdhlr  karne  se 
rok  nahfn  sakte  ki  ham  sab  ke  dil  shukrguz&rl  se  ma'milr  haig  ki 
hamire  *aziz  o  buzurg  Pddrl  P.  M.  Buck  s&hib  Nortii-West  India 
kinfarans  ne  ham  ko  rUh&nf  ^^hdr&k  se  ser  kiy&,  jis  se  ham  sab  ne 
barf  t4zagl  pdf.  K&sh  kl  Khudd  aise  buzurgon  ko  roz  ba-roz  baff 
barf  barakaton  se  sarsabz  kare,    North  India  k&nlarans  ke  shurakd 
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k(  ^ud&  86  du'd  bai  kl  P4dri  Buck  s^hib  kf  'umr  ko  dar&z  kare  aur 
t&qat  bal^hshe,  apne  jal&l  aur  apnC  khidmat  ke  liye. 

J.  H.  Smart,  W.  K.  Bowen, 

G.  D  Prbsgbave,        H.  K.  List. 

J.  H.  Gill. 

William  Peterb  t-ead  the  foilowiu*<  resolutions,  which  were  adopted 
by  risiug:  votes  :  — 

I.  Ham  sab  Miuilustaai  aur  Waldyati  membar&n  i  k&nfarans 
apne  'axiz  Bishof)  s^hib  aur  un  ki  mem  sahiba  ke  s&th  dilf  ranj  aur 
afsos  ke  s^th  apni  ham-dardi  z^hir  karte  hain. 

Agarchi  hamdrf  ummed  jis  ke  liye  hamen  purf  intizarf  thf,  ki  we 
hamdre  darmiydn  mau|ud  hon^e,  munqata'  hiii.  tau  bhi  Il&hf  intizdm 
aur  razd  men  hum  razamand'hain.  Ab  tab  i  dil  se  Bishop  s&hib  o 
'azfz  mem  sAhiba  ke  liyo  IChudawaad  Karim  se  iltijd  hai,  ki  wuh  ' 
unhen  apne  aM4  intiz&m  aur'marzf  ke  muwdfiq  k&mil  shifA  bakhshe, 
ki  phir  un  ki  mubdrak  isldhon  aur  nek  nauihatonsemustafaizhon,  aur 
is  wasi'  khet  men  un  ke  sharfk  hoke  khidmat  I14hf  karen. 

w.  Peters,  S.  Tupper, 

J.  W.  RoBisoN,       H.  A.  Cutting, 
H.  L.  Mukerjee,     J.  Jacob. 

II.  *We,  the  members  of  the  North  India  Conference,  are  exceeding- 
ly thankful  both  to  God  and  the  General  Conference,  that  they  set  apart 
three  Bishops  for  Southern  Asia  in  the  beginning  of  this  the  Twentieth 
Century.  The  progress  of  the  Methodist  Church  is  apparent  from  this, 
and  it  is  hoped  that  even  more  progress  will  be  made  under  the  gui- 
dance of  our  Bishops. 

Although  it  is  a  matter  of  regret  that  our  honoured  and  beloved- 
Bishop  Thoburn  and  Bishop  Parker  are  not  present  In  our  Conference 
this  year,  yet  their  love  is  in  our  hearts  and  we  express  our  cordial 
gratitude  that  in  their  absence,  Bishop  Warne  was  present  and  carried 
out  the  work  with  great  excellence  and  prudence.  It  was  a  great  plea- 
sure that  our  beloved  Bishop  Warne  had  this  opportunity  of  getting 
acquainted  with  the  Hindustani  brethren. 

It  is  with  great  pleasure  we  state  that  we  all  derived  a  great 
spiritual  uplift  from  the  sermon  which  Bishop  Warne  delivered  on  Sun- 
day.  May  God  grant  him  long  life,  bodily  strength  and  even  more 
fullness  of  the  Holy  Spirit,  that  God*s  glory  may  be  manifested  abun- 
dantly by  him  in  India. 

H.  A.  Cutting,       VV.  Peters, 

s.  B.  Finch,  s.   Tupper, 

L.  A.  Core,  J.   Jacob, 

F.  L.  Nbkld,  J.  W.  Robinson. 

*  TraThslation  from  the  HindtLStani. 

Special  Committee,  Desi  Missionary  Society. —T.  J.  Scott  read  the  fol- 
lowing nominations  for  the  Special  Committee  ordered  to  consider  the 
question  of  the  Desi  Missionary  Society,  which  were  accepted  :— 

Ganga  Nath,  Chhote  Lai,  S.  B.  Finch,  H.  L.  Mukerji,  J.  H.  Gill, 
G.  D.  Presgrave,  and  D.  M.  Butler. 
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On  motion  ol  H.  L.  Maker ji  the  aame  of  H.  A.  Cutting  was  added, 
and  on  motion  of  J.  H.  Gill  the  name  of  T.  J.  Scott  was  added. 

Report  of  the  Cabinet  on  Standing  Committees.  -J.  W.  Robinson  read  the 
report  of  the  Cabinet  on  the  Standing  Committees.  On  motion  of  C  L. 
Bare  the  name  of  T.  J.  Soott,  at  his  own  request,  was  replaced  by  that 
of  S  Knowles  as  Chairman  of  the  Committee  on  the  State  of  the  Church. 
The  nominations  of  the  Cabinet  were  then  adopted  as  a  whole. 

Dr.  Buck. — The  Bishop  announced  that  Dr.  C.  II.  Buck  had  given 
£10.  to  be  used  at  the  discretion  of  the  Bishop  and  the  Finance  Com- 
mittee in  the  work  of  the  Conference.  The  Conference  gave  Dr.  Buck 
a  rising  vote  of  thanks. 

Muttra  Mission  Training  School.— The  report  of  the  Muttra  Mission 
Training  School  was  read  by  the  Secretary,  and  on  motion  of  S.  Tup- 
per  was  adopted,  and  Mrs.  Parker  and  Miss  Tho burn  were  elected  mem- 
bers of  the  Board  of  Trustees  of  that  institution. 

Board  of  Examiners.— C.  L.  Bare  presented  the  report  of  the  Board 
of  Examiners,  which  on  motion  of  L.  A.  Core  was  adopted. 

Naini  Tal  Schools.— J.  C.  Butcher  nominated  the  Local  Committee 
on  the  Naini  Tal  Schools.  On  motion  of  F.  L.  Neeld  the  nominations 
were  accepted  and  the  Committee  elected. 

Adjournment.— On  motion  of  N.  L.  Rockey,  the  Conference  adjourn- 
ed to  meet  at  4-30  p.  m. 

Third  Session. 

Opening. —After  singing,  and  prayer  by  J.  Blackstock,  the  third 
seaslon  of  the  day. was  opened  at  4-80  p.  m.,  the  Bishop  presiding. 

Minutse— The  minutes  of  the  previous  bession  were  read  and  ap- 
proved. 

Sanitarium  Committee. —On  motion  of.  N.  L.  Rockey  the  appoint- 
ment of  a  Committee  on  Sanitariums  was  referred  to  the  Finance  Com- 
mittee. 

Desi  Missionary  Society.— U.  L.  Mukerji  gave  the  following  report 
for  the  Special  Committee  on  the  Desi  Missionary  Society  :~ 

'*The  Committee  on  the  Desi  Missionary  Society  reports  that  it 
recommends  the  adoption  of  the  society  as  our  Conference  Domestic 
Missionary  Society."    The  report  was  adopted. 

On  motion  of  C^  L.  Bare,  the  committee  appointed  on  the  Desi 
Missionary  Society,  was  appointed  as  the  Standing  Committee  of 
the  Domestic  Missionary  Society.  On  motion  of  H.  L.  Mukerji, 
T.  J.  Scott  was  elected  Chairman  of  this  committee. 

Board  of  Education.— On  motion  of  F.  L.  Neeld,  the  Secretary  was 
instructed  to  cast  the  ballot.for  the  nominees  for  the  Board  of  Educa- 
tion. 

Bishop  Thoburn.^The  Secretary  was  instructed  to  send  a  vote  of 
sympathy  and  affection  to  Bishop  and  Mrs.  Thohurn. 
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Letter,  Resolutions. —The  Secretary  read  a  letter  from  J.  W.  Waugh. 
The  Secretary  read  the  following  resolutions,  which  were  carried  by 
rising  votes  :  — 

I.  Resolved,  That  we,  the  members  of  the  North  India  Annual 
Conference,  express  our  sincere  pleasure  at  the  presidency  in  our 
Conference  of  our  beloved  Bishop  F.  W.  Warne. 

We  desire  to  put  on  record  our  hearty  approval  of  his  method  of 
conducting  business,  of  his  patient  and  kindly  counsel  and  rulings,  and 
that  when  at  any  future  occasion  in  the  providence  of  God  ha  may 
come  among  us  in  the  same  capacity,  we  insure  him  a  very  hearty  wel- 
come. 

Wm.  Peters,  F.  L.  Nseld, 

S.  TUPPER,  J.  H.  GlLLi 

H.  A.  Cutting,  L.  a.  Core, 

H.  L.  Adams,  S.  BCnowles, 

A.  G.  McArthvr,  J.  w.  Robinson, 

T.  J.  SOOTT. 

II.  Resolved,  That  we,  the  members  of  the  North  India  Conferanoe, 

tender  our  hearty  thanks  to  the  friends  in  Bareilly  who  have  so  Irindly 

arranged  for  our  entertainment. 

F.  Li.  Neeld, 

D.  L.  Thoburn. 

Adjournment.— On  motion  of  N.  L.  Rookey,  the  Conference  ad joura* 

ed  sine  die  after  hearing  the  memoirs,  the  reading  and  approval  of 

the  minutes,  and  reading  of  the  appointments. 

J.  C.  Butcher,  Frank  W.  Warne, 

SecreUiry.  President. 

PROGRAMME  OF  SEUVICES. 
Prayer  Jfeetin^s.— Every  morning  at  8  a.m.,  led  by  P.  M«  Buck. 

Devotional  Meetings.-^Eyery  evening  at  7-30  in  both  English  and 
Vernacular. 

Wednesday.— At  5-30  p.m.,  Forward  Movement  Meeting;  Speakers-* 

J.  W.  Robinson,  J.  C.    Butcher,    Ganga  Nath   and   Bishop 

Warne. 
Thursday » "^'30  p.m..  Anniversary  of  Literary  Society,  lecture  by 

8.  S.  Dease. 
Friday.— 6-30  p.m..    Anniversary   of  Historical   Society,    N.   L. 

Rockey,  Speaker.    Anniversary  of  Sunday  School  Union. 

/Saturday — 5-30  p.m..  Annual  Conference  Sermon  by  J.  H.  Gill. 

Sunday .S  a.m.,  Conference  Love  Feast,  led  by  S  Knowles. 

11  A.M.,   Sermon  by  Bishop  Warne,  interpreted  by  J. 

Jacob ;  Ordination  of  Deacons. 
6-30  P.M.,  Sermon  by  Dr.  C   H.  Buck,  New  York  (East) 

Conference  ;  Ordination  of  Elders. 
Jfonday.— Memorial  Service. 
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STATISTICAL  REPORT. 


We  report  the  following  summary  of  the  more  important  items  of  the 
fall  reoort  (printed  elsewhere),  together  with  their  comparison  with  last 
year's  figures. 

STATISTICAL  SUMMARY   AND  COMPARISON  WITH  18d9. 


It#m9  of  most  special  interest  compared. 


Membership-' 
Probationers 
Fall  members 
Children 
Total  Christian  Community 

BeptiBms— 

Of  children  Christian  born 
Children  of  New  Converts 
Adult  Converts 
Total  Baptisms 

Sunday  Schcx)l8— 

Number  of  Sunday  Schools 
Christian  Scholars,  Male 
Christian  Scholars,  Female 
Non-Christian  Scholars,  Male 
Non-Christian  Scholars,  Female 
Total  Sunday  School  Scholars 

WorkefS— 

Christian  Workers,  Male 
Christian  Workers,  Female 
Total  Christian  Workers 

Collectiont,  Paetonil  and  Current  Work- 
Pastoral  Support  from  Europeans 
(Including  Qovernment  Chaplain- 
cy Grant) 
Pastoral  Support  from  Hindustani  . 

Church 
For  Conference  Claimants 
For  Current  Expenses 
For  Miscellaneous  purposes  (famine, 

etc.) 
For  Gtoneral  Conference  Expenses  . . 
Total  for  Expenses  of  Churcn 

Regular  Preecribed  Benevolences— 
Missionary  Collection  from  Churches 
Mlssionarv  Collection  from  Sunday 

Schools 
Total  Mlssionarv  Ck>llections 
Children's  Day  for  Education 
For  North  India  Bible  Society 
For  some  Tract  Society 
For  Indian  Sunday  School  Union 
For  Women's  Work 
Total  for  Prescribed  Benevolences 


Figures 

for 

1900. 


17,063 
13,011 
13,68Q 
44,683 

1,091 

474 

1,152 

2,717 

1,043 
12,745 

8,487 
15,919 

8,020 
45,171 

1,025 
753 

1,778 


5,722 

5,332 
280 
400 

6,255 

40 

18,029 

1,140 

120 

1,260 

661 

148 

8 

89 

426 

2,594 


Figures 

for 

1899. 


17,597 
15,421 
12,812 
45,830 

1,026 
885 
976 

2,887 

995 
13,170 

8,169 
12,827 

6,718 
40,884 

985 

721 

1,706 


7,456 

.5,208 

1,556 

2,076 
44 

16,629 

1,104 

188 

1,292 

496 

164 

33 

103 

616 

2,706 


In- 
crease. 


877 


66 

89 

176 

330 

48 

318 
3,092 
1,302 
4,287 

40 
32 

72 


124 

.  • 

.    a 

4,179 
1,400 

36 

.  • 
163 


De- 
crease. 


514 

1.510 
1,147^ 


425 


1,734 


•  f 


9 
1,156 


68 

36 

•  . 

16 

25 

14 

190 

112 
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STATISTICAL  SUMMARY-(0tm«»nue<2). 


Items  of  most  special  Interest  compared. 


iBMmM  (med  in    the  work  of  Bohoolo, 

etc.)— 
From  Schools  from  Fees,  etc. 
From  Government  Aid 
From  Press  and  Itidustrlai  worlc     . . 
Total  Earned  Income 
Grant  Total  Collected  and   Kariu^d 

in  India 
Schools— 

Number  of  Day  Schools 

Number  of  Scholars,  Christian,  Male, 

Namber  of  Scholars,  Ciiristian,  F<>- 

male 
Nnmber  of  Scholars,  non-Christian, 
.  Male 

Nnmber  of  Scholars,  non^Christian, 

Female 
Total  Nnmber  of  Scholars 


Figures 
for 
1900. 


Fiffures 
for 
1899. 


In- 
crease. 


De- 
crease. 


48,077 

29,752 

52,633 

1,.'»0.462 

41,356 

26,827 

60,349 

1,28,532 

1,51,306 

1,48,319 

596 
4,269 

576 
4,244 

2,455 

2,716 

4,494 

1,835 
13,053 


4,307 

1,708 
12,975 


6,781 
2,925 

1,930 

2,987 

20 
25 


187 

127 
78 


7,7W 


261 


TJu  Story  of  ihe  Figuret :  The  figures  hero  presented  tell  no  story  of  start- 
ling changes,  but  there  Is  an  eloquence  in  them,  some  of  which  is  not  pl«M* 
Ing.  We  nave  another  decrease  in  membership  to  explain.  The  number  of 
communicants  has  fallen  off  2,024.  The  slight  increase  in  the  number  of 
Christian  children  reported  brings  the  net  loss  in  the  Christian  community 
down  to  1,147.  I  have  made  comparisons  in  all  the  districts  with  last  year's 
figures  and  find  that  five  districts  each  vave  a  slight  Increase,  In  all  807.  But 
three  districts  show  a  decrease,  two  onb*  a  slight  one,  and  one  a  very  large 
decrease  of  1,573.  The  net  decrease  is  thus  1,147  as  reported.  There  have  been 
a  few  over  a  thousand  deatbs*  but  these  cannot  account  for  the  loas  as  there 
has  been  a  much  larger  number  of  accessions  from  among  new  converts,  and 
there  were  also  a  number  of  Christian  children  born  that  are  connted:  the  num- 
ber of  births  has  at  least  offset  the  number  of  deaths.  The  fact  that  there 
have  been  1,091  Christian-born  children  baptized  this  year  shews  that  we  have 
a  large  Christian  community  devoted  to  the  institutions  of  the  church.  We 
hope  that  the  Government  returns  from  next  month's  census  will  show  In  a 
large  measure  the  true  numbers  of  our  people.  (See  Report  of  State  of  the 
Church.) 

There  is  a  slight  advance  In  the  pastoral  support  received  from  the  Na- 
tive Church,  but  not  what  we  ought  to  expect,  as  ft  is  still  less  than  two  annas 
per  'member  of  the  Christian  community.  It  ought  to  be  not  less  than  eight 
annas.  There  is  a  slight  decrease  In  the  amount  collected  for  the  regular 
benevolences. 

The  large  income  from  schools  and  Institntions  render  them  In  a  larve 
degree  self-supporting.  A  •number  of  our  schools  and  our  press  are  entirely 
self-supporting. 

N.  L.  ROCREY, 

G.  C.  Hewrs, 
S.  B.  Finch, 

G.  D.    PRKSGBAVK. 


REPORT  ON  THE  STATE  OF  THE  CHURCH. 

This  report  Is  based  chiefly  on  answers  returned  to  a  list  of  questions 
sent  to  the  presiding  elders  of  the  conference  and  to  the  appointees. of  94  cir- 
cuits and  statioAS  or  the  conference.    Only  59  replies  were  received,  leaving. 
9ft  unheard  from.    The  replies  are  scattered  over  the  entire  field  and  are 
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▼•KMbIs  M  a  pnlse  of  the  church's  condition.  Some  were  apparently  given 
without  thought  and  judgment,  and  were  of  little  value.  Extremes  of  exag- 
geration and  depreciation  could  be  detected  :  still,  a  correct  estimate  of  the 
eondiiion  of  the  church  can  be  gathered  in  this  way. 

1.  The  spiritual  condition  of  the  church  In  the  various  charges  is  Indica- 
ted in  replies  ranging  from  **  no  Improvement**  and '' somewhat  better,'*  to 
a  confident "  yes."  and  to  **  much  improvement.**  In  the  large  majority  of 
instances  decided  improvement  is  claimed.  One  brother  writes,  **  Instances 
occur  where  after  long  years  In  the  church  there  Is  still  failure  to  compre- 
hend spiritual  matters  ;  others,  where  beautiful  growth  and  clear  compre- 
hension give  our  hearts  joy.*'  'The  reality  of  spiritual  life  and  trust  comes 
out  in  an  instance  given  of  a  poor  Christian  who,  on  his  death-bed,  was  urged 
to  let  his  friends  perform  some  Idolatrous  rites  for  bis  recovery.  He  refused 
everything  of  the  kind,  and  told  them  he  was  going  to  be  with  Christ.  En- 
couraging spiritual  growth  In  the  main  is  manifest  in  the  report. 

2.  Such  spiritual  growth  might  be  inferred  from  the  fact  that  very  nu- 
merous meetings  were  held  in  perhaps  all  the  centers  for  building  up  the 
divine  life  of  the  soul.  Replies  indicate  that  such  revival  meetings  were 
held  in  numbers* varying  from  two  to  twenty.  One  brother  holds  such  a  meet- 
ing monthly.  Definite 'Statements 'are  made  of  conversions  and  In  some  in- 
stances the  number  is  given.  Faithful  work  along  this  line  must  result  In 
decided  spiritual  Improvement  In  the  church. 

3.  On  the  question  of  numerical  growth  in  the  church,  most  of  the  sta- 
tions give  an  increase  varying  from  a  small  number  up  to  64.  as  far  as 
heard  from.  There  is  a  total  decrease  found  In  the  statistical  tables  of  2,004 
communicants.  There  has  thus  been  a  remarkable  decrease  In  the  main. 
Some  centers  show  a  large  decrease,  amounting  In  one  case  to  135  at  Rajpn- 
ra,  Sambhal  District.  This  is  explained  by  deaths,  chiefly  from  cholera,  and 
by  famine  and  high  prices  driving  some  away.  The  decrease  is  generally  by 
transfers  or  unexplained  departure.  We  are  not  able  to  account  for  this 
great  decrease  again  repeated  this  year. 

4.  Touching  the  observance  of  the  institutions  of  the  church,  we  made 
an  effort  to  find  the  extent  to  which  class  and  prayer  meetings 4ind  family 
worship  are  maintained,  and  how  far  our  people  keep  the  Sabbath  and  at- 
tend the  sacrament  of  the  Lord's  Supper  ana  observe  Christian  marriage. 

a)   We  did  not  cull  out  much  on  the  matter  of  attendance  at  class  meeting, 
in  some  Instances  a  definite  number  of  classes  Is  mentioned.    For.example. 
it  is  stated  that  16  classes  are  held  in  the  PIthoragarh  circuit.    It  would 
seem  from  silence,  that  In  places  not  much  is  made  of  this  means  of  grace,  so 
eepeclaUy  important  In  our  field.  No  doubt,  in  the  case  of  scattered  vlllaffers, 
it  is  difficult  to  maintain  the  class  meetlug.  but  the  leaders  might  at  least 
seethe  members  once  a  week  according  to  the  old  rule.  (h)The  prayer  meet- 
ing is  senerally  maintained  with  regularity,  amounting  to  3  times  a  week  in 
one  place.     We  cannot  ascertain  to  what  extent  the  scattered  villagers 
maintain   prayer  meetings,     (e)  Family  worship,  we  can  see,  is  not    uni- 
versal.   In  the  Rajpura  circuit  it  is  claimed  that  prayer  Is  kept  up  In  the 
definite  number  of  70  families,  but  it  is  manifest  that  there  Is  much  to 
be  done  In  establishing  the  family  altar  among  our  people,    (rl)  The  sac- 
rament of  the  Lord's  Supper  presents  a  varying  usage.    In  some  Instances 
It  has  been  observed  once  in  the  year,  in  othors  monthly  or  quarterly. 
For  some  reason  It  Is   reported  that  there   has  been  no   observance  of 
this   rite  in  the  RaJpura  circuit,    Sambhal    District.     The    preacher-iu- 
charge,  Lachhman  Singh,  is  only  a  local  deacon.    Samuel  Wheeler  states 
that  this  sacrament  has  not  been  administered  in  his  circuit  In  the  Gonda 
District.    There  was  no  observance  of   the  rite  In  the  Kakrala  circuit, 
Bareilly  District    (e)  The  reports  show  that  a  vigorous    effort  is  being 
made  to  secure  Sabbath  observance,  but  difficulties  are  encountered.    Chris - 
tiaus  are  often  servants  of  Government  or  of  Zamlndars.  both  exacting  regu- 
lar work  of  them.    Barabanki  reports  that  all  keep  the  Sabbath  except  cul- 
tivators and  the  servants  of  Bngliah  people.    Some  are  so  poor  that  they 
need  the  Sabbath  wage  for  the  day's  food.   In  Hardoi  this  Is  avoided  by  de- 
positing one  pice  6  days,  for  the  food  of  the  seventh.    There  Is  manifestly  good 
progress  in  the  purpose  of  keeping  this  day.   (f )  On  the  subject  of  Christian 
marriaga  thare  is  much  room  for  improvement.    It  is  manifest  that  in  some 
places  hut  little  Is  made  of  the  Christian  ceremony,  and  all  moves  on  In  the 
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old  way.  Some  give  their  children  to  non- Christians  in  marriage.  la  aome 
reports  a  definite  number  of  Christian  murriages  is  given.  In  other  casca,  it 
is  distinctly  stated  that  no  Christian  marriage  has  talcen  place,  yet  thef 
marry  and  are  given  in  marriage.  There  may  be  some  dimcalty  in  places, 
in  the  want  of  persons  licensed  to  marry,  but  the  chief  cause  of  non-com- 
pliance is  the  persistence  of  the  old  custom. 

5.  This  leads  to  the  general  question  of  heathen  practices  remaining  in 
the  church.  The  sreat  drag-net  of  a  few  years  ago,  gathered  in  many  who 
were  honest  enougn  in  their  purpose  of  becoming  Christian,  but  who  did  not 
sufQciently  understand  what  it  involved.  Numbers  did  not  seem  to  know 
that  the  service  of  Christ  forbade  their  bowing  in  the  house  of  Bimmon. 
The  subsequent  pastors  of  these  adherents  must  have  known  all  the  while 
the  idolatry  the  missionaries  have  since  discovered.  To  a  student  o|  the  his- 
tory of  the  world's  evangelization,  there  is  nothing  new  or  specially  discour- 
aging in  all  this.  The  reports  from  which  this  paper  is  made  up,  show 
that  idolatry  in  the' form  especially  of  worshipping  at  the  shrine  of  Lai  Beg, 
still  remains.  The  Lai  Beichabutra  is  found  in  manv  places.  It  is  moat 
common  in  the  Moradabad  P.  E.'s  District  It  is  statea  that  in  the  Bajpura 
circuit,  one  half  are  secretlv  idolaters.  But  the  general  indication  Is  that 
this  evil  practice  is  decreasing,  while  in  some  places  it  has  entirely  ceased. 
It  is  claimed  by  Brother  Bhlkki  Lai  that  not  one  shrine  remains  among 
Christians  in  the  Siraull  circuit.  Brother  Budden  of  Kanth  claims  that  he 
has  swept  them  out  of  his  circuit.  Gulab  Singh  of  Nurpur  wiped  out  (mitaya) 
6  idols  in  the  year.  Feasts  for  the  dead  continue.  W.  T.  Speake  writes  that 
not  many  are  f  ree.from  this  in  the  Bilsi  circuit.  In  some  places  the  Christians 
mingle  in  heathen  festivals.  Bat  the  Church  is  being  steadily  purged  from 
these  practices.  The  most  common  form  of  this  evil  is  the  saint  worship  of 
Lai  Beg,  which,  still,  has  its  counterpart  among  Romanists,  and  the  feast 
for  the  dead,  which  is  not  so  much  Idolatry,  perhaps,  as  a  social  meal. 

6.  Your  Committee  sent  to  the  stations  and  circuits  the  question,  '*  Is  the 
Church  aggressive  against  heathenism? ''  This  was  to  ascertain  if  our  people 
are  confining  their  efforts  largely  to  the  Christian  community,  or  are  they 
moving  out  of  the  trenches,  and  are  they  making  headway  against  heathen- 
ism? It  is  Important  that  we  ascertain  if  the  Church  has  aggressive  power. 
The  large  decrease  in  the  number  of  our  community,  would  seem  to  indicate 
that  we  are  not  holding  our  own.  But  are  we  making  no  headway  ?  There 
is  we  think  an  untabulated  power  of  the  Church,  and  Christian  community. 
There  is  an  unmeasured  influence  of  the  Christian  community  over  the 
thought  and  practice  of  the  non-Christian  community  that  should  be  studi- 
ed, as  it  indicates  something  of  the  real  vitality  of  the  Church,  and  its  fitness 
for  its  great  saving  work  in  the  world.  The  reports  received,  indicate  that 
the  leaven  of  the  Gospel  is  working  in  the  great  non-Christian  mass,  through 
the  agencies  of  the  Church,  and  through  the  life  and  light  of  the  Church 
shining  in* the  darkness.  Many  write  of  aggression,  but  they  do  not  indi- 
cate how  it  is  manifested.  Still,  it  may  be  gathered  that  there  is  an  improv- 
ed appreciation  of  Christian  truth,  a  better  moral  sense,  and  an  increasing 
confidence  in  the  worth  of  the  Christian  community.  Many,  it  is  reported, 
accept  Christ  in  belief.  They  receive  the  preachers  In  a  more  cordial  way, 
and  cultivate  friendship  with  the  Christians.  There  is  a  drawing  of  the 
very  numerous  Chamar  caste  toward  our  people.  And  this  is  also  manifested 
among  higher  castes.  For  example,  the  pastor  of  Rasulpur  writes,  **  I  am 
convinced  that  the  high  castes  will  soon  believe,  for  they  near  with  eager- 
ness and  there  is  a  manifest  disposition  and  tendency  (tabiyat  aur  bartao) 
among  them  which  indicates  that  they  soon  will  accept  the  Christian  reli- 
gion.'^ We  may' join  this  pastor's  prayer  for  great  and  speedy  victories. 

7.  Your  Committee  attempted  to  test  the  aggressive  spirit  of  the  Church 
by  asking  preachers-in-charge  the  Question.  **Is  unpaid  laoour  for  the  Church 
increasing  ?"  This  we  deem  a  vital  test  of  the  lire  of  the  Chnrch,  in  self- 
sustentatlon,  and  self-propagation.  The-answers  to  this  question  only  called 
out  the  qitantUy  of  the  work,  but  indicated  nothing  of  its  QUoUty,  also  an 
important  matter,  in  testing  real  vitality.  Mere  perfunctory  *'  Jo  hukm" 
work,  tells  nothing  of  spontaneous«aggressive  life.  It  is,  however,  a  matter 
of  interest  to  learn  that  an  Increasing  amount  of  unpaid  work  is  performed. 
From  2  to  78  unpaid  workers  in  each  circuit  are  reported.  This  last  large 
number,  given  for  Tilhar  circuit,  reads  like  a  miatake.    UJhanl  reports  62 
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hadU  (leaders),  and  Powavan  68.  Were  this  kiud  of  economic  activity  in 
developing  the  Gharch,*ana  pressing  on  paganism,  spread  evenly  over  the 
Conference,  the  question  of  propagating  Cnristianity  without  foreign  money, 
would  be  largely  solved.  From  Garhwal  District,  we  have  the  encouraging 
word  that  "  r^atlve  ministers*  wives  work  gladly  without  pay  and  do  blessed 
and  profitable  work.  Thought  on  this  line  is  gradually  dawning  on  the  minds 
of  the  people."  Even  this  **  dawning  "  is  most  hopeful,  as  it  is  the  sign  of 
quickening  In  the  indigenous  church,  which,  it  goes  witnout  saying,  must  do 
the  work  of  evangelizing  India. 

8.  We  are  very  glad  to  see  that  the  Sunday  School  cause  is  maintained 
with  Increasing  activity  if  our  reports  are  to  be  relied  on.  The  figures  of 
our  Statistical  Secretary  show  an  Increase  of  48  schools  acd  4,287  scholars. 
Almost  all  the  reports  received,  claim  improvement  in  Suuday  School 
work,  some  report  much  improvement  and  a  few  are  in  titatu  quo.  Pauri 
District  reports  fewer  on  the  roll  than  last  year,  but  the  avoracre  attendance 
IS'better.  As  this  report  puts  it, "  Sunday  Schools  are  skirmish  lines  and  open 
thb  wav  for  other  work,"  and  we  are  glad  to  report  any  improvement  in  this 
form  of  work. 

9.  We  made  inquiry  concerning  the  education  of  our  Christian  children. 
A  very  laudable  purpose  has  been  so  far  maintained  among  us,  of  pushing 
the  secular  education  of  our  Christian  community.  We  sent  to  the  circuits 
the  question.  "Is  there  anv  improvement  in  the  education  of  ehildren?" 
Many  report  some  and  a  few  much  improvement.  There  Is  a  complaint  of 
want  of  teachers.  The  closing  of  our  Normal  School  was  a  calamity;  and  as 
It  was  a  case  of  deficient  foreign  funds,  It  is  manifest  from  this,  and  other 
failures,  that  the  general  secular  education  of  our  Christian  community  must 
not  depend  on  foreign  funds.  The  outlook  for  the  general  education  of  our 
people  Is  not  good.  Perhaps  it  may  not  be  an  unmixed  evil,  when,  through 
our  Inability  to  push  education,  the  impression  is  fully  made  that  Christiani- 
ty is  not  merely  learning  to  read. 

10.  We  have  looked  Into  the  question  of  self-support  in  the  Church.  Im- 
provement In  this  most  important  matter  is  not  rapid.  In  a  few  circuits,  in 
the  nature  of  the  case,  there  is  practically  no  self-support.  Many  charges 
report  some  improvement  and  a  few  have  most  encouraging  notes  of  hearty 
good-will  and  education  along  this  line.  In  Puranpur  circuit,  Rs.  8-8  were 
contributed  by  new  converts.  In  Tilhar  circuit,  poor  persons,  not  in  Mission 
employment,  gave  Bs.  10-14.  Samuel  Wheeler  reports  Rs.  40  from  a  poor 
circuit  In  the  Oonda  District.  In  a  few  places,  failure  of  crops  seems  to 
have  worked  a  decline  in  self-support,  but  in'the  main  we  find  some  advance. 
The  entire  sum  given  for  pastoral  support  is  Rs.  5,333,  being  an  increase  of 
Rs.  124. 

11.  In  connection  with  this  subject,  your  Committee  asked  the  question, 
**Is  the  temporal  condition  of  our  people  improving  ?*'  Some  reports  indicate 
that  in  places  numbers  of  our  people  are  barely  getting  enough  to  eat. 
Many  of  the  reports  indicate  an  improved  condition  of  cultivators.  In 
Garhwal,  our  people  are  getting  hold  of  their  tenant  rights,  where  they 
formerly  were  In  a  mere  state  of  serfdom.  In  places  they  can  build  houses 
where  formerly  their  right  was  disputed,  and  it  is  something  that  in  Oudh 
the  Christian  community  has  a  Tabsildar,  and  a  Deputy  Collector.  The 
oft-recurring  famines  are  a  great  drawback  to  our  poor  people,  but  upon  the 
whole  their  temporal  condition  is  improving  and  this  must  act  favorably  on 
self-support,  and  with  spiritual  growth,  aid  in  an  entire  uplift  of  the  Church, 
and  in  its  fitness  for  aggressive  power. 

T.  J.  Scott, 
For  Committee. 


REPORT  ON  TEMPERANCE. 

From  the  beginning  our  Church  has  emphasized  the  importance  and  ne- 
cessity of  temperance  in  all  Its  forms.  To-day  we  are  practically  a  pro- 
hibition Church.  The  Church  insists  upon  total  abstinence  not  only  in  her 
ministry  but  also  in  her  membership.  The  Temperauce  organizations 
among.us,  such  as  Bands  of  Hope,  Blue  Ribbon  Armies,  Woman's  Christian 
Temperance  UnionS'and  similar  societies,  show  that  this  subject  is  not  be- 
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ing  neglected.  We  have  also  created  a  considerable  sentiment  in  favour  of 
temperance  among  the  Earopean  population  In  midst  of  which  we  have 
labored.  We  should  however  remember  that  eternal  vigilance  Is  the  price 
of  liberty  from  the  curse  of  drink.  It  Is  a  custom  among  Christians  of  »ome 
other  denominations  to  use  wine  on  festive  occasions  such  as  weddings, 
christenings,  etc.,  and  there  is  a  tendency  among  some  of  our  Christians  In 
our  larger  cities  to  join  in  this  practice.  We  desire  to  record  our  deprecia- 
tion of  such  harmful  customs,  and  urge  all  our  nastors  to  be  unremitting 
In  their  efforts  to  exhort  our  people  to  maintain  the  high  standard  of  our 
Church  on  this  subject.  Let  our  children  be  carefully  Instructed,  let  tem- 
perance meetings  frequently  be  held,  let  all  our  people  be  earnest  In  the 
promulgation  of  temperance  truth,  Is  the  advice  your  Committee  would  re- 
commend. 

J.  Blaokbtook, 
J.  N.  Wmt. 


BOARD  OF  EDUCATION. 

rthe  Board  of  Education  is  not  prepared  toglvo  a  complete  report  at 
this  time.  The  Secretary  returned  from  furlough  In  March,  and  since  then 
has  had  little  time  to  loolc  carefully  Into  the  school  ^work  of  the  Conference. 
However,  the  following  facts  may  be  presented.  There  are  In  the  Confer- 
eDce22  Anglo- Vernacular  schools  for  boys,  with  an  enrollment  of  3,082  pupils, 
of  whom  1,182  are  Hindus  and  Mohammedans.  For  girls  there  are  13  schools 
with  a  total  attendance  of  1,237  pupils,  of  whom  only  13  are  non-Christians. 

Of  Vernacular  schools  there  are  for  boys  367,  with  an  enrollment  of  6,863 
Christians  and  3,313  non-Christians  There  are  104  girls'  schools  with  a  total 
enrollment  of  4,283,  of  whom  1,330  are  non  Christians.  The  entire  number  of 
schools  of  all  grades  and  for  both  sexes  Is  566.  The  entire  attendance  In  all 
these  schools  Is  18,780. 

.  The  Secretary  prepared  and  distributed  forms  for  a  full  report  of  the 
condition  of  ail  'the  schools  In  the  bounds  of  the  Conference.  But  these  re- 
turns have  not  all  been  received,  and  so  a  full  and  detailed  report  cannot  be 
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te  Children's  Day  collection  this  year  is 661  rupees,  showing  an  Increase 
over  last  year  of  163  rupees.  It  may  not  be  out  of  place  here  to  indicate 
some  of  the  uses  made  of  this  money  collected  from  Children's  Day  services. 
Two  scholarships  of  Rs.  6 and  7  a  month,  respectively,  were  granted  to  the 
Reld  Christian  College.  Two  of  the  same  amount  each  to  the  Woman's  Col- 
lege In  Lucknow,  and  one  of  Rs.  6  a  month  to  the  Moradabad  High  School 
Tnese  scholarships  are  to  be  given  to  pupils  who  are  In  every  sense  worthy, 
and  whose  parents  are  too  poor  to  support  them.  But  the  recipients  of  these 
scholarships  are  required  on  leaving  school  to  refund  the  money  thus  re- 
ceived, according  to  the  printed  rules  of  the  Conference  Board^of  Education. 

L.  A.  Cobb, 
Secretary,  Board  of  EdueaUon^ 


REPORT  OF  CONFERENCE  STEWARDS. 

I. 

We  recommend  the  following  payments  for^lOOl  :— 

Conference  Claimantei— 

M. 

Rev.  A.  Solomon,  15 

Rev.  A.  C.  Paul,  15 

Mrs.  Zahnr-ul-Haqq,  13  m- 

Mrs.  B.  Paul,  10 

Mrs.  A.  Frank,  16 

Mrs.  Gray,  4 

Mrs.  L.  Cutler,  10 

Total 
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MUHon  CtaimarUa : — 

M.  Rs.    ' 

Bev.  Bala  Das,  9  ...                   .-  ...  106 

Likka  Singh,  8  ...                     ..  ...  96 

Nancy,  5  ...                   ...  •••  60 

Mr.  (reorge  Mayal,  8  ..  ...  96 

Mrs.  Mohan  Das,  2  ...  ...  Zi 

Mrs.  William  Gulab,  3  ..                     ...  ..36 

John  Williams,  6  ..                   ..  ...  72 

Total  . .    492 

The  total  amount  available  for  distribution  is— Collections  Rs.  280,  Inter- 
•st  Rs.  210 ;  Total  Rs.  490.    The  Committee  have  distributed  Rs.  2  in  excess. 

J.  H.  MiSSXOBE, 
W.  R.  BOWEN, 
Bareilly,  12th  January  1901,  H.  L.  Mukkbji. 

II. 

We  recommend  that  Rs.  115  be  granted  Mrs.  A.  Frank  from  Conference 
Claimants  Fund  for  the  latter  half  of  the  year  1900.  The  Rev.  C.  L.  Bare 
has  already  advanced  this  sum  to  Mrs.  Frank  and  asks  that  he  may  bo  re- 
imbursed. 

J.  H.  Mbssmobe, 

W.  R.  BOWBN, 

BardUy,  12th  January  1901.  H.  L.  Mukbrji. 


REPORT  OF  THE  BOARD  OF  EXAMINERS. 

1.  G.  C.  Hewes  passed  in  Kempson's  Syntax  of  the  III  year,  and  in 
Gnlistan  and  Translation  of  the  IV  year. 

R.  I.  Faucett  passed  in  Discipline  and  English  and  American  Literature 
for  Admission  on  Trial,  in  all  subjects  of  the  English  course  of  the  I  and  II 
years,  except  Watson's  Sacraments  of-  the  II  year,  and  in  all  subjects*  of  the 
Vernacnlar  course  of  the  I  year,  except  Haqaiq-ul-Maujudat 

2.  For  Local  Decuyoii's  Orders. 

B.  Milton  passod  in  all  studies. 
Misri  Charan    „       »t       .i 

3.  F(yr  Admission  on  Trial, 

B.  T.  Badley  passed  in  all  studies. 
A.  S.  Wesley       „        „  „ 

4.  I  Year. 

Yaoub  Singh  passed  in  Baibal  Barhaqq. 

5.  II  Year, 

Kay  Silas  passed  in  all  studies  except  Tariq-ul-Hayat. 
YaqnbAli  „  „  „  „  „ 

6.  in  Year, 

Jnkkhan  Lai  passed  in  all  studies. 

J.Thompklnson 

Prem  Slnsh 

N.  R.  Childs        „       „  „        except  ^rsA  kf  Sf rat,  Tashrfh-ul- 

TasUs,  and  Satmat  Nirfipan. 
J.  H.  Walter  passed  in  all  subjects  except  Tsd  kf  Sfrat,  Tswf  Sab6t 

and  Satmat  Nirfipan. 
Laazar  Shaw  passed  in  all  studies  except  Tashr(h-ut-Taslfs  and 

Satmat  Nirupan. 
J.  H.  Smart  passed  in  all  studios  remaining  over  from  last  year. 

IV  X^^' 

Oang&  N&th  passed  in  all  Faslen  except  the  1st,  3rd  and  4th. 

J.  H.  Smart  passed  In  all  Faslen. 

Prabbht  Day&l  „  „       „ 

Summary  of  results:— 

R.  I.  Faocett  will  give  examination  in  Watson's  Sacraments  of  the  II 
year,  and  Haq&lq  nl  BCauJiid&t  of  the  I  Year. 
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Yaq(ib  Singh  Fll&saff,  Khutiitaur  Church  History  k&  imtlh&n  phir  de- 
wen,  aur  Tahrirl  Wa'z  bhf  dewen. 

KaySII&saur  Ya'Q^b'Aif  Tariq  ul  Haydt  k&  Imtih&n  phir  deweQ,  anr 
&p  Church  History  kd  ohf  phir  imtih&n  dewen. 

N.  R.  Childs  'm  kf  Sfrat,  Tashrfh  ul  Taslfs  aur  Satmat  Nir6pank&  phir 
imtih&n  dewen. 

J.  H.  Walter  Ts&kf  Sfrat,  'fswf  Subiit  aur  Satmat  Nirfipan  kk  phir 
imtih&n  dewen. 

Lazar  Shaw  Tashrfh  ul  Taslfs  aur  Satmat  Nirfipan  k&  imtih&n  phir 
dewen 

Ga'ngd  N4th  pahlf,  tfsrf  aur  chauthf  Fasloji  k&  phir  imtih&n  dewen. 

C.  L.  Babe,  RegUtrar  of  Board, 


REPORT  OP  THE  MUTTRA  MISSION  TRAINING  SCHOOL, 

January  19^9— January  1900. 

The  last  Central  Conference  requested  that  the  Board  of  Trustees  of  the 
Mnttra  Mission  Training  School  report  to  the  North  India  Conference  and 
nominate  two  members  from  the  Conference  to  be  elected  by  that  Conference 
as  its  representatives  on  the  Board  of  Trustees. 

In  compliance  with  this  request,  the  Board  begs  leave  to  .nominate  Mrs. 
Parker  ana  Miss  Thoburn  as  your  representatives  for  the  coming  year,  and 
to  submit  the  following  report. 

The  past  year  has  been  one  of  prosperity  in  every  line  of  work.  TThe 
school  was  under  a  joint-committee  of  the  North  and  North- West  India 
Conferences  until  the  last  Central  Conference,  at  which  time  a  Board  of  Trus- 
teed was  constituted,  consisting  of  two  members  each  from  the  North  and 
North- West  India  Conferences,  and  one  each  from  the  Bombay,  Bengal- 
Burma  and  South  India  Conferences,  with  the  Superintendent  as  member 
eX'OffcU)' 

There  are  two  distinct  departments,  the  English  and  the  Vernacular,  in 
both  of  which  there  has  been  prosper! tv  and  a  large  increase  of  students. 

There  have  been  ten  students  in  tne  English  Department,  as  compared 
with  four  of  the  previous  year.  Of  the^ie,  one  has  finished  her  course  and  is 
now  an  efficient  teacher  in  the  Girls'  Boarding  School  here.  Two  others  will 
finish  this  year.  These  ten  have  come  from  all  parts  of  India,  as  follows : 
two  from  Calcutta,  two  from  Mussoorie,  two  from  Agra,  and  one  each  from 
Cawnpore,  Kolar,  Poona,  and  one  recently  from  England. 

All  the  students  spend  a  part  of  each  week  in  some  kiud  of  practical  work, 
such  as  teachlnjz  in  the  Hoarding  School,  Sunday  Schools,  zananas,  mohaUas^ 
and  villages.  They  also  hold  meetings  with  the  children  in  the  Girls*  Board- 
ing School  and  help  to  develop  their  Christian  character. 

In  the  Vernacular  Department  there  has  been  a  like  increase.  Last  year 
there  were  eighteen  enrolled,  but  this  year  we  have  the  pleasure  to  report 
a  total  of  thirtv-nine,  the  number  being  more  than  doubled.  Of  these,  eight 
have  been  in  the  senior  class,  thirteen  in  the  junior,  and  twnty-six  in*  the 
preparatory  class  of  village  women. 

In  addition  to  the  above  numbers,  eight  married  women  have  been  day 
pupils  in  the  school  for  a  longer  or  shorter  period  of  time. 

Three  have  been  graduated,  one  of  whom  is  a  very  acceptable  teacher 
in  the  Girls'  Boarding  School,  one  married  a  preacher  in  our  Mission. 

Three  who  have  not  completed  the  course  have  gone  out  to  work,  one  as 
the  wife  of  one  of  the  most  efficient  preachers  of  this  Conference. 

We  have  believed  that  a  general  training  school  in  our  Mission,  for  all 
India,  is  feasible,  and  the  results  of  the  past  vear  have  corroborated  tne  opin- 
ion. Other  denominations  are  showing  their  appreciation  of  our  school  by 
sendinff  pupils  for  us  to  train.  Of  the  ten  students  in  the  English  Depart- 
ment, five  have  been  members  of  other  denominations,  and  in  the  Vernacular 
Department  eight  have  been  members  of  other  denominations,  and  we  are 
pleased  to  say  that  for  these  eight  the  fees  have  been-  promptly  and  freely 
paid. 

The  language  difficulty  has  been  met  bv  employing  Munshia  who  hav<i 
been  able  to  teach  the  languages  of  the  pupils  who  have  come. 
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Two  Missionaries,  Misses  Wright  and  Gregg,  have  given  the  greater  part 
of  their  time  to  the  different  departments  of  this  work,  and  they  feel  amply 
repaid. 

Praying  that  God  will  pour  out  His  blessing  upon  us,  and  asking  your  in- 
terest and  support,  we  are 

Respectfully, 
Mary  kva  Grbqo, 
Secy, ,  Board  of  Trustees. 


AUDITOR'S  REPORT. 

Your  Committee  reports  having  audited  the  following  accounts  and  found 
them  correctly  ikept.  In  a  number  of  cases  the  books  lack  details.  The  Com- 
mittee recommend  that  full  accounts  be  kept  in  the  main  account,  or  else 
shown  in  special  books. 

The  Mission  Treasurer's  books  were  audited  to  the  end  of  the  year  1895). 

The  Oak  Openings  and  Wellealoy  School  accounts  were  audited  to  the  end 
of  the  2nd  quarter. 

The  books  of  the  Pamine  Relief  Committee's  Treasurer  have  been  audited 
by  an  expert  auditor  to  September,  and  tinished  by  your  Committee.  Publish- 
ing House  books  were  audited  to  Octol)er  1st  by  an  expert  auditor. 

India  Sunday  SchooljUnion  for  1900. 

Theological  Seminary  for  year  1900. 

Presiding  Elders'  accounts  :—Gond a,  Oudh  District,  » Sltapur  Circuit. 
Garhwal,  Sambhal,  Pilibhit,  Kumaon,  Moradabad  and  Hardoi  Districts, 
The  W.  P.  M.  S.  of  Sitapur,  Gonda,  Sambhal. 

The  Presiding  Elders  report  the  following  books  :  — 

Gonda  District,  3  quarters. 

Kumaon       „  4  ,,  Dwarabat  for  1  quarter. 

Hardoi          „  4  „  except  Unao  and  Shahabad  3  quar- 
ters. 

Sambhal       „  4  ,, 

Pilibhit         „  4 

Moradabad  „  4  „  except  Miss  Means  3  quarters. 

Bareilly        „  4  ,,  except  two  circuits  3  quarters. 

Oudh             „  4  „  Woman*sCollege,  Deaconess  Home, 

Business  Department. 
Garhwal  District  3  quarters  and  important  places  4  quarters.  Conference 
Treasurer's  Report  is  yet  to  be  audited  owing  to  his  being  excused  from 
Conference  to  attend  Bishop  Parker. 

G.  C.  Hewb». 
S.  S.   DBASE. 

J.  Blacktstock. 
R.  I.  Fauoett. 

H.  L.   MUKERJI. 


REPORT  OP  THE  DEACONESS  BOARD. 

The  Conference  Board  of  Deaconesses  met  January  14th.  The  names  of 
the  following  were  called,  their  charact<*rs  were  passed,  and  they  were  recom- 
mended for  renewal  of  license  :  — 

Miss  Thoburn,  Miss  Hoge,  Miss  Scott,  Mi&s  Hardie,  Miss  Sheldon.  Miss 
Bndden,  Miss  Mary  Means,  MlssTresham,  Miss  Brown  and  Miss  Sullivan, 
as  Deaconesses ;  and  Mrs.  Tucker  and  Mrs.  Caroline  Richards  as  Associate 
Deaconesses. 

Miss  Helen  Ingram  and  Miss  Alice  Means  were  licensed  and  their  conse- 
cration as  Deaconesses  orderd. 

Miss  Haves  and  Miss  Lawrence  were  continued  on  probation. 

Rev.  J.  W.  Robinson,  Mrs.  Bare  and  Mrs.  Thoburn  were  continued  as 
the  Committee  on  Examinations. 

J.  C.  Butcher,  President. 
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BBPOBT  OF  SUVDAT  SCHOOL  COMMITTEE. 

Your  Committee  calls  attention  to  the  following  statistics  :— 

No.  of  Sunday  Schools  1,043 ;  increase  4B 

No.  of  OfScers  1,319 ;  decrease  425 

Males  28,664 ;  Increase  2,667 

Females  16,507;  „  1,630 

Collections  Rs.  89  ;  decrease  Rs.  14. 

We  would  Call  attention  to  the  decrease  In  the  collections ;  this  was 
also  the  case  last  year.    In  view  of  the  increase  in  numbers  there  ought  to 
be  a  proportional  increase  in  collections.    The  same  is  true  of  the  decrease 
in  the  number  of  officers  and  teachers.    As  in  a  sense  connected  with  the 
work  of  Sunday  Schools,  we  report  the  results  of  the  Scripture  examination 
held  last  July  under  the  auspices  of  the  India  Sunday  School  Union.     Pau- 
ri  passed  6  candidates,  LiicKnow  10,  Barellly  10,  Moradabad  50.    We  com- 
mend the  interest  shown  in  this  examination  and  recommend  it  to  all  as 
being  very  helpful  In  Increasing  the  Interest  of  our  voung  people  in  Scrip* 
ture  study.    We  call  attention  to  the  admirable  picture-cards  published  oy 
impress  In  Lucknow,  for  use  In  our  Sunday  Schools,  and  trust  they  will  be  ex- 
tensively used. 

S.  S.  Dbabk. 


ABBTBACT  OF  COHFEBBRCB  CHBOHICLEa  FOB  1900. 

{Read  at  HUtaHcal  Society  by  N.  L.  Rockey,  Chronicler,) 

Financial  Outlook.— The  appropriations  for  Southern  India  were 
greater  than  those  for  1899.  but  North  India  was  left  with  a  decreased  appro- 
priation of  Rs.  8.000.  Other  Conferences  had  not  only  absorbed  all  the 
generous  increase  but  this  Rs.  8,000  too.  Part  of  this  was  cut  from  the  work 
and  part  was  met  from  an  imaginary  supplemental  fund  which  the  members 
of  the  Conference  pledged  themselves  to  meet  or  raise.  The  year  closed  with 
Rs.  2,000  of  this  fund  still  a  debt  on  those  who  had  pledged  themselves  for  it. 

Proiont  at  Coaforenee.— From  among  Its  old  members  fifteen  missionaries, 
fourteen  wives  of  missionaries,  the  wife  of  one  deceased  missionary,  Mrs.  P. 
T.  Wilson  (doing  full  work  without  pay  for  the  W.  F.  M.  S.),  and  fifteen  lady 
missionaries  of  the  W.  F.  M.  S.  Present  In  India,  but  absent  from  Confer- 
ence, were  Miss  Curts,  Miss  Reed,  Miss  S.  A.jEaston,  and  Mrs.  Ashe. 

Absenteei  in  America.— At  conference  time,  were  L.  A.  Core,  F.  L.  Neeld, 
T.  Craven,  and  J.  W.  Waugh,  with  their  families  ;  Miss  P.  M.  English,  Miss 
Thoburn,  Miss  L.  D.  Green,  Miss  R.  Sellars,  and  Miss  Bryan,  M.  D. 

Hew  Arrivals  daring  theyear.— Present  for  the  first  time  were  (month  of 
arrival  noted)  Robert  I.  Faucett  (December),  Brenton  Thoburn  Badley 
(December),  Miss  M.  Carver  (February),  Miss  C.  M.  Organ  (November), 
Miss  M.  P.  Stearns,  (November>. 

Changes  at  Conferenoe.— J.  W.  Robinson,  vice  W.  A.  Mansell,  from  Kngllsh 
and  Hindustani  Churches,  Lucknow,  toSitapur  as  P.  E.  of  Oudh  District,  irom 
which  Hardoi  District  with  S.  Tapper  (Native)  as  P.  E.  was  cut  off ;  J.  H. 
Messmore  from  P.  E.  Moradabad  to  English  Church,  Lucknow  (Eklltor  of 
Katikab) ;  Miss  Loper  from  Orphanage,  Barellly,  to  Girls*  School,  Sitapur  ;  H. 
A.  Cutting  (Native)  from  P.  E.  of  Sambhal  to  P.  E.  of  Pillbhlt ;  E.  J.  Adams 
(Native)  became  P.  E.  of  Sambhal ;  R.  I.  Faucett,  vice  J.  L.  Humphrey,  Eng- 
lish Church,  NainI  Tal. 

Betarn  to  America  on  farlongh  daring  1900.— W.  A.  Mansell  and  wife 
(February),  J.  L.  Humphrey  and  wife  (January),  Mrs.  Parker  (March), 
Miss  C.  Easton  (January). 

General  Conference. —Onr  representatives  at  Chicago  were  E.  W.  Parker, 
J.  L.  Humphrey,  C.  R.  liawes  (our  Manager  of  the  Printing  Department  of 
the  Lucknow  Press).  W.  A.  Mansell,  First  Reserve,  was  seated  on  election  of 
E.  W.  Parker  as  BIsnop ;  F.  L.  Neeld,  2nd  Alternate  Delegate,  was  not  present,. 

Betarn  from  furlough  to  America.— Miss  Thoburn  (July) ;  F.  L.  Neeld 
(October),  without  his  family :  he  became  P.  E.  of  Bareilly  District,  vice  E. 
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W.  Parker,  elected  Bishop;  Bishop  and  Mrs.  Parker  (October);  G.  B. 
Hawes  ^September). 

Vew  Mistiontriei  arriTinf  daring  thoyear.^Walter  B.  Bmpey  and  wife 
(Dacember).  Miss  Lewis, M.  D.  (Di^comber),  Miss  Brouse  (February);  Miss 
Files  came  by  transfer  from  Bengal. 

Died.-  Joel  T.  Janvier  (September  Ttii.  The  first  Native  member  of  N.  I. 
Conference);  Lnci us  Cutler. 

Xitilon  Children.  —Bella  Biackstock  n'tiirnod  t<i  America  to  school  (March); 
Irene  Aslio  died  Fobrnary  23rd,  age  2  y.'ars.  liom  to  D.  L.  Thobuni  and  wife, 
November  04,  a  son  (Wilbnr  Cullins). 

Other  Personal  Mention.— Miss  Lflavatl  Singh,  returning  with  MissTho- 
bum  from  America,  was  raadf*  a  Missionary  of  tho  W.  F.  M.  Society. 

R.  W.  Parker,  in  his41st  yoarof  mission  service  iu  North  India,  was  elected 
Missionary  Bishop  of  Southern  Asia  in  May,  was  assigned  to  preside  at  N. 
India,  N.-W.  India,  and  Bombay  Conforooces.  Returned  to  India  in  Octo- 
ber, was  soon  taken  seriously  111  and  at  the  close  of  conference  year  lay  In 
so  critical  a  condition  that  no  hope  of  recovery  was  entertained  by  either 
friends  or  physician. 

Old  members  of  Xissioaarv  Foroo  present  at  Conferenee,  1900.— W.  W.  Ashe, 

C.  L.  Bare  and  wife.  J.  BlacKStock  and  wife,  J.  C.  Butcher  and  wife,  S.  S. 
Dease  and  wife,  J.  H.  (lill  and  wife.  G.  C.  Uewes  and  wife,  J.  L.  Humphrey 
and  wife  *S.  Knowles  and  wife,  J.  H.  Messmore  and  wife,  E.  W.  Parker  and 
wife,  J.  W.  Robinson  and  wife,  N.  L.  Roekoy  and  wife,  T.  J.  Scott  and  wife, 

D.  L.  Thoburn  and  wife. 

Lad  J  Missionaries.  ~  Miss  A.  Budden,  Miss  C.  Easton.  Miss  Fuller,  Miss 
Hardie,  Miss  Hoge,  Miss  Ingram,  Miss  Kyle,  Miss  M.  Means,  Miss  A. 
Means;  Miss  Newton,  Miss  Nichols,  Miss  F.  Scott  Miss  Sheldon,  M.  D.,  Miss 
Sullivan,  Miss  Wilson. 


Committee  on  flDemoire. 

Rrt.  Jobl  T.  Jakvibb. 

The  Rev.  Joel  T.  Janvier  was  bom  at  Banda  in  Bandelkhand  about  1B30, 
of  Bajput  parents.  When  eight  years  'Of  age  he  was  brought  by  his  older 
brother  to  the  American  Mission,  Allahabad,  where  ho  grew  up  under  missloii 
instruction  and  became  a  teacher  in  the  Jamna  Missioit  School.  In  1866  he 
became  the  assistant  of  Rev.  W.  Butler,  founder  of  the  M.  E.  Missions  in  India. 
He  was  at  that  time  a  man  of  unblemished  reputation,  but  unconverted.  Be 
was  converted  towards  the  close  of  the  year  1856.  while  acting  as  Interpreter. 
for  Dr.  Butler  in  preaching.  He  was  ordained  Deacon  by  Bishop  Thompson 
at  Lucknow  In  December  1864,  and  Elder  by  Bishop  Klnffsley  at  BarelUy  In 
January  1870.  In  1888.  on  account  of  blindness,  he  was  placed  on  the  Super- 
annuated list,  and  died  at  Allahabad  Seotember  7th,  1900. 

The  following  appreciative  notice  of  onr  dear  Brother  Janvier  was  print- 
ed in  the  KmUtabiaind  of  Idth  September  1900  :— 

^'•On Friday,  the  7th  lnstant,'at'il  o'clock  in  the  morning,  the  spirit  of  this 
noble  man  sped  to  the  celestial  home.  In  the  death  of  "  Joel,**  as  he  was 
familiarly  called,  earth  lost  one  of  the  noblest  souls  of  any  age  or  clime.  Mr. 
Janvier  was  born  at  Banda  in  Bandelkhand  about  1830,  of  Kajput  parents. 

Se  came  to  Allahabad  while  a  lad.  and  was  edncated  In  the  Presoyterlan 
Isaion.  He  obtained  a  fair  knowledge  of  English,  with  something  of  Greek 
UMl  Hebrew.  He  joined  Or.  Butler  In  the  founding  of  the  Methodist  Mission 
in  Rohilkhund  In  1856,  through  the  cooperating  kindness  of  the  American 
^reebyterlan  Mission.  From  the  time  he  Joined  the  work  till  his  sightfalled 
in  1884 'he  maintained  an  unbroken  career  as  an  able  minister  of  the  New 
Testament.  After  sight  had  failed  he  retained  his  connection  with  the  list 
of  active  workers  till  1888,  meantime  preaching  regularly  In  the  congregation 
at  BareiUy.  From  the  last  named  date,  he  retired  to  the  ranks  of  **  superan- 
miated  '*  minister,  bnt  contined  to  preach  on  opportunity,  with  great  power, 
tlli  1806,  when  a  stroke  of  paralysis  silenced  for  the  pulpit  a  voice  that  had 
Umt  aountfed  as  a  gospel  elarfon.  From  the  date  of  the  paralysis  he  steadily 
declined,  losing  by  degrees  the  use  of  his  limbs  and  voice.    More  recently  he 
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removed  with  his  son,  Bzeklel,  to  Allahabad  in  the  vain  hope  of  some 
beaefit,  and,  as  seemed  congenial  and  fitting,  closed  his  mortal  life  amid  the 
scenes  of  early  years  and  training.    *'  How  are  the  mighty  fallen.*' 

*\To  all  wno  knew  him,  our  Brother  was  a  most  interesting  and  lovable 
character.  He  was  a  man  of  ain[ile  proportions  and  muscular  frame.  As  a 
lad  he  excelled  in  athletics.  There  was  a  charm  about  his  spirit  that  won 
and  retained  acquaintances.  He  had  a  delicate  sense  of  hnmor,  and  a 
pleasant  smile  often  playinl  ovor  his  manly  face,  althongh  he  rarely  indulged 
in  a  broad  laugh.  He  was  kind  in  bearing  and  constant  in  friendahiu.  He 
was  prudent  in  counsel  and  wise  in  decision.  As  an  eloquent  preacher  he 
had  but  few  equals  in  any  land.  All  who  have  hoard  him  preach,  will  recall 
the  verve  and  inspiration  with  which  he  spoke,  the  rapb  attitude  and  the 
thrill  of  his  fast-nowing  words.  One  would  listen  with  perpetual  surprise*  to 
the  tide  uf  well- linked  sentences  and  the  sustained  thought  that  bore  him 
along.  One  'can  remember  the  quick  way  in  which  sometimes  he  would 
catch  up  the  next  sentence  as  if  tht^  urgency  of  thought  and  emotion  wonid 
not  stay.  His  forte  was  preaching,  whether  to  Christians  or  non-Christians. 
It  was  not  so  much  his  powerful  exef^t^sis  as  his  beautiful  use  of  Scripture, 
and  the  felicities  and  spirit  of  the  true  orator. 

*'  As  a  husband,  fatlier  and  pastor  he  was  affectionate.  No  breath  of 
suspicion  attributed  to  him  sordid  or  unworthy  motives.    Here  was  a  type  of 

fure,  dignified  Christian  life  that  would  grace  the  Church  in  any  land.  The 
ndian  Church  Is  poorer  to-day  by  the  death  of  this  good  man,  while  heaven 
is  richer.  May  a  double  portion  of  his  spirit  rest  on  his  brethren  In  the 
ministry,  and  may  the  Divine  consolation  abide  with  his  breaved  family." 

The  following  account  of  Brother  Janvier's  escape  from  Bareilly  is  taken 
from  llie  North-  Western  Christian  Advocate  of  7th  November  1900  : 

"  On  Sunday,  May  31st,  1857, 1  held  service  for  the  eight  or  nine  people 
that  attended.  1  wtvs  preaching  with  closed  doors  to  the  occasion  from  the 
text  :  '*  Fear  not,  little  flock,  it  is  vour  Father's  good  pleasure  -to  give  you 
the  kingdom  "  (Lnke  xii.  33).  We  lived  near  the  military  line.  As  1  preach- 
ed the  mutiny  broke  out  and  the  Sepoys  began  to  rourdef  the  Europeans. 
Several  uf  our  congregation  had  been  Christian  Sepoys.  A  friendly  Moham- 
medan came  running  In  and  suggested  that  we  stop  the  service  and  flee.  1 
drew  it  to  a  rapid  close  and  we  hurried  away  to  a  neighboring  rich  Hindu's 
garden,  where  we  hid  for  the  day.  As  we  went  a  neighbor  woman  asked  my 
wife  to  hide  in  her  house,  which  she  did.  That  night  we  returned  under 
cover  of  darkness  and  found  everything  in  the  houses  looted.  We  slipped 
away  in  the  night  towards  Lucknow,  where  we  thought  we  would  be  secure, 
as  that  place  had  a  ^strong  European  garrison.  Tuo  mutineers  were  only 
about  two  days  behind  us  all  the  way.  The  road  was  fairly  safe  for  us,  and 
we  arrived  in  Lucknow  just  In  time  to  be  told  that  the  Sepoys  were  about  to 
rebel  and  that  the  Europeans  were  gathering  for  protection  at  the  English 
Residency.  We  paused  two  days  and  continued  our  flight  to  Cawnpore,  the 
next  military  station,  little  knowing  of  the  tragedies  that  were  even  then 
being  enacted  there.  As  we  drew  near  the  city,  on  the  opposite  bank  of  the 
Gauges,  we  were  told  that  the  Infamous  Nana  Sahib,  alreadv  in  possession  of 
the  city,  was  besieging  General  Wheeler  and  the  remnant  of  the  Europeans. 
As  we  tarried  torest  a  short  time  a  cannon-ball  from  General  Wheeler's  camp 
struck  just  in  front  of  us,  whereupon  we  hurried  our  departure  towards 
Allahabad,  I'M  miles  further  on.  We  had  already  walked  about  200  miles  In 
the  burning  heat  of  that  June,  but  there  was  no  help  for  It.  A  few  days 
more  and  we  were  safe  in  Allahabad.  We  reached  the  place  in  tatters  and 
without  a  cent.  When  we  were  most  needy  I  found  a  silver  coin  that  helped 
us  to  food  the  rest  of  the  way.  I  immediately  found  employment  at  good 
wages  in  an  English  !otfice,  but  my  heart  was  ill  at  ease  until  after  some 
months  a  letter  came  from  Dr.  Butler  bv  a  long,  roundabout  route  and  gave 
me  the  news  of  his  safety.  As  soon  as  the  rebellion  was  put  dowu  I  returned 
to  Bareilly  to  Dr.  Butler  and  have  l)een  In  the'Master's  work  with  the  Me- 
thodist Church  ever  since.' ' 

The  Rev.  Isaac  Fieldbrave  has>given  the  following  testimony  to  the  Christ- 
ian and  ministerial  character  of  Brother  Janvier: 

1.  Wa*z.  A'p  Hindust&nfon  ke  darmly&n  ek  zabardast  w&'Iz  the.  *A'p  k6 
kai&m  Rtxh  ki  qudrat  ke  s&th  hot&  th&,  jo  dlloQ  par  t^sfr  kart&,  aur  dllon  ko 
hil6  det6  th&.    Un  ke  wa'z  mefi  &yat  kl  taqsim  nahffi  hot!  thi,  par  un  ka^ba- 
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yindaryi  kf  minind  J&r(  hoU  thA«  aur  sunnew&loo  ^o  apne  bav&a  aur  maz- 
mtn  meg  raaho  kar  1<)te  the.  A'p  ko  "  Princo  of  Preachers  ^' kahnft  raw& 
hai. 

2.  AlfhUiq.  A'p  k^  akhldq  Masfhf  akhl^q  th&.  Koi  un  ke  p^s  j4kar  nd- 
l^hush  y&  m4y6s  na  hot4  ih^.  Har  ek  ko  us  ke  hash  1  h4l  baratte.  aur  kfsf 
k4  dil  un  ke  p&s  J&uo  se  ua  dukhtd  tbft.  Ydu,  wuh  Masihfon  ke  darmiyuii 
har'dU'*aziz  the. 

3.  Oaur  aur  durandeshi,  Yih  baff  bh&rf  sifat  un  men  tin'.  Wuh  har 
mu'&male  par  gaur  karte  the,  aur  dfir  tak  us  ke  natf Je  ko  j&nchte  the.  Un 
ke  kisf  k&m  yakal&m  met)  jaldbft/.i  na  thf.  Kam  bolte  the,  par  Jo  kuchh  kah- 
te  the  gaur  Karke  aur  soch  samajh  ke. 

4.  Farotani.  FazI  kf  yih  khubf  un  men  achchhf  tarah  'aydn  thf.  CJn  ke 
basbre  aur  un  kf  s&rf  zindaef  par  farotanf  Icl  muhr  thf.  Un  kf  s&da  zindagf 
thf  par  khtibsfirat  Masfhf  zTnaagf  thf.  K&sh  &j  kal-ke  nauj&^^n  wAMz  us  bu- 
zurg  kf  sftda  aur  farotan  zlndagi  par  gaur  karte. 

5.  Un  kf  8&rf  Masfhfkhtdmat,  aur  Masfhf  zindagf  par  gaur  karke  ham 

Ilh  kah  sakte  halQ  k1  '*  Wuh  Prebvstnrian  Mission  ke  liye  fakhr  k6  b&Ms  aur 
[ethodist  Mission  ke  liye  ek  t^J  hue. 

J.  H.  Mbssmorb, 

For  CommiUee. 


YADGARI  PADRI  LUCIUS  CUTLER. 

Bh&f  Lucius  Cutler  mauza*  NaraDgp6r,  zila'  MiirAd4b&d  ke  b&shindethe, 
aur  gum&ngAlib  hai  ki  w&lidaln  ke  hamr4h  P&drf  Parsons  jk  Dr.  Butler 
s&hib  ke  h&th  se  usf  g&nw  men  san  18.58  men  baptisma  pAyd  thd.  Thore  din 
Jo&  iskfil  men  taMfm  p^f,  phir  Shdhjah^nnl^r  Orphanage  men  ziydda  ta'Ifm 
ke  liye  bheje  gae,  aur  wah&n  se  nikalkar  Nagfna,  Amroiid,  Jod,  aur  K&shfpdr 
men  Kaf  sdl  tak  man&df  karte  rahe.  San  1877  men  Bareilly  Seminary  men  d&- 
^hlT  h&e,  aur  tf n  baras  men  sanad  p&kar  san  1880  men  Rae  Bareilly  6heje 
gae,  aur  1885  men  ham&rf  saliydna  Ic&nfarans  men  sharfk  hfie,  aur  Hasanp6r, 
B^t^,  Amroh&,  Pan6hp6r  aur  Jal&l&b&d  men  diy&natddrf  o  waf&d&rf  ke  sith 
k&m  karte  rahe,  un  ke  afsar&n  un  se  bahut  knush  rahte  the.  Apnf  pichhif 
Is^eshan  Jal&l&bM  men  sakht  bfm&r  pare,  aur  Amroh4  pah6|ichkar  13wf|i 
December,  san  1900  men  54  haras  kf  'nrar  ke  hoke  apne  b&pd&dofi  ke  s&th  so 
gae.  PRA.BHU  Datal. 


WAFAT-NAMA  MR.  A.  FRANK. 

Bh&f  Albert  Frank  &sm&n  par  j&ne  se  qabl  55  bariis  l<e  the.  We  san  1845, 
meo  shahr  Kalkatta  men  paida  h6e  the.  tin  kf  zindaprf  kk  ck  bari\  hissa 
*omtiman  tfu  Jagahon  men  guzr&,  ya*ne  Tilhar  Shdlijah&npfir  aur  Lucknow. 
Un  kf  sh&df  1874  meg  Allanab&d  men  bh&f  Pahalw&n  Singh  kf  dukhtar  bahin 
Jumema  se  httf. 

Mr.  Frank  kf  taMfm  k&  p6r&  hdl  (hfk  taurse  maM6m  nahfn,  tau  bhf  jo 
kuchh  ma*]6m  hai,  ns  ko  pesh  kart&  h^Q.  Unhon  ne  Mirz&piir,  Lucknow, 
aar  Sh&hjah&npfir  Orphange  School  men  taMfm  pif.  Us  waqt  meo  Sh&hja- 
h&npur  Orphanage  Scnool  men  taMfm  k&~ais&''umda  intiz&m  tha,  ki  Gt)vern- 
ment  High  School  us  k&  zara  bhf  muq&bala  na  kar  sakt&  th&,  aur  wah&n 
k&  Head  Master,  Orphanage  High  School  ke  Head  Master  se  'ahd  o  paim&n 
k4  multajf  hi!i&  karti  th&. 

Un  kf  khidmat  kf  mukhtasar  kaifiyat  yih  hai:— Unhon  ne  school  se  ni- 
kalkar Tllfiar  ke  school  meo  jo  us  waqt  men  Middle  School  ke  darje  se  nfche 
th&,  k&m  shurA'  kfy&.  Wah&n  par  kuchh  barson  tak  k&m  karne  ke  ba*d  we 
Sh&hjah&np&r  Orphanage  ScEool  ko  tabdfl  hde,  jo  us  waqt  zaw&l  kf  h&lat 
men  th6. 

lB&b6  H.L.Mukerjee  s&hibke  Sh&hjah&np&r  City  School  se  tabdfl  ho  j4ne 
par,  we  Orphanage  School  se  City  School  ko,  jo  us  waqt  middle  darje  tak  th& 
tabdfl  ho  gae.  Wan&p  se  we  Nakh&s  School  (Lucknow)  ke  live  tabdffhokar  &e. 
Un  ke  Orphanage,  Sh&hjahdnp&r  City  School  aur  Nakh4s  School  kf  k^  Id  mat 
ke  aiy&m  meo  P&drf  Bare  s&hib  Isk&lon  ke  Manager  rahe.  Un  se  maMt^m  h&&, 
kl  nnnofi  ne  apn&  k&m  barf  dly&natd&f!  aur  waf&d&rf  se  kfv&.  Agarchi  plchh- 
le  doDoa  madraMOQ  se  we  qarib  do  mfl  ke  f&sle  par  raha  karte  the,  t&ham 
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we i&IP& avcftrmf  aar  bars&t muataMdf  le  apoe  k6m  par  h^zir  hotoraha.  Un 
k4  barl«o  nstidoii  aur  tirib  nl  Mfmon  ke  sTth  nihiyat  hf ' umda  thArYiSi  wajh 
thi  ki  bawajtid  qurb  o  Jaw&r  ke  qar(b  ke  iskiilqii  kf  khfoch&t&nf  ke  bhf,  w« 
apne  madrase  ko  'umda  btiat  par  rakh  sake.  Un  ke  gazar  J6ue  k&  salr  aq- 
w&m  ko  bhf  a1s6  hf  sadma  hai,  jatsA  Masibtop  ko.  Un  ke  wAsie  knet  meo 
bahut  k6m  th6. 

Jab  we  Sh&hjah6np6r  meQ  the.  to  1883  men  un  kf  lokalprfchar  kf  sifirish 
htif,  par  unhon  ne  kah&,  Main  abhi  taiy&r  nahin,  so  kuchh  din  ruke  rahe. 
Phir  ek  baras  ba*d  uuhoQ  nets  *uhde  ko  qab61  kly&. 

'  We  North  India  Conference  ke  Uiq  shnrakA  men  se  ek  the,  we  salih 
roashwara  dene  mes  hoshy&r  the,  s&blr  the,  mihrbin  the,  aorofi  k4  l^hiyil 
rakhnewdle  the. 

San  1897  men  jab  Beid  Christian  College  Boarding  School  men  kof  Mana- 

ger  narab6,  kyUQki  Manager  s&biq  P&drf  Gang&  N6th  Bar&banki  ko  tabdfl 
o  gae  the,  tab  Principal  Padrf  Bare  s&hib  ne  Mr.  Frank  se  dar^hwAst  kf  ki 
ip  Hiliwa  isktii  ke  Boarding  House  me^  bhf  merf  madad  kf  jiye,  aur  Manager 


nager  k&  bandobast  kiy&. 

Agarchi  in  do  barson  men,  jin  men  ki  we  Head  Master  aur  Manager  the, 
un  ke  iipar  bh&rf  k&m  tE&,  timam  we  K&nfaran^  kf  l^hw&Qdagf  meQ  sAUna 
aur  shashm&hf  imtih4n  dete  rahe  aur  pass  bote  rahe. 

*Arsa  kaf  mahfne  k&  guzr&,  lab  ki  un  k&  bet^  Arthur  n&m  &sm&n  par  ga- 
yi.  us  kf  maut  se  un  ko  bar&  sadma  hOi.  Apni  waf&t  se  ek  derh  mah  qabi 
unhon  ne  kah&,  **  Arthur  ne  mujhe  m&r  d&Ia."  Sach  bhf  hat  kl  us  larke  kf 
maut  Ke  ba*d  un  kf  sihhat  ne  un  ko  jawab  diy&,  aur  us  waqt  ke  ba'd  se  we 
roz  ba  roz  girte  gae,  aur  A^hirk^  we  apne  be^e  Arthur  se  mnl&qftt  karne  ko 
Jum'a  July*  6,  san  1000  Tswf  &am&n  par  gae. 

H.  A.  CUTTINO. 

Mrs.  Abigale  Solomon  JinhoQ  ne  Bud&on  men  January  27wfa,  san  1000  ko 
intiq&lkiy&,Mor&dab&d  Mission  Girl's  ScEool  kf  taMfm-yftfta  thffi.  Un  kf 
shidf  17wfn  April,  san  1880  mefi  P&drf  Joshua  Solomon  se  hfif.  Is  'arse  mea 
unhon  ne  Bareilly,  Gon<]la,EIlenp6r, Bahr&ich,  Nawib  GanJ  aur  Sh&hjah&n- 
pfir  men  Masfh  kf  ^hiamat  kf.  We  do  baras  ke  'arse  tak  '&riza  i  dlqq  men 
mubtil&  rahkar  apno  &sm&n{  mak&n  ko  parwdz  kar  gaffi.  Un  icf  zindaginiha- 
Tat  phald&r  thf.  We  bar&bar  Masfh  ke  namfine  par  chaltf  rahfQ,  aur  bar  ek 
b&tme.Q  Masfh  aur  apne  l^h&wind  -kf  farmdnbard6r  thfn.  Un  kf  zindagf 
namtine  kf  zindagf  thf.  We  bar  ek  dukh  ke  waqt  men  s&bir  rahfn,  aur  fman 
men  mazbtit  thfn.  Un  kf  maut  bhf  fm&nd&ron  Ke  liye  tasallf  kl  b&'is  thf. 
uniiiwin  s4i  ke'arse  tak  un  kd  qay&m  is  iAni  duuiydmefi  rahi.  Abun  kf  mus4t 
firataur  us  kf  sa^htf&n  tai  h^fn,  aur  apnf  mfr&s  ke  haqq  ko  Jis  kf  ummedwir 
is  duny&  men  rahfn,  piftf  halQ.  Mubarak  we  jo  Khud6wand  meg  hoke  marte, 
KtU)  kahtf,  His,  ky6i)kl  we  apnf  mihnaton  se  &r4m  p6te  haiQ. 

PbAMUU  DATAIf. 


Coutee  of  Stub^. 

A.-FOR  AMERICAN  MISSIONARIES. 

teNOLISH  STUDIES. 

I  Y«ar.    1.    lAtroduciion  to  the  Holy  Scriptures:  Old  TeBtament,  pp.  1-447 

Harman» 

2.  Elxegesis:  Selections  from  the  Gospels. 

3.  Systematic  Theology.  Vol.  I.  Miley, 

4.  Plaio  Account  of  ChristiaQ  Perfection.    Wesley, 
To  be  read:  Wesley's  Sermons.    Vol.  II. 

II  Year.     1.    Introductions  to  the  Holy  Scriptures  :    New  Testament,  448- 

770.    Harman, 

2.  Exegesis:  Selections  from  the  Pauline  Epistles. 

3.  Atonement  in  Christ.    Miley. 

4.  The  Sacraments: Baptism  and  the  Lord's  Supper.    WaUmi, 
To  be  read:  Steven^s  History  of  Methodism. 

III  Tear.    1.    Exegesis:  Selections  from  the  Pentateuch. 

2.  Studies  in  Theology:  The  Supernatural  Book.    Foster, 

3.  Biblical  Hermeneutics.    Terry. 

IV  Year.    1.    Exegesis:  Selections  from  Isaiah. 

3.    Systematic  Theology.    Vol.  II,  Miley. 

VERNACULAR  STUDIES. 

I.  This  coarse  shall  consist  of  three  standards  of  two  sections  each,  vis.. 
Lower,  Middle,  and  Proficiency  Standards,  in  both  the  Drdu  and  Hindi 
languages. 

II.  The  Urdu  and  Hindi  of  the  Lower  Standard  shall  be  compulsory, 
and  one  section,  either  the  Urdu  or  the  Hindi,  of  the  Middle  and  Proficiency 
Standards  respectively. 

III.  The  candidate  will  be  expected  to  pass  the  first  section  of  the  Lower 
Standard  examination  within,  or  at  the  close  of,  his  first  year's  residence,  and 
he  may  be  allowed  to  complete  both  sections  in  that  time:  but  must  pass  in 
both  within  two  vears  from  the  time  of  Joining  his  conference  in  India. 

rV.  All  conference  examinations  shall  take  place  under  the  direction 
of  a  board  of  six  or  more  examiners  appointed  by  the  Bishop,  which  board 
shall,  as  far  as  possible,  remain  unchanged  from  year  to  year. 

V.  The  annual  conference  examination  shall  begiu'on  the  morning  of 
the  day  preceding  the  day  fixed  for  the  opening  of  the  conference,  a  majority 
of  the  board  being  present. 

VL  The  following  course  of  study,  in  accordance  with  Rule  I,  Is  pro- 
posed: 

LOWER  STANDARD. 
A.-URDU :  FIRST  YEAR. 

1.  GRAMMAR.    Platts',  omitting  chapters  on  Arabic  and  Per- 

sian Construction,  and  Derivations  and  Syntax  ...     100 

2.  READING.    (Roman,  Lithograph  and  Type) : 

Matthew  and  Mark's  Gospels 

Haoaiq  ul  Maujudat                                                ...  ...     100 

3.  TRAIISLATION                                                                 ...  ^     ISO 
(1.)    Urdu-English:  10  lines  from  Urdu  Sec.  Bk.  C.  E.  S.  50 

(3.)    English- Urdu:  10  lines  from  Eng.  Sec.  Bk.  C.  E.  S.,  half 

written  in  Persian  and  haliwritten  in  Roman  60 

(3J   Definition  ..  ...  ...  ...    40 

4.  PRONUNCIATION  -  ...  ^  ...  100 
A,    CONVERSATION                         ...             .«              ^             ...  100 

Read:  Bishop  Thol^nrn'e  Indift  and  Malaysia. 
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B.-HINDI:  SECOND  TEAR. 

1.    GBAMMA.B:  lSeU02g*s                                 ...  •••  100 

3.    BEADING.    (Nagri)    Matthew    and     Mark's  Qosp^U  and 

Dharm  Tala                         ^  .-.  ...            100 

3.  TBANSLATION                             .  .              .^  ...  ...             150 

(1.)    Hindi- En elish:  10  lines  from  Hindi  Hoc  Blc  C  E.  S.  ..50 

(2.)    English-Hindi:  10  lines  from  Eng.  &»oc.  Bk.  C.  E.  8.,  half 

written  in  Nagri  and  half  written  iu  Boman  ...    60 

(3.)    DeiiQition                                                  ..  ..40 

4.  PBONUNCIATION                                          ...              ...  ^            100 

5.  CONVEBSATXON                           ...                               .,.  ...             100 

Bead:  Hunter's  Brief  History  of  the  Indian  People. 

MIDDLE  STANDARD.     THIRD  YABR. 

(Urdu  or  Hindi  Optional.) 
A.  -UBDU. 

1.  GBAMMAB:  Platts%  the  whole.    Kempson's  San  tax  and  Idioms. 

Forbes'  Persian  .~  ...  ...  ...  100 

2.  BEADING.    (Litho,  and  Type)  : 

Luke  and  John's  Gospels. 
Din-i-Haqq  ki  Tahqiq. 
Tanbat  un  J^asih. 
Mark  and  John  in  Persian 

3.  TBANSLATION  ...  ...  ...  ^ 

(1.)    Urdn-English:  10  lines  from  Urdu  Third  Bk.  G.  E.  S. 

(2.)    English-Urdu:   10  lines  from  Eng.   Third  Bk.  G.  E.  S., 

half  written  in  Persian  and  half  in  Boman 
(3.)    Definition 

4.  PBONUNCIATION 

5.  CONVEBSATION 

Bead:  Muir's  Life  of  Mohammad. 

B.-HINDL 

1.  GBAMMAB:  Beview 

Ballantyn's  Elementary  Sanskrit. 

2.  BEADING:  Luke  and  John's  Gospels 

Shakuntala  (edited  by  Baja  Laksbman  Singh). 
3     TBANSLATION 

(1.)    Hindi-English:  10  lines  from  Hindi  Third  Bk.  d'E.  8.       !.. 
(2.)    English-Hindi:  10  lines  from  English  Third  Bk.  C.  E.  S., 

half  written  in  Nagri  and  Half  in  Bomau 
(3.)    Definition  ...  ...  ...  ... 

4.  PBONUNCIATION 

5.  CONVEBSATION  ...  ...  ...  ^ 

Bead:  Wilkins'  Hindu  Mythology. 

PROFICIENCY  STANDARD.— FOURTH  YEAR. 

(Urdu  or  Hindi  Optional.) 
A.-UBDU. 

1.  GBAMMAB:  Palmer's  Arabic.    (Optional.)  .•.  ...  lOO 

2.  BEADING:  Mizan-ul-Haqq. 

Gulistan. 

Forbes'  Arabic  Header.    (Optional.) 

3.  TBANSLATION  ...  ..... 

(1.)    Urdu-English:  20  lines  from   Urdu  Fourth  Bk.  C.  E.  S. 
(2.)    English-Urdu:  20  lines  from  English  Fourth  Bk.  C.  E  .  S., 

half  written  in  Persian  and  halfin  Boman 
Short  Sermon  In  Persian  character. 
(80    Definition  ...  ...  ^ 

4.  PBONUNCIATION 
».    CONVEBSATION 

Bead:  Sells*  Faith  of  Islam. 
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B.-HINDI. 

1.    GBAMMAR :  Hindi,  Review  ...  ...  100 

Monfer  WllHams'  Sanskrit.    (Optional.) 
e.    BB^DINOtSatMatNirnpan  ...  .-  100 

Prem  Sagar. 

Hitopadesiitt,  first  book.    (Optioual.) 

3.  TBANSLATION  ...  ..  ...  160 

(1.)    Hindi-Eofflish:  do  lines  from  Hindi  Foarth  Bk.  C.  B.  S.         50 

(2.)    Bnglish-Hlndi :  20  lines  from  English  Fourth  Bk.  C.  E.  S., 

half  written  in  Nagri  and  half  in  Roman..  ,^    60 

Short  Sermon  in  Nagri  character. 
(3.)    Definition  ...  ...    40 

4.  PRONUNCIATION  ...  ..  ...  ^  100 

5.  CONVERSATION  ...  lOO 

Read  :  Monier  Williams*  Religious  Life  and  Thought  in  India. 

VII.  The  candidate,  in  order  to  pass,  must  obtain  at  least  one  half 
the  aggregate  marks  in  each  subject. 

VlJl.  The  Board  of  Examiners,  through  the  Registrar,  shall  at  the 
close  of  the  examination,  inform  the  candidate  and  thr>  Secretary  of  the 
Conference  of  the  result. 


B.— FOR  HINDUSTANI  MINISTERS. 
Si^L^NA  K^NFARANS  KF  KHWA'NDAOr. 
DA'^HILA  EE  LIVE. 

1.  Ummedw&r  Urd&  y&  Hindi  Qaw&'id,  Jugrftflya  aur  His&b  achchhf 
tarahsejftne. 

%,  Qadim  Taw&rfl^h  k&  I^htis&r  Roman-Urdii,  or  Landmarks  of  An- 
cient History. 

3.  Hunter's  Brief  History  of  the  Indian  People  in  English,  Litho* 
graph- Urdt  or  Hlndf. 

4.  Jngr&fiya-i-Pftk  KitAb,  yd  Scripture  Geography. 

5.  Discipline. 

PA  HLA'  SA'L. 

1.  Fil&saff  dar  b&b  Tadbfr  i  NaJ&t,  or  Walker's  Philosophy  of  the  Plan 
of  Salvation,  or  Mat  Parikshd. 

2.  l^hutftt  ba-udm  Jaw&ndn  i  Hind,  or  Mitchell's  Letters  to  Indian 
Youth  or  Sat  Mat  Nirtipan  mea  jo  HinAd  kf  bdbat  hai. 

3.  Hurst's  Shori  History  of  the  Early  Church  iu  English  or  in  Litho- 
graph-UrdCi  or  Caleb's  Intlkh&b  i  Kalfsiva. 

4.  Wayland's  Moral  Science  in  English  or  in  LIthograph-Urd6  or 
Baibal  Bar-Haqq. 

5.  TahrfHWa'st. 

MUTA'L'A  KE  LIVE.-1.  Stobart's  Isl&m  or  Taw&rfkh  1  Mohammadf 
or  A'wd-gawan  BichAr.  2.  Dfn  I^l&m  anr  \\s  kf  tardfd  In  RoTnan-Urdti  or 
Llthograph-Urd(i. 

DU'SRi^Si^L. 

1.  Binney's  Compend,  or  Ma^^hzan  'Ilm  i  'Ildhf. 

2.  What  think  ye  of  Christ.  (Vaiighau's)  or  Manlh  Ibn  UlWh  or 
Dharm  Pustak  se  Ad  be  bh&g  moo  Ehrlstit.'kd  Samilch&r. 

3.  Field's  Hand- hook  of  Theology,  one  half,  or  Tarfq  nl  Hay&t  or 
Dharmd  Dharm  Phrikshd  Patr. 

4.  Introduction  to  Thomas'  Cammentary  on  Genesis,  in  Roman- Urd(i. 

5.  TahrlriWa'z. 

MUT/fL'A  KE  LIYB.— 1.    Clark's  six  Lectures  on  the  A'ryd  Samij  in 
English  or  Urd6  or  Hiudf.    2.    Formen's  A'ryd  Sam&J  or  mifUlh-ul-Tau- 
ret,  Pdp  Sodhan  Siddh&nt. 
^  Tf SRA'  SA'L. 

1.  BushnelTH  Character  of  Jesns.  Tsd  kf  Sfrat  2.  Thomas*  Tash- 
rfh-nl-Taslfs  in  Roman-Urdfi.  3.  Fishers'  Mannel'of  Christian  Evidences 
tn  ESngltsh  or  Tswl  8ub6t,  Roman-Urd6.  4.  Fields*  Handbook  of 
Theology,  completed,  Sat  Mat  NiriipaQ  men  dfn  Tswi  kf  bdbat.  5.  Tah- 
rffl  wft's. 


ffi  cxjTjkse  of  STTTnr. 

MUTi^L'A  KE  LiYE.-l.  Murdocli's  Popular- Hinduism  or  Lakshmf 
Shankar'8  Primer  of  Biology  in  Urdfi  or  Hindf. 

GHAUTHB  SJ^L  KK  IMTIHA'N  KB  SUW^LAT. 

1.  Rtih&nf  zindaffi  ky&  hai  ?  Us  kf  asliyat  bay6n  karo. 

2.  Kv&nkar  maTtim  tiot&  hai  ki  ham  men  Enh&nf  sindagf  hai  ? 

3.  Wa'iz  ko  kis  tarah  maM6m  hot&  hai  kl  Khud&  ne  majh>ko  vr%*t  ka 
k&m  ke  vrftste  talab  kiy&  Iiai. 

Fabl.  1. 

DFNDA'Rr  ACJB  AUQAT  GUZ^EF  KB  BAYA'N  MBfi.-l.  Kh&- 
dim  ud  din  ke  kh&ss  kilm  bay&n  karo,  aur  yih  bat&o  ki  is  ^hkimat  ke  wAsto 
kaun  kaun  se  wasf  ch&hiyen. 

5.  We  ks^n  se  tariqe  haiQ,  jis  se  yih  aus&f  barhte  iite  hain  ? 

6.  BatAo  ki  logoQkf^  gharon  par  ahwAl-pursI  ke  liye  Jftna  kaisi  znrfir 
hai,  auryih  kaho  ki  tumhari  is  l£am  men  kis  qadar  tawajjuh  hai  ? 

7.  Yih  bat&o  ki  kis  tarah  parhte  lik^te  ho  7 

8.  Jab  se  tum  k6nfaraiis  ki  Imtih&n-bardirf  meg  ho,  tab  se  turn  ne 
Jituf  kit6ben  har  s6I  dekhf  haia  un  sab  ke  n&m-bat&o? 

9.  Kutub  i  Muqaddasa  ke  parhiie  meQ  turahftrii  kltnft  waqt  sarf  hoti 
hai  ?  aur  kis  tariqe  se  paphte  ho  ? 

Fasl.  S, 

BAIBAL  KA'  IMTIUA'N.-l.  Kis  i*tib&r  se  tum  Baibal  ko  KaI4m  i 
Il&hf  J&ute  ho,  aur  kin  dal&ll  se  yih  turn  rfte  rakbie  bo  f 

2.  Kis  dalfl  se  Majm6*a  i  '  Ahd  i  *Atfq  ko,  Jo  ham  mefi  murauwij  hai, 
mu*tabar  Jftnte  ho?  ^hul&sa  bayftn  karo. 

3.  Kis  dalfl  se  we  sab  kit6b6D  io  is  Majm^'a  i  'Ahd  i  Jodid  mefi  d&|hll 
halo  mu*tabar  o  sahfh  J&nte  ho?  Mu^htasar  bay&n  karo. 

4.  Kis  tarah  Mohammadfofi  ke  is  da' we  ko  ki  Kutnb  i  Muqaddasa  man- 
sfikh  hogaf  haiQ,  galat s&bit  karte ho ? 

5.  l^horAJ  i  Misr  se  Yasbfi'akf  matit<  tak,  Isriflfoa  kl  tirikh  ki ^hali- 
sa  bat&o. 

6.  Das  firqon  ki  bag&wat  ke  muta'ailiq  Jo  khiss  w&qi'6t  hal^,  unheo 
bay&n  karo. 

7.  YahMfon  kf  s&Iftna  'fden  anr  nffc  jih  'ki  kis  b4t  ke  wftste  mnqarrar 
hfii  thfn,  aur  kis  tarah  par  adakf  J6tf  thi^f  bat&o. 

8.  Kh&ss  kh&ss  nabfoa  ke  n&m  aur  Jis  zam&ne  men  unhoa  ne  nubt^waten 
kin,  wuli  zam&ne  anr  nfz  yih,  ki  we  nubtiwatefl  kis  bare  m^Q  thf||,'bayAn 
karo. 

9.  Khud&waiid  Masfhkf  b&tOQSokuchh  ais(  mis&le'a  do,  jIn  se  z&hlr 
hot&  hal7  ki  wuh  Purine  'Ahd  kt;  iiawisliton  ko  mu*tabar  samajnt&  th6. 

10.  Kaunsf  pvsii-khabarf^Q  Masfhse  muta*alllq  hain,  k^usfisan  uskf 
^mad  anr  sirat  anr  k4m  anr  raant  se? 

11.  Ma.sfh  kf  zlndagf  ke  h&l&t  kis  kis  waqt  ke  ma'lfim  haiu«  aur  muddat 
'ahd  risalat  kis  qadar  thf? 

12.  Us  kf  risalat  kc  kh^sH  wdqi'ut  anr  jshi^Q  JaliAa  kl  we  guzre  balfi 

batio. 

13.  Khftss  ^h&ss  b&teQ  mnndarij  i  A'am41  i  Bas&l  batlfto. 

14.  Mu'Jiza  ky&  hai  aur  mu'JizoQ  se  ky  finkar  mal'tim  hot&  hai  ki  Kutub  i 
Muqaddasa  min  j&nib  Alliih  halfi? 

Fasl.  3. 

BAIBAL  KF  TAM^rMATT  KE  BAYAN  MEfi.-l.  Khud&  k6  wujfkd 
Baibal  so  kIs  tarah  s&bit  hota  hai  ? 

2.  Baibal  se  Taslfs  k6  ky&  subfit  hat,  ya^ne  ki  ek  ^hud6  meg  tfn  aq- 
nfim  bain? 

3.  I^liudil  kf  sifftt  batlfto  aur  har  sifat  k4  sabfit  PAk  NawtshtOB  se 

do. 

4.  Khudft  ke  mujassam  hone  k&  masia  jo  Kutnb  1  Muqaddasa  men 
p&y&  J&'td  hai,  use  bay&n  karo,  aur  yih  batao  ki  us  ta'lfm  ko  najftt  ke 
bandobnst  sp  kvA  Mli^qa  hai  ? 

5.  Masih  Icf  Ultihiyat  Kutnb  i  Muqaddasa  se  s&bit  kacx). 

a.  Baibal  kf  kaun  kaun  sf&ydt  Ultihiyati  Masih  ke  mukh&lif  mnaal- 
iD&n  pe^  karte  haig,  aur  tum  un  ice  kyi  ma'ne  lete  Jio  ?  ^. 

7.  Kiih  1  Quds  kf  aqniimiyat  k&,  aur  UKihiyat  k6  aur  us  ke  ktes  kft 
PAk  Nawlsbtofi  se  subtit  do . 
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• 

a    i^dam  ke  gun&h  k&  natf  ja  us  kf  aal&d  kc  haqq  mep  ky&  hti&? 
0.    Masfh  ke  kaf&re  aur  guD&hon  kf  mu*&ff  men  ky&  Mfdqa  hal? 

10.  Masfh  ke  Jf  athne  k&  snbtit  do. 

11.  Mas(h  k(  snafa'at  kf  aslfyat  aur  f&lda»  Jaisf  Kutub  f  Muqaddasa  me^ 
taMfm  hai.'bayftn  karo. 

12.  Buh  ul  Quds  kf  gaw4bf  kf  nlsbat  ky&  taMfm  o  dalfi  haf? 

13.  Masfhf  k&mlliyat  k&  masala  jo  Wesley  s&bib  ne  sikhl^yft  hal  use 
mskhtasaran  bav&n  karo  aur  Balbal  se  us  k&  sub6t  do. 

14.  Naf  Patd&ish  aur  k&rail  p&kfzagf  ke  darmiyAn  jo  farq  hal,  use  sam- 
jh6  do. 

15.  Is  da' we  ke  bftre  men  ki  "  Jo  kof  az  sar.i  nau  paidA  hoU  hal  is  taur 
se  sahfQ  giregft,  ki  ilkhir  i  kar  hal&k  ho  j&e."  Hara&rf  kalfsiy&kf  ky&  r&e? 
s6blt  karo  ki  yih  r&e  Kal&m  j  Il&hf  ke  bamiijib  hai. 

16.  Bat&o  ki  baptisma  kaisf  rasm  hal,  aur  kis  garaz  se  hai,  aur  kyQn  farz 
hai?  bar  b&t  k&  subot  do. 

17.  S&bit  karo,  ki  bachchoQ  ko  baptism^a  dead  mun&sib  hai? 

18.  Baible  men  'Ash&  e  Rabb&nf  kf  nisbat  kaun  kaun  se  muh&warc  &e 
haln,  aur  wuh  kis  garaz  se  haia  aur  •MasfhioQ  par  us  kk  mftan&  kyfin  farz 
hal? 

19.  Hindfion  ke  masla  i  tan^u\j:h,  ya'ne  k&y&  palat  ko  ky6nkar  galat  sii- 
bit  karte  ho? 

20.  Jism  ke  jf  uthne  ke  b&b  mea  Kutub  I  Muqaddasa  men  ky&  taMfm 
hai?  haw61a  do. 

Fa8l.  4. 

*  KALrSIYA'  KE  INTIZA'M  O  TARTFB  KE  BAYA'N  MEH-1.  Kalfsi- 
y&  ke  tarah  tarah  ke JntizAm6t  bay&n  karo.  2.  Methodist  Episkopal  Kalfsi- 
y&  men  General  K&nfarans  aur  Annual  K&nfarans  aur  Kwiirtarif  K^nfarans 
Ke  mnta'alliq  ky^  ky&  k&m  haiQ? 

3.  Kalfsiyd  ke  'uhded&ron  men  ''  Bishop  "  "  Prfz&idtng  Eidar  "  aur 
**  Eldar,  *•  aur  "  pfkan  "  aur  *'^Kh^im-ud-dfn  "  aur  *•  Lokal  W4Mz  *'  aur 
**  Mnkht^kiir  "  aur  **  Aminatdar  "  aur  kil&s  ke  U&df  Jo  'halo,  un  mcQ  har 
ek  k&  Kltn6  ikhtiy&r  hal,  aur  kyk  k&m  mut&*alliq  hai,  aur  kis  ke  s&mhne  ja- 

w6b-dlhf  hal? 

Fasl.  5. 

TA'RrSH  I  K ALrSIYA'-l.  Yahfidfon  ke  kh&ss  Orqe  Masfh  ke  waqt 
meQ  kitne  the?  un  k&  bay&n  karo. 

2.  Aw&il  zam&noa  mefi  jo  aziyatea  Masfhfofi  ne  n^hdf  haio,  un  kk  kuchh 
bay&n  karo. 

3.  Un  was&il  k&  bay&n  karo,  jin  ke  sabab  se  ibtid6  mea  Masflif  mazhab 
bahut  phail6,  (Mather  s&hib  kf  Taw&rf^h  i  Kalfsiy&  tfsri  b&b  daf'a  1,  2,  3,  ft, 

kodekbo.)  .,      .  , 

4.  Gnostikon  kf  ky&  ta  Ifm  thf  aur  us  se  qadfm  kalfsiyd  par  kv^i  khar&b 
asar  oaHl;  (Mather  s&hib  kf  Taw&rf Ich  i  Kalfsiy6  tfsr&  b&b  daf^a,  85.) 

5.  Luther  s&hib  se  'ain  qabl  dfn  i  Tswf  kA  ky&  h&I  hai? 

6.  Barf  Isl&h  i  Mazhabf  Jo  Luther  sAhib  ke  waqt  men  h(if,  us  kk  hdi  l>a- 
t^,  kis  sabab  se  wuh  isidh  hfif  thf,  aur  kaun  kaun  log  us  ineQ  sharfk  i  h&l  the? 

7.  Brit&nlya  i  'Uzama  men  Methodist  Kalfsiyd  ke  muqarrar  lioiie  kk  sa- 
bab baUU>  aur  Wesley  s^hlb  kf  t&rfkh  men  kh&ss  log  kaun  the? 

8.  Methodist  Episkopal  Kalfsiyd  kis  sabab  se  aur  kis  waqt  men  aur  auwal 
kah6n  banf?  (Discipline  kii  bAb  I  auwal  dekho.) 

9.  Hinfid  kemukhtalif  firqo  aur  yih  ki  we  kahAu  su  nikle  aur  un  kA  bAuf 
aur  un  ke  khAss  'aqfde  batAo. 

10.  Munammaafon  ko  'din  kf  IbtldA  aur  Muhammad  s&hib  kA  kuchh  ba- 
y6n  karo  aur  mukhtalif  flrqon  k&  aur  un  ke  hAdfon  k&  kuchh  zikr  karo? 

11.  Sikhon  ke  mazhab  Uf  IbtidA  .kahdQ  se  hai  aur  use  Hin6d  o  Isl&m  ke 
mazhab  se  ky&  MlAqa  hai? 

12.  Brahmo  mazhab  kA  AgAzo  taraqqf  aur  hAl&t  mauJAda  aur  l<h&ss  'aqfd- 
OQ  kA  bay&n  karo. 

TO  BK  BEAD. 

MUTi^L'A  KARNE  KE  LIYE.-l.  T&rfl«h  i  Y&suff,  Josephus.  (M.  P. 
House  Lucknow)  2.  Brahmo  Mazhab.  (M.  P.  House  Lucknow.)  3.  Augus- 
tine ke  Iqr&rAt,  Augustine's  Confessions  (N.  I.  T.  S.)  4.  Hal-ul-Ashk&i  (M.  P. 
House  Lucknow.)  5.  JAmi*  ul  Fr&iz.  (Lahore,  Tract  DepOt.)  6.  Hif t4h  ul 
Hinfid.    (M.  P.  House,  Lucknow.) 
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CONFERENCE  SESSIONS. 


SESSIONS  OF  THE  NORTH  INDIA  CONFERENCE. 


No. 


1 
2 
3 

4 
5 
6 

( 

8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 

34 

35 
36 
37 


Place. 


Lucknow. 

Moradabad. 

Shabjahanpur. 

Hijnour. 

BarplUy. 

Barellly. 

Lucknow. 

Moradabad. 

Bareilly. 

Lucknow. 

Shahjabanpur. 

Cawnpur. 

Moraaabad. 

Barellly. 

Lucknow. 

Cawnpur. 

Bareilly. 

Moradabad. 

Lucknow. 

Cawnpur. 

Barellly. 

Lucknow. 

Moradabad. 

Cawnpur. 

Barellly. 

Lucknow. 

Moradabad. 

Cawnpur. 

Bareilly. 

Lucknow. 

Moradabad. 

Bareilly. 

Lucknow. 

Bareilly. 

Sbahjahanpur. 

Lucknow. 

Bareilly:. 


Time. 


Dec. 

Feb. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 
Jan. 
Jan. 


8-14, 

1-7, 

10-17, 

16-21, 

14-22, 

20-27, 

12-18, 

18-24, 

18-22, 

7-13, 

6-12, 

13-18, 

3-9, 

9-15, 

9-14, 

7-12, 

.5-11, 

11-17, 

10-16, 

9-15, 

7-12, 

7-12, 

5-10, 

4-9, 

9-15, 

2-7, 

7-12, 

6-11, 

11-16, 

3-8, 

3-7, 

fi-13, 

7-12, 

5-11, 

4-10, 

10-15, 

9-14, 


1864 
1866 
1867 
1868 
1869 
1870 
1871 
1872 
1873 
1874 
1875 
1876 
1877 
1878 
1879 
1880 
1881 
1882 
1883 
1884 
1865 
1886 
1887 
1888 
1889 
1890 
1891 
1892 
1893 
1894 
1895 
1896 
1897 

1898 1 

1899 
1900 
1901 


President. 


Bishop  E.  Thompson 
Rev.  .1.  Ban  me. 
Rev.  T.  J.  Gracey. 
Rev.  J.  M.  Thoburn 
Rev.  C.  W.Judd. 
Bishop  C.  KIngsloy. 
Rev.  J.W.  Waugh. 
Rev.  J.L.  Humphrey 
Rev.  T.  S.  Johnson. 
Bishop  VV.  L.  Harris. 
Rev.  T.  J.  Scott. 
Rev.D.  W.  Thomas. 
Bishop  E.G.Andrews 
Rev.  J.  H.  Messmore 
Bishop  T.  liowman. 
Rev.  E.  W.  Parker. 
Bishop  S.  M.  Merrill 
Rev.  S.  Knowles. 
Bishop  R.  8.  Foster. 
Rev.  T.  J.  Scott. 
Bishop  J.  F.  Hurst. 
Rev.  H.  Mansell. 
Bishop  W.  X.  Ninde. 
Rev.  J.  H.  Gill. 
BIshopJ.M.Thobum 

Do.  do. 

Do.  do. 

Do.  do. 

Do.  do. 

Do.  do. 

Do.  do. 

Do.  do. 

Do.  do. 

Bishop  Cyrus  D.  Foss 
BIshopJ.M.Thobum 
B I  shop  J.  M.  Thoburn 

Do.  do. 

Bishop  F.W.  Warne. 


Secretary^ 


J.  H.  Gracey. 
T.  J.  Scott. 

Do. 

Do. 
J.  D.  Brown. 

Do. 

J.H.  Messmore 
S.S.  WetherUy. 

Do. 
J.  D.  Brown. 

Do. 

B.  H.  Badley. 

Do. 
Do. 
Do. 
Do. 
Do. 
Do. 
Do. 

C.  L.  Bare. 
B.  H.  Badley. 

Do. 

Do. 

Do. 

Do. 

Do. 
J.  H.  Gill. 

Do. 
W.  A.  Mansell. 

Do. 

Do. 

Do. 

Do. 

J.W.  Robinson. 

Do. 

Do. 

J.  C.  Butcher. 


LIST  OF  LOCAL  PREACHERS. 


'Sauk. 


BaBBILLY    DltSTBIOT. 

Govind  Bam 
Gyan  Masih 
Daniel  Singh 
Lakhan  Singh 
Kundan  Lai 
J.  Robert 
Sadal  Singh 
Misri  Charan 
A.  Forbes 
Kesho  Ram 
Kallu  Porter 
Khurram  Singh 
Mangal  Singh 
Sobran  Singh 
Bahal  Singh 
Hulasi 
Lalji  Mai 
Mohan  Singh 

C.  M.  Parmanand 
Attah  Uliah 

Jai  Singh 
Bhup  Singh 

D.  Wiison 

S.  C.  Chatterjee 
Joei  M.  Lai 
Bho]  Ram 
J.  Nelson 
James  Morgan 
Chlrag  Masih 
Baldeo  Das 
Kehri  Singh 
Dal  Chand 
Yaqub  Singh 
Prem  Singh 
Baisakhi 
Pnran  Mai 
Moti  Lai 
Heli  Jacob 
Sewa  Ram 
Jhau  Lai 
Baldeo  Prashad 
Sadal  Masih 
Cornelius  Singh 
Manna  Lai 
S.  Judd 
Gulam  Masih 
Rahu  Singh 
Gokul  Prashad 
William  Gulab 
Cornelius  Singh 
Chhidammi  Lai 
S.  Bowen 
I.  A.  Berkett 
Ji  Sukh  Rae 


Obukus. 


Local  KIder. 


1' 


Local  Deacon. 


Loeui  Preacher. 


Appointment. 


Binawar. 
AllganJ,  Aonla. 
Powayan. 
Shahjahanpiir. 
Bareilly. 
KaUrala. 
Mohammadi. 
Bareilly. 
It 

M  Iran  pur  Katra. 

Binawar. 

Usait. 

Data  Ganj. 

Kachla. 

Aonla. 

Madnapur. 

Faridpur. 

Budaon. 

Binawar. 

Shahjahanpur. 

Jaitipnr. 

Shahjahanpur. 

Bareilly. 
»» 
ti 

Kakrala. 

Binawar. 

Islam  Nagar. 

Bisaull. 

Baraur. 

Bareilly. 

Bisauli. 

Nigohi. 

Shahjahanpur. 

Til  bar. 

Khera  BaJhcra. 

FatehgauJ. 

Bareilly. 

»» 
Sahaswan. 

Kanth. 

Powayan. 

Eundarya. 

Bisauli. 

Bareilly. 

Budaon. 

Bareilly. 
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LIST  OP  LOCAL  PREA.CHEHS. 


-    Name. 

Obdkbs. 

Appointment. 

Dawarka  Prashad 

Local  Preacher. 

Bareilly. 

N.  R.  William 

i« 

»» 

8.  Wilson 
Garbakhsh 

",       Sadar  Bazar. 

Itwari  Lai 

?» 

Binawar. 

Khamani 

»♦ 

Bhamora. 

Ram  Dayal 

»» 

Zarif  Nagar. 

&           1 

Kanahai  Lai 

i» 

Aonia. 

Hemraj 

It 

tl 

Karan  Singh 

»» 

Bisauli. 

A.  John 

»» 

,  ,tt 

. 

Gopl  Gharan 
&  L.  Harris 

i» 

Jalalabad. 

i> 

Powayan. 

Sohan  Lai 

M 

Shahjahanpur. 
Faridpur. 

Jal  Lai 

'                                 !♦ 

Debi  Din 

>                       n 

Pasgawan. 

Ram  Prashad 

»J 

Akbarpur. 

Bal  Mukand 

■                       tt 

Sunhu. 

A.  Peter 

n 

Shahjahanpur  West. 

George  Luke 
Debi  Das 

»» 

Bareilly. 

>                        n 

• 

.,    »« 

Daulat  Masih 

>                       »» 

Powayan. 

Baldeo  Prashad 

•                       »« 

Bhamora. 

flira  Lai 

1? 

tt 

Randhir  Singh 
Jukkhan  Lai 

•                       It 

Alapur.      ^ 

•                       »> 

Ujhani. 

Albert  Gulab 

•                   »l 

Bareilly. 

C.  A.  Robert 

«                       tt 

tl 

Chandan  Das 

1                    »» 

It 

H.  L.  Mathew 

1                       t1 

tt 

Henry  Paul 

n    . 

tt 

Masih  Gharan 

•                              M 

tt 

Rahlm  Khan 

1                    »» 

tl 

Samuel  Bakhsh 

•                    t» 

tt 

Suraj  Bali  Singh 

•                    ft 

-,     V, 

Gatru  Lai 

■                    ti 

Faridpur. 

John  Fredrick 

tt 

Khera  Bajhera. 

W.  Newton 

It 

Mohammadi. 

Thomas  John 

t» 

Bareilly. 

John  Walter 

M 

It 

Gabuwal  District. 

£.  Thomson 

Elder 

'96 

Pauri. 

Kwankin 
Ghungar  Money 

Deacon 

5  J 

'96 
'98 

Bungedhar. 
Lansdowne. 

G.  Khiyali 

M  . 

'98 

Gadoll. 

Sangram  Man! 

1  f 

'99 

Mandakhal. 

Andriyas 
Lama  Wilson 
Bhajnl 
Mohun  Lai 
Dhan  Singh 
Tiwari 

Local  Preacher. 

tt 
tt 

'    M 

tt 

1 

Bhawani. 

Upalda,  Srinagar. 

Kotdwara. 

Baqi  Ajraere  Dogaddi^.    • 

Paurl. 

Patras 

'                           If 
It 

11 
Dhel<walt. 

Daud 

tl 

Nandpriyag. 

GoNDA  District.          , 

Lewis  J.  McGee 

Doacon 

'93 

Nanpara,  Bahraich. 

A.  S.  Wesley 

tt 

'99 

Bahraich. 

J.  Simeon 

tt 

'95 

tt 

» 

I^T  OF  LOOAL  PREACHBR8. 
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Naju. 

Ordibs 

■ 

Appoiktsiknt. 

D.  C.  Richards 

Deacon 

'99 

Lachhmanpur,  Bahraich. 
Ellenpur,  Gonda. 
Rupaldiha,  Bahraich. 

BQddha  Slogh 

Local  ftea« 

*d6 

Prem  Dass 

Cher. 

Bhupal  SiDsh 
Khandharl  Singh 

ft 

Ikauna,  Bahraich. 

11 

Birpur,  Bahraich. 

Chhange  Singh 

M 

Balrampur,  Gonda. 

Lai  Karan 

11 

(vonda. 

J.  J.  Todd 

|« 

QaisarganJ,  Bahraich. 
Paraspur,  Gonda. 

Dharam  Singh 

)i 

F.  Wittkl 

11 

ColonelganJ,  Gonda. 

Nattha  Masih 

If 

Pachperwa,  Gonda. 

Ishri  Dass 

t« 

Bishanpur,  Gonda. 

Frank  W.  Peters 

11 

Gorakhpur,  Member  of  the  Man- 
kapur  Quarterly  Conference. 

Hardoi  Dibtbioc. 

B.  Turner 

Deacon 

'95 

Sandi. 

Abdul  Wahid 

It 

'92 

Hardoi. 

Sadal  Masih 

It 

'93 

Pihani. 

Chhote  Lai  II 

If 

'94 

Hnssain  GunJ. 

C.  L.  Samuel 

If 

'97 

Balamao. 

J.  Higginbotham 

11 

'95 

Safipur. 
Sandila. 

Baldeo  Parshad 

ti 

1900 

U.  Andrew 

Local  ^rea< 

1900 

Bawan. 

D.  S.  Paul 

Cher 

Ranjit  Purwa. 

B.  Cornelias 

11 

Achal  GunJ. 

Cardial  Singh 

»i 

Hardoi. 

J.  D.  Flint 

i« 

Pali. 

Ram  Gopal 

11 

Sadarpar. 

Nand  Ram 

It 

Mallawan. 

Misri  Lai 

It 

Rudamao. 

Mohan  Nathan 

tt 

Bangarmao. 

F.  M.  Lawrie 

It 

ManJhla. 
Haraoi. 

• 

J.  Jonathan 

»> 

KUMAON  DiSTBIOT. 

J.  M.  Todd 

B.  W.  Dass 
D.  S.  Hukill 
W.  Pamuchal 

C.  Wilson 
K.  Wilkinson 
J.  Barker 
Goari  Datt 
Chhidda  Singh 
J.  Abraham 
Ynsuf 

T.  B.  Kirk 
Jal  Dutt 
Beer  Singh 
Bhawani  Dutt 
Jawahir  Singh 
Chanchal  Singh 
Santok  Ram 
Tara  Chand 
Yahunna  I. 
Yahanna  II. 
A.  Miller 
BIJai  Singh 
Chandar  Singh 


Local  Elder. 
„     Deacon. 
'98 
'96 
'99 
1900 


It 

.11 
It 
It 
It 
It 


Local  Preacher 


It 
11 
ft 
»i 
It 
It 
11 
II 
II 
i> 
11 
It 
11 
It 
II 


Omeri. 

Naini  Tal. 

Lohaghat. 

Dfirma  Bhot. 

Gangolihath. 

Chaundaus  Bhot. 

Naini  Tal. 

Lohbha. 

Naini  Tal.   ' 

Dwarahat. 

Bag  wall  Pokbur. 

Pithoragarh. 

Almona. 

Dhapla. 

Lohbha. 

Deol  Thai. 

A I  mora. 

Haldwani. 

Dwarahat. 

Chandag  and  Panahgah. 

Kelani. 

Pithoragarh. 

Ganai. 

Gauriat. 


J 
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LIST  OF  LOCAL  PBEACHiaEtS. 


Namb. 

Ordbbs. 

Appoiktmuit. 

T.  W.  Gowan 

Local  Preacher. 

Naini  Tal. 

Smith 

*• 

11 

Anderson 

M 

11 

Thompson 

«1 

n 

MOBADABAD   DlSTillCT. 

B.  McGregor 

Elder. 

Najibabad. 

Peter  Merrill 

•93 

Sherkot. 

Bhola  Dass 

;o5 

Moradabad. 

Gulab  Singh 

11          ^ 

Nurpur. 
Thakurdwara. 

Mohan  Singh 
Jhabbu  Lai 

•M 

'96 

Seohara. 

Prabhu  Dass 

Deacon 

Sahora  Mllak. 

B.  Robert 

'96 

Bijnor. 

John  Pusa 

;93 

Moradabad. 

Kaliyan  Singh 

II           94 

Kotqadir. 

Dalla  Singh 

'93 

Moradabad. 

B.  S.  Budden 

'96 

Ranth. 

Nadir  Shah 

'96 

Nahlour. 

Khushali  Ram 

Local  Preacher. 

Jhalu. 

Nanhe  Mai 

Moradabad. 

S.  Hasting 

«» 

If 

Prabhu  Dass 

If 

11 

Thomas  Jacob 

It 

11 

Buldeo  Prashad 

It 

11 

Charan  Sukh 

11 

It 

Buddha  Singh 
Chldha  Singh 
Patras  Singh 

i> 

Bijnor. 

It 

Nurpur. 
Kashipur. 

M 

Sadhu  Singh 

II 

Dhampur. 

B.  Cutler 

11 

Bashapur. 

Bahal  Singh 

|i 

Nurpur. 

Buddha  Singh 

11 

Bilari. 

Albert  Gulab 

•  1 

Taj  pur. 

Ishri  Dayal 

11 

Saundora. 

Hiram  Barrow 

1* 

Najibabad. 

M.  Johnson 

yi 

Purainl. 

B.  Johnson 

11 

Afzalgarh. 

Ishri  Dass 

II 

Narouli. 

OUDH  DisTRior. 

Phillip  Andrew 

Deacon    '90 

LucknoTT. 

William  A.  Comfort 

'93 

ti 

Henry  C.  Slgler 

;93 

Bahramghat. 

Mangal  Singh 

II            94 

Tikaitnagar. 

Qaisar 
Jiya  Lall 

>»          '93 

Lucknow. 

,»          '97 

Dhaurara. 

Jawahar  Lall 

'97 

Sitapnr. 

Ajudhva  Parshad 
John  W.  Norton 

11           99 
'99 

Naurangabad. 
Satanwan. 

Prem  Masih 

«» 

Barabanki. 

Daniel  Richards 

Local  Preacher 

Lucknow. 

Masih  Charan  John 

11 

It 

Din  Dayal 

11 

Sitapur. 

Boaz 

1 1 

Barabanki 

Kesho  Lall 

) } 

Rae  Bareli. 

Mohan  Dass 

1 1 

Barabanki 

Sharf-ud-Din 

»» 

■ 

Rae  Bareli. 

UST  OP  LOCAL  PREACHERS. 
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Nams. 


Nathaniel  Hamilton 
Snndar  Lai  I 
Bihar!  Lall 
Henry  D.  Jacob 
W.  B.  Crawshaw 
James  W.  McOee 
Abel  Briscoe 
William  Alexander 
J.  R.  Mayall 
Colin  Winter 

B.  T.  Badley 
F.  J.  Brown 
John  David 
George  Mayall 
Bam  Sakh 
J.Todd 

W.  Ounsalvis 
Buldeo  Parshad  II. 
Nan  be  Lai 
Bhola  Nath 

C.  Rubin 

P.  L.  Smart 
GulzarMasih 

PiLTBHrp  District. 

Kallu  Singh 
Fazal  Ullah 
Ase  Ram 
Oirdhari  Lall 
Moti  Lall 
Kesri  Singh 
Jhabbn  Lall 
Ghasi  Ram 
Kalivan  Singh 
A.  Lincoln 
Bahadur  Shah 
Jhau  Singh 
Kallu  Dass 
Sohan  Lall 

D.  R.  Rodgers 
Kanhe  MfUl 
Ram  Bakhsh 
Baldeo  Das 
Baljeet 
Gulzarl  Lall 
Har  Sahae 
Khiyali  Ram 
Moti  Lai 
Lachhman 
Kundan  Singh 
S.  A.  Judson 
Lachhman 
Barnabas 
Nanhe  Lall 
Munna  Mahtab 
M.  S.  Cutting 
P.  M.  Dass 
Hira  Lall 
Glrdhari  Singh 


0RPEB8. 


Local  Preacher. 


«» 
♦♦ 

M 
»• 

»» 
»» 
>1 
tl 
1» 
>» 

11 

II 
»» 
•  I 
tf 
»• 


Elder  *95 
'95 
'96 
'96 
'06 

Deacon    '94 
'96 
'97 
„         '99 
Local  Preacher 


it 
ft 


»» 
ft 


i» 
ft 

!• 
•t 
f^ 
tt 
f» 
t» 
M 
f  I 
f» 
f  » 
»» 
»» 
f» 
ft 
ft 
tf 
ft 
tt 
ft 
ft 
tf 
ft 


Appointment. 


Lucknow. 
Sitapur. 
Barabanki. 
Rae  Bareli. 
Lucknow. 


ft 
It 
tt 
tt 

tt 


Mafihabad. 

Barabanki. 

Khairabad. 

Kamalpur. 

Lakh  I  m  pur. 

SIdhauli. 

Sitapur. 


t» 


Gola-Lakhimpur. 

^Barabanki. 

Sitapur. 


MIrganJ. 

Sheo  Purl. 

Ram  pore. 

NawabganJ. 

Puranpore. 

Jahanabad. 

Bisalpore. 

Milak. 

Shahi. 

Fatehganj  West. 

TUyapur 

DIbna  Pipalya. 

Son  a. 

Bahcri. 

Nawabganj. 

ShaLi. 

Madhkar. 

Siraull. 

M  Iran  pore. 

Gurganw. 

Bilaspore. 

Basdharan. 

Danka. 

Hafizganj. 

Banaiya. 

Luhar  Nagra. 

Rampur  Kol!. 

Gangapur. 

Rampore. 

Fatehganj  West. 

Plllbhit. 

ft 

tf 


56 


LIST  OF  LOCAL  PBGA0HEB8. 


Nahk. 

Obdvbs. 

Apfointmsnt. 

Sambral  District. 

Mauladad  Khan 

Blder 

'90 

Sirsi. 

Nirmal  Singh 

»« 

»95 

Sharifpnr. 

Manphul  Singh 

Deacon 

'91 

Basulpnr. 

Lachhman  Singh 
Mathra  Pershad 

ff 

*95 

Rajpura. 

(t 

Sambhal. 

Sukkha  Singh 

Local  Preacher. 

PInthkera. 

Samuel  Bernard 

1 ) 

Narainya. 

John  Little 

t) 

Marakpur. 

B.  Milton 

9f 

Sambhal. 

Fazal  Masih 

f  f 

Hajat  Nagar. 
Babrala. 

R.  White 

t  • 

Chhote  Singh 

tt 

Slrsi. 

C.  S.  Hunter 

1 1 

Bahjoi. 

P.  S.  Morris 

tf 

Amroha. 

B.  Ben  jam  an 
S.  Smith 

If 

GangesrI. 

n 

^^^ 

Tatarpur. 

• 

Ibteetbind  fibers'  IReports. 


OUDH  DISTRICT. 

llEV.  J.  W.  Robinson,  Prcsidhuf  Elder, —The  Oudh  District,  as 
now  constituted,  is  an  irregular  strip  of  territory  across  the  center  of 
the  political  division  of  Oudh,  with  an  area  of  between  six  and  seven 
thousand  square  miles,  and  thickly  populated  hy  almost  Hve  million 
Hindus  and  Mohammedans.  Lucknow,  the  center  of  our  work,  was 
long  the  center  of  Mohammedan  power  in  North  India,  and  the  old  fa- 
natical spirit  still  exists  to  such  an  extent  as  to  make  mission  work 
throuufhout  th& entice  district  difficult. 

The  past  year  has  been  one  of  turmoil  and  hardship  for  the  people 
of  the  district.  While  outside  of  the  famine  area  proper,  still  famine 
prices  ruled  ;  the  threatened  invasion  of  the  black  plague,  and  conse- 
quent sanitary  measures  by  the  Government,  was  made  a  pretext  for 
af?itation  and  oppression  by-the  unscru pious,  and  at  times  and  in  places 
the  ignorant  and  superstitious  inhabitants  were  almost  panic-stricken. 
All  such  unrest  works  to  our  disadvantage. 

During  the  year  past,  from  fifty-two  centres,  comprising  nine 
circuits,  we  have  carried  on  the  usual  mission  work.  No  one  plan  is 
being  pursued  to  the  neglect  of  others,  nor  is  special  prominence 
being  given  to  any  one  department  of  our  work.  We  bavo  uot  sought 
by  some  means  to  save  all,  but  *'by  all  means  to  save  some,"  and. 
while  the  results  have  not  been  such  as  we  wished,  still  they  are  satis- 
facjtory  in  so  far  as  they  show  a  decided  forward  movement  in  almost  all 
the  circuits.     The  following  is  a  condensed  summary  of  our  statUtics  : 
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With  the  exception  of  school  attendants,  this  shows  a  good  in- 
crease over  the  totals  of  last  year,  and  the  only  reason  for  the  decrease 
In  this  one  respect  is  the  cutting  of  appropriations  for  this  part  of  our 
work.  There  were  about  forty  more  baptisms  than  last  year  and  our 
Christian  community  has  increased  about  three  times  this  number. 
The  explanation  of  this  unusual  increase  in  community  is  the  return  of 
a  number  of  Christians  who  had  lapsed  and  were  not'counted  in  our 
statistics.  There  has  been  a  large  increase  in  pastoral  support,  but  a 
corresponding  decrease  in  other  collections.  The  latter  is  explained 
by  the  fact  that  last  year  money  received  from  Europeans  was  greater 
in  amount. 

Christian  Community. 

Our  Christian  community  has  not  only  increased  in  numbers,  but 
has  also  made  progress  in  all  that  goes  to  make  up  Christian  character. 
In  many  places,  where  but  one  or  two  of  our  people  live  in  a  village, 
it  is  very  difficult  to  reach  and  influence  them  for  good  in  the  way  we 
wish.  Such  must  depend  for  instruction  on  the  occasional  visit  of  the 
preacher  or  teacher,  and  as  a  result  progress  is  not  rapid.  But  in  all 
of  our  chief  centers  meetinsrs  are  held  regularly  and  our  converts  are 
improving.  During  the  year  we  have  had  many  Christian  marriages 
and  burials,  a  sure  sign  that  old  and  idolatrous  customs  are  losing 
their  hold.  Very  few  indeed  still  are  tainted  with  idolatry  and  by 
reasonable  care  in  teaching  our  inquirers,  the  church  in  this  part  of 
our  field  can  be  kept  clean  from  this  evil. 

During  the  year  special  revival  meetings  were  held  in  all  of  the 
circuits,  and  those  attending  were  much  helped.  The  annual  Dasehra 
meetings  held  in  connection  with  the  English  and  Hindustani  work  in 
Lucknow,  were  attended  by  many  from  a  distance,  and  about  a  hund- 
red nominal  Christians  were  quickened  into  a  real  spiritual  life.  At 
the  workers'  meeting  in  July,  and  also  at  the  District  Conference  held 
in  November,  special  stress  was  laid  on  the  responsibility  of  workers, 
with  the  result  that  much  more  earnestness  than  usual  has  been  shown 
by  our  preachers  and  lower  grade  workers.  About  a  hundred  workers 
and  perhaps  half  that  many  laymen  on  the  district,  have  signed  the 
pledge  in  connection  with  the  Twentieth  Century  Forward  Movement, 
and  arrangements  have  been  made  to  carry  on  this  forward  movement 
work  systematically  during  the  coming  year.  This  movement  itself, 
so  far  as  Southern  Asia  is  concerned,  was  inaugurated  at  the  Luck- 
now  Dasehra  meetings  this  year,  the  result  of  much  prayer  and 
thought  on  the  part  of  a  large  number  of  missionaries  there  present. 

Death  has  been  busy  among  us  and  many  of  our  people  have 
passed  on  to  join  the  church  triumphant.  Que  of  the  very  encourag- 
ing things  about  our  work  is  the  number  of  triumphant  death-beds  we 
have.  Our  people  are  mostly  poor  and  ignorant,  and  sometimes  sad- 
ly lacking  in  many  of  the  things  we  count  as  almost  essential  to  our 
Christian  civilization,  but  they  have  a  simple  faith  that  enables  them 
to  take  God's  promises  at  their  face  value,  and  so  they  die  well.  In  a 
number  of  places  recently  non-Christians  who  witnessed  such  deaths 
have  been  much  impressed,  and  marvelled  greatly  that  they  were  scenes 
of  joyous  triumph. 

Another  encouraging  sign  of  our  growth  is  the  way  young  men 
and  women  who  have  passed  through  our  mission  schools,  are  begin- 
ning to  be  appointed  by  the  Government  to  posts  of  responsibility. 
WiUiin  the  district  we  have  atabsildar,  two  assistant  civil  surgeons, 
and  a  good  number  of  lesser  officials  who  are  Hindustani  Christians, 
while  in  almost  every  Goverment  female  hospital  are  to  be  found  doc- 
tors and  compounders  who  have  come  out  from  our  girls'  schools. 
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Evangelistic  Work. 

This  department  of  gur  work  has  been  pushed  to  the  extent  of  our 
ability,  and  thousands  of  little  villages  have  had  the  Gospel  preached 
intelligently  and  repeatedly  to  their  inhabitants.  Occasionally  our 
workers  find  a  place  where  the  name  of  Christ  has  never  been  heard, 
but  within  this  field  as  a  rule  the  people  know  at  least  something  of 
our  religion.  Our  great  desire  during  the  year  has  been  to  make  the 
workers  feel  that  they  were  not  only  to  preach,  but  to  preach  with 
such  earnestness  and  power  that  the  people  would  be  converted.  The 
increased  number  of  baptisms  is  encouraging,  and  as  great  care  has 
been  used  in  dealing  with  inquirers,  we  feel  sure  that  there  will  be  few 
who  will  return  to  their  old  religions.  As  the  baptisms  have  been 
from  all  classes,  from  that  of  Brahman  and  Mohammedan  to  those 
considered  lower,  it  indicates  a  general  spirit  of  inquiry  not  confined 
to  any  one  clasM>.  In  one  place  only,  Biswan,  in  the  Sidhauli  circuit, 
has  there  been  anything  indicating  a  mass  movement.  Here  over 
twenty  persons  of  the  Chumar  caste  have  become  Christians  and  many 
others  are  inquirers.  In  one  point  on  the  Sitapore  circuit,  Laharpur, 
a  whole  village  of  between  two  and  three  hundred  Churaars,  assert 
they  intend  to  accept  Christianity,  but  as  such  mass  conversions  bring 
into  the  church  many  elements  of  discord  and  weakness,  we  are  not 
urging  the  matter. 

In  prosecuting  our  evangelistic  work  we  are  very  much  indebted 
to  a  number  of  friends  in  America  who  help  support  some  of  our 
preachers.  The  work  in  and  around  Lakhimpur  is  almost  entirely 
supported  by  Mr.  H.  J.  Learned  of  Wamesit,  Mass.,  and  his  brother, 
Mr.  Chas.  A.  Learned,  of  Meriden,  Connecticut.  The  Learned  Chapel 
at  this  point  is  a  memorial  to  their  sainted  mother.  Mrs.  T.  P.  Han- 
sen, of  Chicago,  supports  our  worker  at  Aurangabad,  one  of  the  pro- 
mising points  in  the  Sitapore  circuit ;  Hev.  W.  A.  Maine,  of  Alton, 
Iowa,  supports  the  work  at  Mariaon,  where  recently  our  work  and 
workers  have  been  much  persecuted,  because  of  the  baptism  of  a  Brah- 
man last  year.  The  Epworth  League  of  the  Mt.  Vernon,  Iowa,  M.  £. 
Church,  the  charge  of  that  energetic  former  missionary,  Rev.  H.  C. 
Stuntz,  supports  a  worker  in  the  fanatical  district  of  Rahimabad.  We 
very  much  appreciate  the  help  of  these  friends  of  our  cause,  for  with- 
out the  funds  provided  by  them  work  at  the  points  mentioned  would 
have  to  be  given  up,  and  many  who  have  become  Christians  would  be 
left  without  any  instruction  or  means  of  grace  in  the  midst  of  sur- 
roundings that  would  almost  certainly  drag  them  down  to  the  idola- 
trous level  of  the  communities. 

Publishing  Interests, 

To  some  extent  all  of  our  workers  arc  engaged  in  distributing 
tracts  and  scripture  portions,  and  in  addition  to  this  there  are  con- 
nected with  our  mission  three  regular  colporteurs,  supported  by  the 
North  India  Bible  Society.  Two  of  these  men  itinerate  largely  over 
the  district  and  do  invaluable  work  in  distributing  portions  of  the 
Bible  in  places  not  easily  reached  by  our  preachers. 

In  Lucknow,  we  have  the  large  and  flourishing  Methodist  Publish- 
ing House,  with  Rev.  D.  L.  Thoburn  as  agent  and  C.  R.  Hawes,  a 
practical  printer  from  Chicago,  as  manager.  Work  is  done  here  in 
four  languages,  and  eight  large  and  three  small  power  presses  and  a 
number  of  hand  presses  are  busy  turning  out  either  religious  litera- 
ture for  distribution,  or  commercial  work  for  self-support.  In  the 
press  there  are  about  a  hundred  and  fifty  employes,  and  the  aim  of 
the  managemeqt  Is  to  secure  such  au  endowment  that  commercial 
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work  will  be  at  a  minimum  and  the  capacity  of  the  establishment  used 
more  fully  than  it  now  ia  to  produce  religioua  literature. 

Zanana  Work. 

In  almost  all  points  on  tho  district  work  amon^  women  is  carried 
on  by  the  wives  of  our  workers.  In  Uae  Bareilly,  for  some  time  past, 
the  woman's  work  has  been  in  the  hands  of  the  Union  Zanana  Mission, 
but  as  there  was  occasional  friction  it  has  been  thought  best  to  take 
over  all  the  workers,  so  from  the  beginninor  of  the  new  year  this  work 
will  also  be  in  our  care.  Ah  a,  rule  our  zanana  workers  are  eflicient, 
:ind  give  much  aid  to  their  husbands  by  preparing  for  baptism  the 
'vv»men  and  girls  in  the  houcjeholds  of  inquirers. 

In  two  places  only  are  there  regularly  appointed  assistants  to 
crive  direction  to  this  work,  Lucknow  and-  Sitapore.  In  Barabanki. 
howavcr,  thewife  of  the  preacher  is  an  exceptionally  efficient  woman  and 
the  appropriations  allow  of  her  carryiuir  on  a  well-organized  work. 
In  Sitapore,  the  loss  of  the  assistant  in  the  beginning  of  the  year  has 
somewhat  crippled  our  work,  but  regular  visitation  and  teaching  is 
still  carried  on  in  a  great  number  of  houses.  In  Lucknow,  under  tho 
supervision  of  the  Deaconess  Homo  missionaries,  Misses  Hardie  and 
Ingram,  a  most  efficient  work  is  carried  on  both  among  the  nominal 
Christians  and  the  non-Christians.  The  workers  report  that  though 
there  have  been  no  baptisms  from  the  z  an  an  as,  there  are  large  num- 
bers of  the  women  who  are  Christian  at  heart  and  long  for  the  oppor- 
tunity of  joining  their  husbands  and  households  in  receiving  baptism. 
The  work  among  the  large  number  of  poor  and  wretched  native  nomi- 
nal Christians  who  live  in  Lucknow,  has  been  most  effective.  In  a 
number  of  cases  men  of  this  class  were  living  with  non-Christian 
wives,  with  children  growing  up  in  superstition  and  idolatry.  Through 
this  work  many  of  these  women  have  been  instructed  and  baptized  and 
legally  married  to  the  men  with  whom  they  lived,  while  the  children 
were  baptized  and  are  being  given  Christian  intstruction. 

The  Home  for  Homeless  Women,  carried  on  in  connection  with 
the  deaconess  work,  is  self-supporting  in  that  it  receives  no  help  from 
any  society,  and  during  the  year  that  is  past  has  given  refuge  to  be- 
tween fifty  and  sixty  women  who  would  otherwise  be  outcast.  A 
more  generous  support  of  this  institution  would  enable  it  to  do  much 
more  work  among  a  most  needy  class. 

WOKK  FX)R  YOUN(;  PEOPLE. 

Our  twelve  Kpworth  League.s,  with  their  450  members,  and  our  one 
hundred  and  sixty-nine. Sunday  Schools,  with  their  almost  seven  thous- 
and attendants,  are  doing  a  great  work.  In  the  leagues  our  young 
Christians  are  not  only  becoming  more  familiar  with  Christian  privi- 
leges and  duties,  but  they  are  alsso  getting  an  experience  that  is  fitting 
them  to  become  successful  leaders  in  parliamentary  work.  Our  two 
senior  societies  in  Lucknow  are  aggresnive  in  their  wqrk.  and  are  most 
valuable  adjuncts  in  the  character-building  of  our  college  boys  and 
girls.  The  large  number  of  our  Sunday  Schools  are  most  elementary 
in  both  method  and  manner,  many  of  them  being  held  under  trees 
and  like  convenient  out-of-door  places,  and  the  teaching  consists 
largely  of  the  elements  of  our  religion.  But  in  the  chief  centres  we 
have  schools  that  are  the  equal  to  any  in  the  home  land  for  effective- 
ness of  organization  and  thoroughness  of  instruction.  The  large  per- 
centage of  those  who  attend  our  smaller  schools  are  non-Christiana, 
and  while  few  at  present  are  becoming  Christians  we  are  convinced 
that  much  seed  is  being  sown  on  good  ground. 
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Educational  Work. 

Oup  forty  primary  and  intermediate  schools  are  doing  a  most 
successful  work,  primarily  in  preparing  our  boys  and  girls  for  higher 
education,  but  also  secondarily  in  breaking  down  prejudices  against 
our  work  and  making  friends  for  us  among  both  Hindus  and  Moham 
medans.  It  is  a  very  common  thing  to  meet  old  attendants  of  our 
schools  who  freely  champion  our  cause  among  their  friends  and 
neighbours. 

Our  great  educational  center  is  Lucknow,  where  we  have  two 
collo;,fes,  iwo  high  schools,  one  middle  and  fifteen  primary  schools. 

Of  the  Woman's  College,  Miss  Thoburn  writes  :  **  The  College  year 
otM3ued  with  twenty  students,  but  for  different  reasons  three  were 
withdrawn  and  we  now  number  seventeen,  not  mauy,  but  the  largest 
number  in  the  history  of  the  institution. 

**Of  the  two  B.  A.  candidates  of  last  year  one  was  prevented  from 
appearing  by  a  severe  illness  :  the  other  passed  in  the  1st  divison  of 
the  University  lists.  Both  were  added  to  our  teaching  staff,  one  tem- 
porarily and  the  other  as  Professor  of  Mathematici)»  for  which  she 
was  specially  ])repared. 

''Of  the  two  Intermediate  candidates  one  passed,  and  four  of  the 
five  Entrance  students  sent  up. 

*'  J^jight  students  will  appear  for  the  Intermediate  examination  this 
year,  and  one  for  the  B.  A. 

*  *  As  nearly  all  the  collegiate  students  enter  with  the  object  of  prepar- 
ing for  teaching  in  High  Jicbo&ls,  orfor  the  Medical  Colleges,  not  many 
study  with  us  further  than  the  Intermediate,  and  until  the  Medical 
Colleges^and  High  Schools  raise  their  standard  of  requirements,  we  may 
expect  small  B.  A.  classes. 

"The  scholarships  have  been  given  as  loans,  and  we  have  pleasure 
in  reporting  over  Rs.  300  of  repaid  scholarships  by  students  who  have 
taken  up  work  after  leaving  college. 

•'In  the  School  Department  160  are  enrolled,  about  the  usual 
number.  Of  these  eight  are  in  the  Entrance  class  and  thirty-six  in 
t.he  Kindergarten.  This  and  the  Normal  department  has  greatly 
improved  since  Miss  Brouse's  arrival,  but  the  number  in  the  training 
clays  is  still  too  small  for  the  demand  for  teachers.  If  the  District 
School  would  send  us  the  ^irls  who  pass  the  Middle,  and  who  are 
bright  and  teachable,  w^e  could  soon  add  much  to  the  efficiency  of  the^e 
schools  by  preparing  qualified  teachers. 

'*  The  third  Teachers'  Conference  was  held  the  last  week  in  June,  with 
over  fifty  in  attendance.  This  has  now  a  permanent  organization 
and  tlie  result  will  no  doubt  be  better  work  in  all  our  schools." 

Of  the  Keid  Chrisian  College,  Rev.  C.  L.  Bare,  the  Principal,  writes  : 
*'  We  were  glad  at  the  beginning  of  this  year  to  welcome  Mr.  B.  T 
Bad  ley  to  our  missionary  ranks  and  to  a  place  on  our  College  Staff. 
Mr.  Bad  Icy  is  a  son  of  Dr.  B.  H.  Badley,  who  was  so  succpsnful  in 
building  up  the  school  and  college.  He  comes  to  his  work  with  all 
the  zeal  and  intelligence  of  his  sainted  father. 

'*  I.     Attendance  :  — 

**  The  attendance  for  the  past  year  has  been  in  College  classes  30, 
in  the  Business  Department  (>8,  in  the  Collegiate  (High)  School  138,  and 
in  Nakhas  Branch  School  134,  total  .379.  This  exceeds  the  attendance 
of  last  year  by  1*0.  Of  this  number  145  were  Hindus,  80  were  Moham- 
medans, and  145  were  Christians.  This  is  the  largest  attendance  of 
Christian  students  in  the  history  of  the  institution.  At  the  same  time 
there  has  been  no  decrease  in  the  aggregate  attendance  of  Hindus  and 
Mohammedans. 
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^*  2.    Government  and  University  Examinations  :  — 

* '  Tiventy-two  candidates  appeared*  in  the  Government  Anglo-Ver- 
nacular Middle  Examination,  of  whom  nine,  or  40  per  cent.,  passed. 
In  the  University  Entrance  or  Matriculation  Examination  thirteen 
appeared,  but  the  results  were  not  so  satisfactory  as  those  of  the 
Middle  School,  ocly  three,  or  less  than  24  per  cent.,  having  passed. 
Nine  appeared  in  the  Intermediate  or  First  Arts  Examination,  and 
four,  or  44  percent.,  passed.  As  the  percentage  of  passes  for  these 
Provinces  was  only  3'^  our  collei^e  stood  14  above  the  averaj^e,  and 
of  course  was  not  slow  Ux  congratulate  itself  over  tlio  comparatively 
good  results.  In  the  H.  A.  Examination  (ive  appeared,  and  two,  or 
40  per  cent.,  passed.  Eight  of  the  foregoing  successful  examinees 
were  Hindus,  two  Mohammedans,  and  eight  Christians,  eighteen  in 
all 

»'3.     Athletics  :~ 

**Cricl{et,  Football  and  Tennis  are  the  chief  games.  Drill  is 
regularly  taught  in  the  schools.  These  games  call  our  students  into 
the  open  air  and  provide  them  most  healthful  and  invigorating  exer- 
cise. Students  are  often  handicapped  for  want  of  funds.  No  de- 
partment of  school  or  college  life  calls  for  more  kindly  sympathy  and 
help  on  the  part  <if  the  public  than  outdoor  games.  Vigor  of  body 
means  vigor  of  mind,  and  we  know  that  exercise  is  better  ihan  physic. 
But  niore,  we  know  that  students  learn  on  the  cricket  field  to  give  and 
take,  and  chiefly  how  to  master  themselves  and  treat  an  opponent  witb 
manly  consideration. 

**  4.     Business  Department  :— 

**  The  Business  Department  of  the  college  has  had  another  year  of 
great  prosperity.  Mr.  West,  the  Manager,  reports  :  '  Since  last  .Janu- 
ary, «8  students  have  been  enrolled  Of  this  number  48  were  Chris- 
tians, 16  were  Elindus,  and  4  were  Mohammedans.  The  number  com- 
pleting one  or  more  of  the  three  courses  of  study  of  the  department 
has  been  21,  of  whom  18  have  secured  posts  as  stenographers,  typists, 
or  book-keepers.  Two  of  the  remaining  three  are  in  employment,  and 
the  third  has  joined  a  Medical  College  ' 

"  This  department  is  unique  in  that  its  graduates  secure  guod,  remu 
nerative  employment  as  soon  as  they  complete  the  prescribed  course  of 
study.  This  cannot  be  said  of  any  other  department  of  our  educational 
work. 

*•  5.     Boarding  House  :— 

"  This  has  been  full  most- of  the  year.  We  shall  need  more  room 
ere  long.  At  present  school  and  college  studentb  occupy  the  same 
rooms.  We  need  separate  cjuarterH  for  college  students.  The 
Boarding  House  is  beautifully  located,  and  the  health  of  the  boys 
has  been  good.  Our  thanks  are  due  the  Surgeon  and  Assistant  Sur- 
geon for  their  great  kindness. 

•*6.  Moral  and  Religious  Instruction  :  - 

"  We  lay  great  stress  upon  this  part  of  our  work  with  young  men. 
The  teacher's  work  is  many-sided.  No  part  is  more  important  than 
the  building  up  of  strong*^  moral  and  religious  character.  For  this 
supremely  important  side  of  educational  work  we  need  the  ]mrest,  no- 
blest-minded men  and  women  the  times  can  give.  It  is  no  place  can  ne- 
ver be  a  place — for  men  and  women  of  doubtful  moral  character.  This 
side  of  the  teacher's  lltness  is  toooften  overlooked,  and  in  considering 
tiualifications  of  applicants  for  positions  on.  school  or  college  staft, 
we  arc  apt  to  scrutinize  only  those  qualities  indicated  by  a  certain  few 
letters  of  the  English  alphabet. 

''  Next  to  the  teacher  is  the  text-book.  The  quest  these  times  is  for 
a  text-book  on  morals.     We  believe  we  have  it.    It  is  the  Bible,  espe- 
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cially  that  portion  lof  it  which  sets  forth  the  matchless  life,   teaching- 
and  spirit  of— 

*Hifn  who  went  ahout 

The  Syrian  hill-paths  doin^  good 

And  casting  devils  out.' 

**Tbe  Bible  is  a  daily  text«book«in  all  our  classes.  Annual  eicamin- 
ations  are  held  by  the  India  Sunday-School  Union  and  the  Mission- 
ary Educational  Union  of  these  provinces.  FAght  boys  passed  in  the 
last  examination f  four  of  whom  received  certificates  and  four  drew 
fifty  rupees  as  prize-money.  Two  active  Y.  M.  C.  Associations^  Junior 
and  Senior,  meet  regularly  once  a  week*  throughout  the  yeai*.  The»e 
have  been  instrumental  in  bringing  about  a  more  systematic  and  de- 
vout study  of  the  Word,  and  in  leading  our  students  to  consecrate  them- 
selves more  fully  to  the  service  of  Christ. 

**7.    Endowment  :-- 

*  Some  progress  has  been  made  in  socuring  scholarships  and  endow- 
ment. One  permanent  Ncholarship  of  lis.  1,500  has  been  paid.  Others 
are  being  raised.  The  Dr.  R  ad  ley  and  Rev.  Joel  T.  Janvier  Memorial 
scholarships  havegrown  to  Us.  900  andRs  1,150  respectively.  They  are 
both  drawing  interest.  We  hope  to  be  able  ere  long  to  report  that  the 
whole  amount,  Rs.  3,000,,has  been  raised.  Temporary  $.30  scholarships 
have  meanwhile  increased. 

*^Our  Board  of  Trustees  sanctioned  the  proposal  to  raise  a  fund  of 
Rs.  25,000  to  be  known  as  the  Native  Professorship  Endowment  Fund. 
We  began  in  April  of  last  year.  Money  has  come  in  slowly,  generally 
in  small  amounts.  The  Fund  has  now  Rs  5,400.  We  are  encouraged. 
We  sincerely  thank  all  our  friends  for  their  gifts.  We  rejoice  in  the 
possibilities  for  good  to  the  cause  of  Christian  enlightenment  which 
are  latent  in  these  gifts." 
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Rev.  L.  a.  Core,  Presiding  Elder  —The  Moradabad  District  embra- 
ces three  of  the  six  divisions  of  the  Civil  District  of  the  same  name  and 
the  whole  of  the  Bijnor  District,  exclusive  of  the  ChandporeTahsil;  this 
latter,  together  with  the  remaining  three  tahsils  of  the  Moradbad  Civil 
District,  go  to  make  up  the  Sambhal  District.  There  is  also  included 
a  small  portion  of  the  Tarai.  The  population  of  the  district  is  some- 
thing over  l,250,0(K).  The  Christian  population  is  nearly  10,0i»0,  or 
about  one  Christian  for  every  125  non-Christians. 

The  district  is  composed  of  14  independent  circuits,  each  of  which 
is,  in  turn,  divided  into  from  three  to  seven  sub-circuits.  The  Chris- 
tians are  distributed  among  850  villages  and  molmllas.  This  large 
Christian  community,  and  still  larger  army  of  enquirers,  is  ministered 
to  by  one  missionary,  two  lady  missionaries,  seven  assistants,  nine 
Hindustani  members  of  conference,  thirty-four  local  preachers  and 
115  exhorters  and  teachers  ;  besides  127  Bible-readers,  teachers,  /.ena- 
na  workers  and  women  of  all  grades,  making  a  total  of  295  paid  work- 
ers. In  addition  to  these  there  is  an  ever  increasing  force  of  hadiSf  or 
unpaid  workers  from  the  villages. 

rhe  School  Work  of  the  district  comprises  three  Anglo- Vernacular 
schools,  two  for  girls  and  one  for  boys,  with  a  total  enrolment  of 
416  pupils.  These  three,  together  with  149  village  primary  schools, 
make  up  the  educational  branch  of  the  district  work.  The  entire  en- 
rolment of  pupils  is  2,544.    The  Girls'  High  School,  under  the  principal- 
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ship  of  Miss  Alice  Means,  has  had  a  successful  year.  The  laspectress 
reported  well  on  the  school  and  a  small  increase  in  the  Government 
Grant-in-Aid  has  been  earned.  No  candidates  ^o  up  for  either  of  the 
Government  examinations  this  year.  The  attendance  is  slightly  lower 
than  in  former  years,  owing  to  the  increased  cost  of  supporting  the  pu- 
pils. Grain  has  for  two  years  been  unusually  dear,  and  the  amount 
granted  for  the  support  of  each  girl  does  not  meet  the  expenses.  The 
attendance  in  the  Bijnor  Girls*  School  has  increased  considerably. 
A  still  larger  attendance  could  be  easily  secured  did  the  tinancial 
condition  of  the  school  justify  it. 

The  Boys*  High  School  has  done  good  work.  Ten  candidates  for  the 
Entrance,  of  whom  four  are  Christians,  and  twelve  for  the  Middle,  of 
whom  seven  are  Christians,  are  being  sent  up.  Both  classes  are  good, 
and  the  Headmaster  confidently  expects  good  results  The  attendance 
of  Christian  boy?  depends  directly  on  the  eIa^)ticity  of  school  funds. 
For  the  last  two  years  we  have  been  c  impelled  to  cut  down  the  number 
of  Christian  boys  in  the  boarding  houi^e.  Scores  of  iikely  boys  have 
lieen  turned  away  because  of  lack  of  funds.  Ours  is  the  only  High 
School  in  our  mission,  in  this  end  of  the  tleld,  -a  field  representing  a 
constituency  of  some  50,000  or  00,<KK)  Christians.  Provision  ought  to 
be  made  for  the  support  of  at  least  125  boys.  No  extra  plant  or  teach- 
ing statT  would  be  needed  to  accommodate  tl^iem.  The  enrolment  of 
Hindu  and  Mohammedan  pupils  is  better  than  in  other  years.  Monthly 
fees  realized  from  these  non-Christian  day  pupils  has  for  several  mouths 
reached  or  exceeded  Rs.  110.  This  year,  owing  to  the  ouforced  ab- 
sence of  the  Principal  on  his  district,  no  candidates  have  been  pre- 
pared for  the  Scripture  examination  of  the  Missionary  Eilu(;ational 
Union,  but  the  Bible  is  taught  daily  in  each  class. 

.  The  District  Evangelistic  Work  aniong  (he  women  is  under  the  super- 
intendence of  Miss  Means,  who  i»)  also  in  charge  of  the  city  schools 
and  zenana  work  of  Moradabad  city.  In  company  with  her  band  of 
helpers,  she  spends  the  cold  season  itinerating  in  her  ox-cart  from 
village  to  village,  often  being  for  weeks  at  a  time  away  from  home. 

It  is  not  easy  to  overestlmate^he  importance  of  this  branch  of  mis- 
sionary work.  The  good  infiuences  of  these  visits  are  lasting  and 
meet  me  constautly.  It  is  no  uncommon  thing  to  hear  the  remark,  in 
answer  to  some  question  of  mice,  in  some  village,  pertaining  tO'idola- 
ti:y,  that  since  the  Miss  Sahib  was  here,  we  have  destroyed  our  shrines 
and  given  up  all  puja  (idolatrous  worship).  The.^e  bands  of  conse- 
crated women  will  help  on  mightily  in  the  evangelization  of  India.  I 
hope  the  time  may  soon  come  when,  instead  of  one  single  baud  in  a 
district,  we  may  have  several,  both  of  men  and  women,  who,  untr^m- 
meled  by  any  financial  or  institutional  responsibility,  shall  be  free 
to  go  forth  among  the  villages  proclaiming  the  '^  unsearchable  riches 
of  Christ.*'    To  me  this  is'the  ideal  form  of  missiouarv  work. 

Considerable  difficulty  has  been  experienced  in  the  getting  of  relia- 
hie  Census  Retuitis  of  our  Christian  community.  Confusion  still  reigns 
in  the  statistical  forms.  The  returns  of  no  two  successive  years  can  be 
made  to  approximate.  For  instance,  in  lH9i)  the  Christian  population 
of  the  district  was  given  at  10,2.'i5.  This  year,  after  reducing  1^2 
for  deaths,  and  adding  511  for  baptisms,  we  ought,  mathematically,  to 
have  a  total  of  10,554,  but  we  can  show  only  9,981.  There  has  not 
lieen  sufficient  time  to  enter  fully  into  an  investigation  of  the  cause  of 
this  unexpected  decrease.  Laolc  of  accuracy  in  taking  the  census  part- 
ly accounts  for  it;  while  the  floating  nature  of  the  people  concerned 
makes  accurate  statistics  well  nigh  an  impossibility.  The  poor  i^eople 
have  felt  keenly  the  sore  famine  that  has  prevailed  for  the  last  three 
years.    In  consequence,  those  who  have   no  permanent  employment 
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were  compelle'l  to  go  where  they  could  find  enough  to  keep  them  alive. 
Only  a  minority  of  our  peole  could  be  said  to  be  fixtures  in  the  sense 
of  having  a  regular  place  of  abode  or  permanent  employment.  There 
are  a  few  chaukidars  (village  night  watchmen),  a  few  cultivators  and  a 
Htill  larger  number  of  private  and  municipal  servants.  But  the 
majority  have  no  regular  fixed  occupation.  These  last,  in  times  of 
scarcity,  must  seek  their  food  where  they  may.  I  could  give  the  names 
of  25  villages  that  have  been  entirely  abandoned  by  their  Christian 
population  in  this  way,  within  the  last  two  years,  and  have  gone  to 
parts  unknown.  Many,  but  not  all,  will  return.  Then,  again,  from  the 
villages  toward  the  mountains,  many  go  to  the  hill  stations  from 
March  to  November  in  search  of  service.  It  was  a  complete  surprise 
to  me  to  find  how  large  is  the  number  of  those  who  thus  annually 
migrate  to  the  hills.  Most,  but  by  no  means  all,  return  in  November. 
This  unsettled  state  of  affairs  helps  to  add  confusion  to  our  figures, 
and  renders  them  less  reliable  than  they  otherwise  would  be. 

The  difficuUic'i  of  the  work  are  numerous  and  perplexing.  I  am 
well  aware  of  the  danger  of  looking  too  exclusively  upon  the  dark  side. 
Neither,  on  the  other  tiand,  is  it  the  part  of  wisdom  to  entirely  Ignore 
it.  A  report  of  the  district  would  be  incomplete  without  some  refer- 
ence to  the  less  hopeful  side  of  the  work.  Among  the  yet  unsolved 
problems  are  the  village  primary  schools.  If  their  usefulness  be  test- 
ed from  an  educational  point  of  view  exclusively,  then  they  could  not 
be  called  a  success.  Happily  their  usefulness  is  broader.  The  pu- 
pils do  not  make  satisfactory  progress.  Fully  two-thirds  do  not  suc- 
ceed in  mastering  the  mysteries  of  the  first  book.  Three-fourths  of 
the  remainder  get  stranded  in  the  second  ;  of  the  few  who  do  reach  the 
third  hi»ok  most  are  soon  off,  in  search  of  work.  They  have  little 
time  and  less  Inclination  for  Htiidy,  and  what  wonder  when  they  are 
nearly  all  day  at  work.  Teachers  lack  fitness,  system  and  enterprise. 
My  ton  years  of  experience  with  the  village  school,  as  it  now  exists, 
leads  me  to  the  conclusion,  to  put  it  mildy,  that  it  leaves  much  to  be 
desired.  Again,  the  work  in  our  field  is  seriously  hindered  at  certain 
seanons  by  sickness.  In  some  places  few  families  among  our  workers 
are  free  from  fever  and  other  fornis  of  sickness  incident  to  the  seasons 
from  August  to  November.  Work  is  hindered  and  in  places  entirely 
stopi^ied,  to  say  nothing  of  the  sutfering  and  expense  endured  by  the 
victims.  Another  serious  drawback  is  the  habit  among  many  of 
our  workers  of  getting  into  debt.  In  some  circuits  this  is  causing 
great  harm  to  our  work.  Famine  price:^  that  have  prevailed  for  two 
or  three  years  may  be  urged  as  some  excuse;  but  that  does  not  en- 
tirely justify  the  condition  found  in  some  places.  This  evil  is  as- 
suming dimensions  that  threaten  to  be  seriou.s,  unless  put  down  with 
a  siroDg  hand  and  the  habitual  ofl'ender  firmly  dealt  with.  A  dis- 
appointing feature  of  our  work  is  the  small ness  of  the  number  of 
those  who  bcome  fitted  to  pass  on  to  the  higher  privileges  of  church 
membership.  Two  more  might  ])e  indicated  in  the  fewness  of  real 
genuine  conversions,  and  the  very  general  absence  on  the  part  of  our 
people  of  any  burden  for  souls.  Some  of  my  workers  do  have  upon 
their  hearts  a  burden  for  the  salvation  of  their  people,  but  they  are 
in  the  minority. 

From  what  has  been  said  it  must  not  be  inferred  that  our  work  has 
only  its  dark  side;  that  nothing  but  difficulties  and  discouragements 
beset  us.  On  the  other  hand,  the  year's  work  has  been  a  blessing  and 
an  inspiration  and  hope  reigns  now,  where  at  the  beginning  of  the  year 
despondency  prevailed.  Confidence  in  the  power  of  God  pledged  to  help 
us,  and  in  the  power  of  that  living  Word  which  He  has  promised 
**  Shall  not  return  unto  Him  void,"    has  been  greatly  strengthened. 
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But  aside  from  this,    there  is  a  hopeful  outlook  in  the  work  itself, 
which  is  calculated  to  cheer  and  inspire  courage.    As  I  have  travelled 
over  the  lengths  and  breadths  of  the  district,   I  have   observed  no 
want  of  evidence  of  progress.     It  will  not  be  possible  to  give  these 
with  any  fulness  of  detail,  but  I  want  to  point  out  a  few  of  the  evi- 
dences that  go  to  show  that  we  are  moving  in  the    right   direction.  (1) 
Increased  contributions  from  the  people  toward  the  support  of  the 
Gospel.    This  year  our  collection  from  the  common  people  was  over  85 
rupees.    This  of  course  is  not  m*uch,  if  we  regard  only  the  purchasing 
power  of  so  much   actual  cash.     But  taken  as  a  foretoken  of  greater 
things  yet  to  come,  it  is  a  significant   fact.    The  people  in  a  measure 
are  beginning  to  realize  that  upon  them  rests  some  obligation  for  the 
spread  of  the  Gospel.     It  must  not  be  forgotten,   in  considering  the 
question  of  self -support,  that  our  people  are  themselves,  by  profession 
and  inheritance,  beggars.     In  the   harvest  seasons  most   of  them  go 
from  field  to  field  to  beg  a* few  handfuls  of  grain.     Yet  in  spite  of  these 
facts  they  are  learning  to  give.    I  could   name  one  or  two  villages 
where  the  habit  has  become  so  fixed,  that  should  the  preacher  by  some 
oversight  neglect  to  call  for  the  monthly  contribution  the  people  them- 
selves, through  their  hadiy  send  it  in.     (2)    Idolatry,  that  stubborn, 
strongly  intrenched  and   almost   omnipresent  foe,  is  slowly  yielding 
before  the  onward   march  of  the   Gospel  of  Christ.    The  tidal  wave 
that,  two  years  ago,   threatened  to  overwhelm   our   work  in  parts  of 
Rohilkund,  is  receding.    The  light  has  been  a  stubtlorn  one,  but  there 
is  no  doubt  that  the  foe  is  slowly  but  surely  retiring.     In  more  than  25 
villages,  since  August,  the  idolatrous  shrines  have  been  destroyed,  and 
generally  by  the  people  themselves.    In  other  places  where  it  has  not 
yet  been  abandoned  the  mud  shrines  have  been  relegated  to  the  jungles 
or  else  taken  refuge,  in  some  inconspicuous  form,  under  the  roof  of  the 
worshipper,  as   a   thing  not  to  be   openly  tolerated.     (.3)    Christian 
marriages  and  burials  are  becoming  more  common.     In  Moradabad 
city,   a  new   movement  has  begun,    that  is  worthy  of  mention.     For 
some  time  the  leading:  men  of  the  various  mohaUajt  have  had  monthly 
meetings  with  the  mission  agents  for  the  purpose  of  discussing  such 
questions   as   how  to    prevent    marriage   of   Christians     with   non- 
Christians;  how  to  destroy  idolatry  and  wipe  out  idolatrous  customs, 
and  how  to  indoctrinate  the  people  into  the  fundamental   truths   of 
Christianity.     These  meetings  have  been  well  attended  and  the  discus- 
sions were  earnest  and  free.     It  has  been  pointed  out  that  the  making 
or    unmaking  of  the  people  lies  largely  with  these  mohalla    head- 
men, and  we  have  endeavored,  with  some  success,  to  make  them  feel  the 
burden  of  responsibility.     They  are  beginning  to  see  that  the  Christian 
element  is  strong  enough  and  numerous  enough,  if  only  it  stand  to- 
gether, to  replace  heathen  by  Christian  customs.     We  look  on  this 
movement  as  one  of  the  hopeful  signs,  and  are  trying  to  extend  it  to 
other   places,    hoping  that   it  may    result   in  a  Christian   biradari 
(brotherhood),  not  imposed  upon  the  people  from  without  but  devel- 
oped from  among  the  people  themselves.    (4)    The  increasing  number 
of  hadis  or  unpaid  workers.    (5)    The  large  numbers  of  enquirers  from 
among  Hindus  and  Mohammedans.    In  my  last  round  of  quarterly  con- 
ferences, I  made  special  enquiries  on  this  head  and  was  much  surprised 
at  the  result.    For  many  years,  we  have  been  so  absorbed  in  the  work 
among  the  low-castes  that  little  attention  has  been   bestowed  on  the 
higher  classes.    Yet  I  find,  from  among  the  higher  classes,   from 
seventy-five  to  a  hundred  genuine  inquirers  over  the  district ;  many  of 
whom  I  hope  may  soon  come  out  openly  for  Christ. 

The  following  are  some  of  Nthe  lines  along  which  we  are  making 
special  effort:    (1)    The  bringing  of  the  workers,  men  and  women,  by 
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means  of  summer  schools  and  special  religious  services,  to  a  higher 
degree  of  fitness  and  consecration.  The  workers  are  the  key  to  the 
situation ;  other  things  being  equal,  given  good  earnest  devoted  workers, 
and  you  will  find  a  people  free  from  entanglementd  of  heathenism  and 
growing  in  grace  and  godliness.  During  July  we  held  two  summer 
Bible  schools -one  in  Moradabad  and  one  in  Bijnor— and  the  results 
more  than  fulfilled  our  anticipations  and  we  hope  to  spend  at  least  one 
month  every  year  in  this  work  of  training  workers.  (2)  Where  there 
are  some  Christians  in  a  village  or  rnohaUa,  special  effort  will  be  made 
to  get  all  to  accept  Christ.  Experience  shows  that  if  some  non- 
Christians  remain  among  the  Christian  community  of  the  village,  the 
mud  shrines  will  also  be  likely  to  remain  and  the  weak  Christian,  in 
times  of  marriage  or  sickness,  will  be  tempted  to  secretly  offer  sacri- 
fices thereon.  By  getting  the  entire  village  to  become  Christians  this 
stumbling-block  can  easily  be  removed.  (3)  A  more  extensive  use  of 
Bible  portions  and  traets.  (4)  More  personal,  hand-to- band  work. 
(5)  More  systematic  regular  pastoral  care.  A  register  has  been  put 
into  the  hands  of  all  the  workers,  from  the  preacher-in-charge  to  the 
lowest  helper.  This  register  contains  the  names  of  the  villages  in 
which  the  party  works ;  the  names  of  the  Christians  in  each  village  ; 
a  definite  plan  of  daily  work,  as  well  as  a  daily  record  of  the  work 
done.  These  books  are  regularly  inspected  by  the  presiding  elder. 
<6)  More  emphasis  in  work  among  the  higher  classes.  I  do  not  advo- 
cate the  abatement  of  one  jot  of  our  work  to  lift  up  the  low;  but  we  must 
not  forget  that  we  are  debtors  not  to  one  class  only  but  to  all  classes 
of  men.  It  is  barely  possible  that  we  have  made  too  narrow  an  inter- 
pretation of  our  Lord's  last  command.  He  bids  us  ''Go  and  make 
disciples  of  all  nations." 

The  above  points  indicate  a  part  of  the  plan  of  campaign  fur  the 
coming  year  in  the  Moradabad  District. 
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Rev.  F.L.  Nekld,  P)x»idin<j  AVJxr.— The  Bareilly  District  was  under 
the  administration  of  Dr.  E.  W.  Parker,  until  he  was  elected  Mission- 
ary Bishop.  I  was  appointed  May  31st,  but  being  in  America  at  the 
time,  Dr.  S.  S.  Dease  continued  to  officiate  until  October  liOth,  on  which 
date  I  took  over  charge  from  Bishop  Parker  and  Dr.  Dease,  in  Shah- 
jahanpur. 

My  report  is  only  for  the  period  from  October  20tli  to  January  9th 
two  months  and  three  weeks. 

On  October  *24th  I  began  my  round  of  21  Quarterly  Conferences 
and  finished  on  December  3rd.  I  inquired  into  the  character  of  72 
local  preachers  and  96  exhorters,  heard  their  reports  and  inquired 
into  their  work.  In  nearly  all  these  quarterlies  womeu  workers  were 
present— 58  women  in  all  wore  present,  and  in  nearly  all  cases  they 
reported  their  work. 

Twenty-eight  men  were  recommended  for  advancement  in  the 
ministry,  and  13  young  men  were  recommended  as  candidates  for  the 
Theological  Seminary. 

I  found  the  district  well  organized  for  the  evangelistic  side  of 
the  work.  The  small  village  schools  have  became  nomadic  and  the 
teachers  of  them  peripatetic.  I  know  that  hard  work  has  been  done 
to  keep  these  schools  up  to  the  mark,  but  the  tendency  on  the  part  of 
our  better  qualified  young  men  to  enter  the  ministry  and  desert  the 
schools  to  incompetent  teachers  has  become  too  strong. 
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I  have  but  little  hope  for  our  small  schools  unless  local  preachers 
and  qualified  exhorLers  get  the  burden  of  this  work  upon  their  hearts 
and  consciences.  Our  three  A.  V.  Middle  Schools  in  Bareilly,  Budaon 
and  Shahjahanpur  are  continuing  to  do  good  work,  and  with  the 
prospect  of  having  our  Christian  boys  well  taught  in  classes  where 
they  have  to  compete  with  Hindu  and  Mohammedan  lads.  I  consider 
them  among  our  most  efficient  Gospel-leavening  agencies.  More 
could  be  made  of  them  if  our  local  preachers  and  exhorters  were 
qualified  to  work  in  them  among  the  student  classes. 

On  December  4th  we  began  our  District  Conference  and  MeUiy 
closing  on  the  10th.  During  the  session  we  had  the  trial  of  one  of  our 
local  preachers,  which  took  14  of  our  strongest  members  away 
from  many  of  our  meetings  and  seriously  interfered  with  the  business 
of  the  conference.  One  of  the  lessons  that  was  impressed  upon  our 
minds  was,  that  it  is  easy  to  vote  license  to  men  to  preach,  but  in 
case  of  disqualification  it  is  not  easy  to  withdraw  the  license. 

Since  District  Conference  I  have  spent  much  of  ray  time  auditing 
the  accounts  of  the  circuits  and  stations  ;  some  are  audited  up  to  the 
end  of  the  year  1900,  but  others  only  to  the  end  of  the  3rd  Quarter. 

I  have  preached  short  sermons  at  all  the  quarterlies  and  several 
other  places  several  times. 

There  is  a  slight  decrease  in  the  number  of  full  members  and  an 
increase  in  the  Christian  community,  as  shown  by  the  statistical 
report. 
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Rev.  W.  Peters,  P/C'^u?ni[/ AVJcr.— This  district  consists  of  seven 
circuits  and  in  each  of  these  the  work  has  been  very  well  pushed  and 
great  results  have  followed.  About  some  circuits  we  cannot  report 
such  good  progress  as  we  had  expected,  specially  as  regards  new 
baptisms.  In  some  places  the  great  drawbacks  in  embracing  Christ- 
ianity have  been  the  non-Christian  relatives  of  people,  while  in  others 
the  landlords  and  their  men  have  stood  greatly  in  the  way.  The 
landlords  exert  no  small  influence  over  the  people  and  thus  our 
converts  are  often  subjected  by  them  to  all  sorts  of  persecutions  and 
troubles.  Under  the  British  llag  there  is  certainly  safety  and  secur- 
ity of  life  and  property  ( although  our  converts  have  still  to  be 
always  on  their  own  guard  to  protect  themselves),  but  the  chief 
obstacles  in  embracing  Christianity  are  the  family  ties,  the  society, 
and  several  other  things  so  near  and  dear  fco  each  heart,  all  of  which 
have  to  be  snapped  asunder  after  embracing  Christianity.  Hence,  in 
many  instances  during  this  year,  one  or  another  of  these  causes  has 
been  at  work,  and  thus  kept  many  from  coming  within  the  fold  of 
Christianity.  It  may  .be  that  this  is  a  good  thing,  for  it  is  very  ne- 
cessary that  people  should  be  thoroughly  convinced  and  strenghten- 
ed  in  their  hearts  before  accepting  the  religion  of  the  lowly  Nazarene, 
so  that  afterwards  when  they  are  persecuted  there  may  be  no  valid 
reason  for  theu'  denouncing  it.  They  should  clearly  understand  that 
they  are  called  upon  to  suffer  bravely  and  nobly  and  resolutely  for 
His  sake.  We  are  persuaded  that  these  results  are  bound  to  follow, 
if  these  pliable  hearts  of  our  converts  are  to  be  shaped  and  moulded 
in  the  right  frame  of  spirituality. 

During  this  year  several  of  our  old  converts,  of  whom  no  trace 
could  be  found,  were  diligently  sought  and  found.  They  are  now 
under  sound  spiritual  training  that  they  might  be  rooted  and  built  un 
in  the  faith.  • 
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Our  itinerating  befi^an  rij^ht  early  in  the  year.  This  year  we  bad 
so  planned  that  every  Christian,  irrespective  of  the  ca^te  he  came 
from,  should  be  visited,  the  bodily  and  spiritual  welfare  of  each  be 
inquired  after  and  each  bo  aroused  and  stimulated  to  deeper  spiritual- 
ity. Bhinga  was  the  place  first  visited.  We  were  accompanied  by 
Miss  Uoge,  the  W.  F.  M".  S.  Evangelist,  her  assistants,  Kov.  J.  T. 
Samuel,  tlie  preacher-in-charge  of  Hhinga,  and  his  assistants.  We 
went  from  village  to  village,  preaching  the  word  and  ti^.lling  meu  aod 
womsu  about  Jesus.  VVe  visited  our  Christians  from  hoube  to  houHc, 
holding  meetings  with  them  and  instructing  them.  Several  received 
new  hearts  in  such  meetings. 

In  the  Kaisarganj  circuit,  we  were  accompainod  by  Miss  Hogo, 
preacher-in-charge  Baldeo  Pershad  and  his  worltcrs.  We  apent 
nearly  a  week  there,  visiting  most  of  the  Christians  and  holding  re- 
vival meetings.  Several  were  converted  in  these  and  many  testified  to 
the  great  spiritual  uplift  they  received  from  these  meetings 

There  are  some  circuits  in  which  we  can  report  hardly  any  pro- 
gress ;  they  are  in  the  same  state,  never  getting  up  any  higher.  This 
is  due  partly  to  the  hard-hearted ness  of  the  people  there,  and  partly 
to  the  low-spiritedness  and  carelessness  of  our  workers:  but  there  is 
also  a  third  cogent  cause  which  must  not  be  lost  sight  of.  riz.,  that 
the  work  in  proportion  to  the  workers  is  far  more  extensive  and  on  a 
much  larger  scale,  hence  our  workers  are  compelled  to  devote  their 
time  and  attention  to  the  whole.  If  they  could  work  in  a  limited 
circle  which  they  could  easily  manage,  full  justice  would  be  done  to 
the  work,  but  circumstanced  as  we  are  our  workers  cannot  cover  the 
whole  and  hence  full  justice  is  done  to  nobody.  Still,  we  instruct 
them  to  So  their  level  best  and  spend  and  be  spent  for  the  Master, 
thus  hoping  to  reap  a  golden  harvest  for  Him. 

We  had  as  many  ba])tisms  this  year  as  last  year,  but  so  far  as 
spirituality  among  our  Christians  is  concerned  we  can  re»)ort  double 
of  what  we  could  last  year.  The  harvf^st  prospects  on  Tu*  whole  are 
promising  this  year,  although  there  is  .scarcity  still  in  some  phu'Ci?. 
The  amount  of  rainfall  necessary  to  rai^e  a  good  luirvt:>t  luis  buen 
much  below  the  average  this  year  in  IJabraich,  henrn  iht^  ^ui'.tivatorh 
suffered  much,  most  of  our  Christians  being  amoni;'  the  iiumher,  siiioe 
it  is  from  that  class  thai  we  claim  most  of  our  men. 

We  can  report  a  marked  improvement  in  the  educLili<ju  of  our 
boys  and  girls.  There  are  14  schools  in  thi-^  district.,  jiljno.-st  all 
receiving  a  grant-in-aid  from  the  Govtjrnni»>ijt.  Out  oi  thrr.t^  th'i  c  m-o 
4  that  receive  no  grant-in-aid  from  the  G<»verninr'nt :  M/  Tn.-c  arc  lor 
boys  and  2  for  girls.  Out  of  those  that  are  aided  two  lun  up  to  the 
Middle  Standard,  one  up  to  the  Ansflo- Vernacular  Middle  Stau-latd  : 
all  the  rest  to  the  Upper  and  Lower  Piimury.  The  G«)veruni('nt  In.^pc  ct- 
ors  inspect  each  of  these  schools  four  or  s!^  times  annually,  and 
in  each  of  their  reports  they  speak  hiiifhly  of  them.  The  Bah- 
raich  school  was  so  muchcomnienu'd  that  the  Inspector  re  ommeuded 
an  increase  in  the  (iovernrru-nt  grant-in-aid  Besides  thu  Sunday 
Schools,  daily  religious  and  Biblical  inbU-uction  is  sybtt;matically 
carried  on  in  these  schools.  Our  Christian  boys  and  girls  progress 
well  in  their  studies.  Many  of  them  go  in  for  certain  indu&tries 
and  cultivation   which  bids  fair  for  the  future. 

We  gladly  report  great  progress  in  our  Sunday  Schools.  We 
expect  great  results  from  these  Sabbath  Schools,  but  we  still  greatly 
need  more  of  such  teachers  as  can  win  the  love  and  confidence  of  the 
children,  and  influence  them  with  their  own  sound  characters  ;  who  can 
teach  these  juvenile  minds,  hopefully  and  lovingly  imprintiog  on 
their  young  hearts  the  teachings  of  the  Bible. 
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The  Epworth  Lieague  receives  promineot  attention  in  this 
district,  and  we  gladly  report  great  progress  in  this  department  of 
work.  Our  young  people  are  preparing  themselves  for  the  service  of 
the  Master.  They  are  a  valuable  help  to  us  in  raising  collections,  in 
the  Sunday  Schools,  in  decorating  the  church,  in  helping  the  pastor, 
in  arranging  for  burials,  visiting  the  sick,  &c.,  &c  In  every  church 
matter  thoy  are  a  great  help,  and  we  thank  God  that  there  are  such 
opportunities  which  these  young  people  readily  avail  themselves  of  and 
thus  help  in  the  extension  of  God's  kingdom.  We  hope  for  still  great- 
er things  than  these. 

We  tried  our  very  best  in  raising  the  self-support  and  other  col- 
lections, but  the  amount  collected  was  below  what  should  have  been 
and  what  we  had  expected.  As  last  year,  so  this  year  also  we  contri- 
buted Rs.  60  towards  the  support  of  a  missionary  maintained  by  the 
India  Missionary  Society,  and  Rs.  24  for  his  house  rent.  Thus  the 
collections  are  being  multiplied.  Continued  famine  still  distresses  our 
people,  or  they  would  do  still  better  in  this  line. 

The  W.  F.  M.  S.  workers  have  continued  to  work  with  their  usual 
zeal  and  untiring  energy.  Miss  Hoge,  the  Evangelist,  with  her  assist- 
ants, proved  to  be  of  great  help  to  us  in  our  work.  With  their  usual 
helpfulness  they  were  always  ready  to  assist  in  every  meeting.  The 
girls'  boarding  school  is  under  the  wiue  management  of  Miss  Scott. 
The  girls  pass  the  Lower  Middle  examination  every  year.  In  studies 
we  can  report  progress  in  every  class.  The  deeper  spirituality  of  the 
girls  testifies  to  the  unceasing  efforts  of  the  pastor  and  of  Miss  Scott  in 
bringing  the  girls  to  a  higher  plane  of  spirituality. 

Taking  a  general  view  of  the  whole  work,  wo  feel  that  it  has 
made  good  progress  and  that  God  has  continued  to  bless  us.  As  in 
the  last  watch-night  service  we  had  consecrated  ourselves  to  His 
service  in  a  special  manner,  so  He  was  with  us  every  day  of  the  year, 
giving  us  victory  over  Satan' and  crowning  our  labours  with  success. 
If  we  were  to  be  asked  the  secret  of  the  success  of  this  district,  we  would 
say,  **  A  closer  blessed  fellowship  Divine,  and  then  communion  with  the 
Holy  Ghost." 

We  held  our  District  Conference  in  company  with  the  Oudh  District 
Conference.  They  were  seasons  of  great  spiritual  refreshing  from  the 
presence  of  the  Lord.  Every  member  drew  nigh  to  the  throne  of 
grace,  and  from  the  Author  of  grace  received  grace  upon  grace,  and 
learned  something  of  the  length  and  breadth  and  height  and  depth  of 
that  love  that  passeth  understanding.  With  one  accord  we  solemnly 
promised  to  follow  our  Saviour  in  such  a  way  that  the  20th  century  may 
be  a  memorable  one  for  deeper  spirituality  and  bringing  back  the  wan- 
derers. We  hope  that  in  Bis  name  we  will  be  "  more  than  conquer- 
ors tihrough  Him  that  loved  ns." 


QARHWAL  DISTRICT. 

Rev.  Joseph  H.  Gill,  Presiding  Elder.~Gsbvhwu,l  is  a  district  in 
the  Himalayas  comprising  about  half  a  million  people.  The  inhabit- 
ants for  centuries  past  have  been  terracing  the  steep  hill-sides,  and  from 
the  fields  so  made,  together  with  the  raising  of  live  stock,  for  which  the 
steeper  places  furnish  grass,  they  make  a  living.  The  young  men  (where 
there  happens  to  be  several  in  a  family)  push  off  to  the  cantonments  or 
to  hill  sanitaria  where  there  exists  demand  for  coolies  And  dandc 
carriers.  Some  find  their  way  into  Her  Majesty's  Native  regiments  as 
soldiers.    The  fact  that  a  great  deal  of  cultivated  land  exists  in  ihis 
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very  mountainous  district  shows  that  in  old  times  people  chose  the  unin- 
viting and  isolated  hill-sides  as  a  refuge  from  the  aisorder  and  feuds 
that  constantly  agitated  the  plains  of  India. 

Three  distinct  el  asses  are  found.  First,  the  real  aborigines,  who, 
when  British  rule  came,  were  largely  employed  as  serfs  of  the  soil. 
They  are  now  the  artisans. 

Second  come  the  Kaslyas  ;  people  without  the  sacred  thread  that 
marks  the  higher  castes  ;  without  separate  literature,  but  who  In  time 
took  on  caste-names  and  acoopted  the  Brahmans  as  their  priests.  The 
location  of  these  people  shows  that  some  conflict  with  Intruders  drove 
them  awa}'  from  the  choicest  lands  and  thebetter  sites  for  villages. 
Doubtless  in  this  proce.s-j  bloodshed  occurred.  At  present  the  Kasiyas 
usually  occupy  remote  and  wild  tracts  of  country. 

The  third  wave  of  emigration  brought  the  Aryan  Hindus— two 
classes  only,  Rajpoots  and  Brahmans.  These  appear  to  have  come 
lirst  about  the  8th  century  A.  D.,  and  with  them  came  Rajpoot  Kings 
or  Rajahs. 

It  could  hardly  have  been  the  attraction  of  the  shrines  alone 
that  induced  these  Hindus  to  come  and  settle  in^a  territory  so  uninvi- 
ting when  compared  with  India's  broad  and  lovely  plains.  Protec- 
tion from  the  strife  and  slaughter  of  armies  must  have  largely  in- 
fluenced these  peoples,  who  found  on  their  arrival  in  Garhwal  an  easy 
prey  in  the  rude  inhabitants.  So  the  real  Hindus  came  and  took 
possession  of  the  best  of  the  land.  The  aborigines  became  doms  or 
slaves.  The  Kasiyas  maintained  their  freedom,  but  were  pushed  to 
the  wall  and  gradually  got  reconciled  to  partition  of  the  land,  leaving 
them,  on  the  borders  of  the  jungles,  buffer  settlements,  between  caste- 
Hindu  invaders  and  the  wild  beasts  of  the  forests. 

Whatever  of  sanctity  attached  to  the,  so-called,  sacred  shrines 
that  are  located  among  the  snows  in  the  extreme  north  (there  was  a 
certain  sanctity  attached  to  them  in  remote  ages),  that  alas  !  has 
long  passed  away.  Temples,  priests  of  several  grades,  devotees, 
temple  drummers  (or  Fandes)  stWl  exist :  but  despite  the  great  effort  to 
maintain  the  name  and  fame  of  ancient  shrines,  manv  causes  are  at 
work  to  destroy  the  sanctity  and  fame  and  name  of  Kedarkhand. 

There  used  to  be  seats  of  learning  here;  and  nowhere  in  India 
was  purer  Sanskrit  spoken. 

There  may  have  been  saintly  devotees  who  were  greatly  honored 
and  sought  unto  by  pilgrims.  Rut  to-day  there  is  not  one  such  saint 
or  scholar  to  be  foimd.  Instead,  the  shrines  of  ancient  fame  are  mere- 
ly seats  of  covetousness.  The  temple  drummers  (or  Pandes)  divide 
India  among  themselves  and  each  visits  his  allotted  territory,  ingrati- 
ates himself  into  such  classes  of  people  as  are  likely  to  make  a  pilgrim- 
age and  gathers  them  in  groups  and  chaperons  them  through  the  hills, 
finding  all  along  the  route  a  multitude  of  places  to  deposit  offerings. 
The  pilgrims  are  greatly  disappointed  in  the  exorbitant  demands  made 
upon  them.  But  they  have  to  pay  liberally,  or  be  refused  the  suppos- 
ed benefits  of  their  pilgrimage.  Many  return  disappointed.  Many,  I 
have  reason  to  believe,  never  return.  I  have  a  strong  impression  that 
the  time  is  not  far  distant  <l-hen  the  education  now  spreading  will 
open  the  eyes  of  Young  India,  and  the  mercenary  horde  that  now  preys 
on  the  pilgrims  will  be  left  high  and  dry,  without  income  from  offer- 
ings and  forced  to  live  on  the  endowments  with  which  the  chief  tem- 
ples are  made  secure. 

All  sin  is  destructive.  No  institution  that  tolerates  it  can  per- 
manently exist.  The  meaning  of  holiness  is  not  known  either  to  the 
priests  or  to  the  worshippers  at  the  Hindu  shrines.  A  just  God  rules 
in  Heaven  and  from  His  throne  He  sees  disappointed  thousands  turn 
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away  unsaved  and  unbenefited  by  their  reliffious  exercises.      Idolatry 
has  been  weighed  in  His  balances  and  found  wanting. 

A  Christian  Mission  in  Garhwal  was  begun  35  years  ago.  It  has 
taken  all  these  years,  almost,  to  get  a  start.  Prejudice  has  not  fully 
worn  off.  Some  classes  (they  the  poorer)  tolerate  us.  We  have 
Christians  living  in  perhaps  .35  villages.  We  have  a  membership, 
including  children,  of  812  Christians.  We  have  873  Sunday  School 
scholars.  We  have  20  local  preachers  and  exhorters  and  3  native 
members  of  conference.  Among  this  force  of  workers  we  have  doubt- 
less a  dozen  who  are  really  efficient  workmen.  Ihit  Christ  began  the 
conquest  of  the  world  with  1,2  disciples.  *  The  year  under  review  saw 
02  baptisms,  of  which  21  were  adults.  The  territory  over  which  our 
workers  are  dotted  down  apjutars  to  be  wisely  mapped  out.  VVorke'*a 
are  constantly  on  the  move  when  itiiieratiu<jr  is  possible!  Our  eight 
ordained  raiiiistors  are  faithful  men.  Yet  no  extensive  revival  has 
broken  out.  Often  tliero  is  a  .stru;;.i:ie  for  liread.  Rut  this  year  we 
have  had  a  pleiiteoiw    li.irvest. 

The  great  event  of  the  .year  among  us  is  the  assembly  at  our  Dis- 
trict Conference.  Only  then  do  ibe  workers  all  see  each  other.  This 
>ear  it  was  a  ti?ne  of  refrcshini^.  There  were  no  complaints  to  be 
heard.  There  wen*  no  new  Hcrmse.^  granted.  No  discussion  over 
jjruinolion  and  lo  r«  v'uinmeiidn;ions  for  the  favours  of  Annual  Con- 
ieren(;e.  Our  i\n]v  njis  irivf^ri  up  to  literary  and  spiritual  cxerc'ses  and 
•^uuly  of  the  Scri})l  iiri's.  We  iiever  had  a  greater  spiritual  uplift  and 
all  who  came  wert;  blessed.  It  i?  cause  of  devout  gratitude  to  God 
that  we  have  <i^\r.o  wivlw^  of  Garhwal  who  are  truly  converted — men 
and  woinon  irvi.i.:^-  U*  Iciul  a  godly  life.  This  is  the  hope  of  the  infant 
church. 

Christian  K^-ihoils  of  society;  of  business,  of  family  life,  are  all 
new.  We  are  Itaininjz-.  Four  belated  marriages  took  plac^  this  year. 
Our  ministers  h-.ive  Government  authority  to  marry,  of  this  no  doubt 
exists,  l^ut  matriage  h,v  (Uiri^tian  ceremonies  is  new  to  our  people. 
The  coui)!es  Lrimed  got  the  start  of  the  ministers.  We  are  sorry  for 
this,  but  patience  is  exercised  and  reprimands  are  given.  More  couples 
followed  the  (Christian  ])lanof  having  the  marriage  ceremony  precede 
the  association  of  the  bride  and  gioom.  We  j^ivcline  upon  line,  pre- 
cept upon  precept,  and  the  j)eopie  (espe'-ially  the  yo\mg)  are  learning. 
While  T  write  1  have  news  of  an  old  man  (the  first  convert  ever  bap- 
tized here)  taking  a  younger  wife  without  marriage  while  his  own  wife 
is  still  living.  So  it  is  clear  we  (to  use  a  proverb)  are  still  /*far 
from  Delhi."  We  are  not  discouraged  and  we  will  not  retire  from 
the  conllict.  Christian  order  is  sure  to  prevail  in  truly  Christian 
hearts. 

T  have  visited  each  circuit  and  held  meetings  in  conjunction  with 
Quarterly  Conferences.  The  head-quarters  of  each  preacher-in-charge 
is  comparatively  strong.  It  is  a  decided  centre  of  influence.  Hence 
Christian  instruction  radiates.  Christian  books,  and  often  medicine 
also,  are  distributed.  A  colporteur  hashaltingly  covered  the  district 
with  his  itinerations.  W^e  thank  the  Bible  Society  for  this  man's  ser- 
vices and  we  venture  the  belief  that  calportage  will  be  a  power  for 
good  if  prosecuted  properly. 

Our  little  schools  on  the  district  are  doing  a  little  good.  Our 
Central  S(;hool  at  Pauri  is  doing  a  good  deal  of  good.  Two  candidates 
passed  the  Government  Middle  ICnglish  lOxamination  of  18i)9,  one  of 
them  was  a  Christian.  We  expertt  better  results  this  year  for  we  have 
a  better  staff.  Had  we  money  to  pay  a  good  staff  of  teachers  we  could 
now  have  a  high  grade  school  at  Pauri,  for  many  boys  find  their  way 
from  Garhwal  to  the  Bare  illy  Government  School.    There  is  no  need 
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for  thin,  if  we  could  raise  the  grade  of  our  school.  It  is  a  cause  of 
sincere  regret  that  we  have  no  more  men  at  home  of  the  stamp  of  Dr. 
John  F.  Goucher  to  help  us  here. 

About 55  very  fine  Hindu  boys  occupy  rooms  in  the  Mission  Board- 
ing House  barracks.  The  roll  for  our  Central  School  in  November 
was  129;  to  this  if  we  add  a  small  compound  school,  we  have  over  140 
pupils  in  our  mission  compound.  The  GadoliGirls'  School,  two  miles 
distant,  has  about  68  pupils.  The  Mandakhal  jungle,  through  the  sale 
of  wood,  has  supported  a  preacher  who  is  stationed  on  the  public  road, 
and  whose  influence  extends  to  the  limits  of  the  district. 

An  erroneous  impression  got  out  that  this  Gadoli  property  was 
for  sale.  Friends  have  kindly  offered  to  relieve  us  of  it,  but  while 
thanking  them  for  their  kindness,  we  beg  to  say  that  it  has  up  till  now 
been  of  very  great  service  to  the  mission.  A  slice  of  it  has  been  sold 
to  the  Woman's  Foreign  Missionary  Society,  and  they  have  expended 
large  money  in  fitting  up  for  the  first  time  a  roomy  boarding  house 
for  girls,  and  a  beautiful  dwelling  house  for  the  ladies  of  that  society, 
besides  a  chapel.  It  was  absolutely  impossible  to  obtain  such  a  site 
anywhere  else  in  the  neighbourhood.  Gadoli  will  be,  I  predict,  the 
future  head-quarters  of  the  presiding  elder  and  a  seat  of  industry. 
Chopra,  the  present  residence  of  the  missionary,  will  be  the  home  of 
the  Principal  of  the  Mission  College  of  Garhwal,  as  it  is  every  way 
fitted  to  be.  We  are  thankful  for  the  interest  of  our  friends  ;  but  the 
present  management  has  no  expectation  of  selling.  If  it  were  sold 
to-morrow,  it  could  not  realize  more  than  its  first  cost  to  us,  and  that 
is  less  than  Admiral  Dewey  paid  for  three  cartridges  for  his  big  guns 
at  Manilla.  For  this  paltry  sum  we  need  not  cripple  a  promising 
work. 

*^  Watchman,  what  of  the  night  ?  "  I  answer— There  are  signs  of 
the  coming  dawn.  It  has  been  a  struggle  in  Garhwal  to  get  a  foot- 
hold. It  has  been  a  struggle  to  keep  it  when  gotten.  The  tottering 
system  of  ancient  idolatry  is  sure  to  fall.  Let  the  Church  of  Christ 
have  a  staff  of  trained  men  in  hand  to  shepherd  the  people  (men 
native  to  the  soil).  The  multitudes  will  spontaneously  cast  away  their 
idols  and  bow  in  homage,  worshippers  of  the  Trutlji  as  it  is  in  Jesus. 
God  hasten  tbe  day  !  For  fuller  account  of  contributions  ^  self- 
support  and  the  various  benevolences,  and  for  statistics  of  our  whole 
work,  see  the  tables  herewith  forwarded  through  the  statistical  secre- 
taries. 
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Rev.  Samuel  Tupper,  Presiding  Elder,— This  is  a  new  district, 
a  part  of  old  Oudh  District,  comprising  two  Government  zilas,  namely, 
Hardoi  and  Unao.  There  were  only  three  circuits  in  these  two  zt7aa, 
but  now  there  are  nine.  There  are  no  missionaries  in  the  district,  i 
thank  God  that  He  has  helped  us,  and  work  has  prospered  in  this 
district.  There  are  33  schools  and  729  students,  364  of  whom  are 
Christians.  The  Bible  is  taught  every  day.  We  have  5  schools  for 
girls  also,  in  which  135  students  are  taught.    One  hundred  and  seventy 

Sersons  have  been  baptized  in  this  aistrict  this  year.  So  in  my 
istrict  there  are  1,200  Christians,  and  they  gave  Rs.  587.  Most  of 
the  Day  .Schools  are  Holmes  Schools  in  this  district.  There  are  75 
Sunday  Schools,  which  are  fiourishing. 

The  Hardoi  Girls'  School,  supported  by  the  Woman^s  Foreign 
Missionary  Society,  and  Mr.  and  Mrs.  John  Holmes  of  Pittsburg  in 
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conjunction,  has  had  a  prosperous  year.  The  girls  are  makinsf  excel- 
lent progress  and  the  school  is  in  every  way  to  be  commended.  A. 
greater  part  of  the  girls'  boarding  house  has  been  built  this  year 
and  35  girls  have  settled  there.  As  Rev.  Mr.  Mansell  reported  last 
year,  there  is  a  presdiug  need  lor  a  new  church  building  at  Hardoi. 
There  are  4  ministers,  S  local  deacons,  13  preachers,  22  exhorters 
and  30  teachers  in  this  district.  A  great  many  of  our  people  have 
been  born  again  this  year,  and  have  become  real  spiritual  Christians. 
Th6  Epworth  League  work  of  this  district  is  very  strong  and 
supports  the  work  of  the  Saviour  efficiently.  It  is  a  great  help  In  our 
work  and  every  member  is  a  true  soldier  of  Jesus  Christ.  I  thank 
Qod  that  all  the  workers  have  done  their  duties  in  His  love  and  fear. 
May  the  Almighty  God  help  all  the  workers  more  and  more  to  bring 
many  souls  to  Christ. 
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Rev.  H  J.  ADAMS,  Presiding  Elder.— L^st  year  I  was  transferred 
from  Bisauli  to  Sambhal.  When  I  went  there  J  saw  all  the  Christians 
and  worlcers  of  the  district,  who  treated  me  very  kindly.  I  gave  them 
some  good  advice  concerning  our  work  and  was  very  glad  also  to  re- 
ceiye  some  from  them. 

There  are  13  circuits  in  the  Sambhal  District,  with  77  sub-districts 
and  849  villages  where  the  Gospel  is  preached  and  the  work  of  God  is 
done.  In  674  villages  there  tfce  Christians  where  the  Bible  is  taught, 
and  the  results  are  encouraging.  Each  circuit  has  its  own  preacher- 
in-charge. 

Preachers-in-charge,  local  preachers,  exhorters,  pastor  teachers, 
teachel*8  and  zanana  Bible-readers  do  their  respective  work  well.  On 
occasions  of  Quarterly  Conference,  we  had  many  meetings  which  add- 
ed much  to  the  spiritual  growth  of  many. 

In  the  beginning  of  August  we  had  a  workers'  meeting  which  con- 
tinued for  one  week.  Many  Christians  of  the  district  were  present 
and  much  work  was  done.  We  also  had  many  revival  meetings. 
Recitations,  essays,  lectui  es  and  sermons,  &c.,  were  given  to  our  work- 
ers, and  they  returned  to  their  stations  filled  with  zeal.  Many  of  our 
lately  converted  Christians  are  now  giving  up  their  fprmer  super- 
stitious habits  of  idol-worshipping,  marriage  ceremonies,  &c.,  and 
hence  the  congregation  is  getting  more  enlightened.  By  our  co-oper- 
ative exertions  we  succeeded  in  baptising  40<)  people  of  different 
castes  this  year,  a  number  that  excoeds  the  number  of  the  past  year. 

We  have  104  Sunday  School!?  in  our  district,  in  which  5,438 
scholars  are  taught  the  Catechism,  the  Sunday  School  Lessons,  the 
Apostles'  Creed,  the  Ten  Commandments,  and  the  Lord's  Prayer. 
There  are  73  day-schools,  consisting  of  1,202  students,  and  they  are 
making  great  improvement.  In  Sambhal  proper  we  have  an  English 
school  up  to  the  Middle,  in  which,  besides  many  heathen  boys,  some 25 
Christian  boys  are  educated. 

Owing  to  the  famine  of  the  last'few  years  many  of  our  Christian 
brethren  were  reduced  to  poverty,  yet  they  willingly  gave  liberal  sub- 
scriptions; Rs.  1,315  is  the  total  subscription  received,  which  exceeds 
the  amount  of  last  year.  Rs.  206  was  given  for  the  support  of  the 
pastor. 

The  current  number  of  Christians  in  our  district,  as  found  by  the 
census,  is  7,074.  Our  District  Conference  and  Isai  Mela  were  held  with  the 
Moradabaa  District  Conference  from  the  27th  of  November  to  the  3rd 
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of  December  in  Moradabad.  We  had  a  very  good  Mela  and  derived 
much  benefit  from  its  meetings.  Our  League,  too,  is  making  great 
improvement  and  we  ibank  God  for  the  help  He  has  given  us  in  our 
work.  His  helping  hand  is  with  us.  He  has  been  with  us  all  the  time 
and  in  all  our  work  He  guides  us.  The  prospect  for  the  future  is 
good-  From  among  the  heathen  many  Jats,  Thakurs,  Brahmana, 
&c.,  buy  Bibles  and  other  religious  books,  and  read  them  with  interest. 
They,  especially  the  Jats,  mix  with  Christians  and  like  their  society 
much.  They  like  to  talk  and  discuss  religious  matters.  They  read 
the  books  and  know  more  and  more  of  Christ. 

May  God  help  us  that  we,  by  our  united  efforts,  may  be  able  to 
muster  a  great  force  of  pure  and  holy  men  and  bring  it  under  the 
great  banner  of  Christ.     Ainen 
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Rev.  H.  a.  Cutting,  Presiding  Elder.  -Being  a  new  presiding 
elder  in  this  field,  I  am  not  fully  acquainted  with  this  district.  But 
from  what  I  have  seen  and  heard,  I  present  my  report  as  follows  : — 

There  are  12  circuits,  in  which  6  conference  members,  and  8  local 
ordained  elders  and  deacons,  work  as  preachers-in-charge.  Three 
circuits,  tH2.,  Sirouli,  Shahi  and  Baheri,  are  each  so  large  that  they 
can  hardly  be  itinerated  by  on*^  man:  but  want  of  money  does  not 
allow  us  to  divide  them  each  into  two  circuits.  In  our  field  twelve 
hopeful  towns  are  lying  empty  of  good  and  experienced  preachers,  but 
want  of  money  does  n(»t  allow  us  to  supply  the  real  needs  of  the 
district.  I  feel  shame  in  stating  this  need  on  account  of  shortness  of 
mon«*y,  but  am  obliged  to  show  it  to  the  friends  at  home  who  support 
the  work.  We  are  not  idle  in  collecting  money  from  our  native  church. 
We  increase  our  pastoral  collections  year  by  year  and  in  my  opinion 
the  allowance  raised  this  year  is  not  less  according  to  the  present 
ability  of  our  church.  Our  Christian  community  numbers  6,220,  of 
whom  3,015  attend  the  Sunday  services.  Since  we  conducted  61  spirit- 
ual meetings,  our  people  have  increased  the  attendance  of  Sunday 
worship.  Thits  i»  uue  of  the  grand  and  hopeful  means  of  church 
growth.  Our  schools  and  stu^lents  arcilesscning  in  number,  but  im- 
proving in  learning.  At  our  last  District  Conference,  the  Sunday 
morning  Love  Feast  meeting  was  talked  of  and  remembered  every- 
where. In  the  begiuning  our  leader  read  Zech.  10  :  I  and  spoke  o»ly  5 
minutes,  and  clouds  of  the  Holy  Ghost  filled  the  house;  then  three 
ministers  prayed  and  the  light  rain  began  ;  afterwards  Piyari,  a  blind 
girl,  stood  and  prayed,  and  the  heavy  rain  tilled  the  congregation  abun- 
dantly and  changed  the  witnesses  of  the  meeting. 
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Kev.  S.  Knowlbs,  Presiding  Elder. ^We  spent  the  months  of 
February  and  March  in  the  Barbhar  andTarai,  at  the  foot  of  the  Naini 
Tal  range  of  hills,  trying  to  follow  in  the  blessed  footsteps  of  Christ  in 
preaching  the  Gospel  of  the  Kingdom  to  the  poor,  and,  as  far  as  our 
medicine  chest  and  knowledge  would  go,  healing  the  sick.  We  always 
took  advantage  of  an  invitation  to  see  a  village  school  of  preaching 
Christ  to  the  boys  and  their  friends  assembled  there ;  and  often  we 
have  been  followed  to  our  camp  by  a  number  of  boys  and  their 
village  elders  to  hear  more  of  this  wonderful  Incarnation.     It  w(^9 
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our  practice,  too,  in  marching:  from  camp  to  camp,  to  converse  with 
travellers  about  Christ  and  his  great  salvation.  Sweet  memory 
carries  us  back  forty  years  to  this  very  itinerating  region  where, 
In  company  with  our  y  )ung  colleague,  J.  M.  Thoburn,  f i  cjh  f ruin 
America,  and  now  our  beloved  Bishop,  we  made  this  same  tour  from 
Haldwani  to  Dechouri,  through  forests  then  almost  impenetrable  and 
impervious  to  the  sun's  rays,  and  filled  with  tigers,  bears,  lopards, 
and  wild  elephants,  when  we  adopted  the  custom  of  speaking  to  all  we 
met  in  the  way  of  the  dear  loving  Saviour  who  died  for  our  sins,  and 
who  ever  liveth  to  intercede  with  God  for  us.  It  is  true,  in  those  days, 
this  was  done  in  a  very  imperfect  way,  but  the  air  around  us  was 
made  to  vibrate  with  the  all-conquering  name  of  Jesus,  the  sweet  echo 
of  which  still  comes  to  us  with  great  comfort  and  encouragement ;  for 
instead  of  a  dark  pathless  forest  there  are  now  rich  cultivated  fields 
and  picturesque  villages,  in  many  of  the  latter  Christian  families 
enough  to  make  up  a  congregation  of  spiritual  worshippers  of  the 
true  and  livingGod;  and  among  whom  we  had  many  profitable  services 
during  our  visits  in  the  months  spoken  of. 

In  Haldwani  itself ,  whenever  we  came  in  from  our  itinerating  tour, 
we  held  Hindustani  and  Ent^lish  services,  for  the  Native  Christians  and 
Europeans  of  the  place.  The  latter  numbered  as  many  as  thirty  persons 
in  our  Sunday  evening  worship. 

At  the  end  of  March,  after  holding  our  Haldwani  Quarterly  Con- 
ference, we  went  up  to  N  aiAi  Tal  to  organize  the  Native  work  for  the  sea- 
son and  start  our  Vernacular  School  for  the  year,  as  well  as  see  to  the 
necessary  repairs  of  mission  property.  Rev.  B.  Dass,  pastor  of  the 
Native  Church,  has  been  indefatigable  in  his  efficient  help  both  in 
chapel  preaching  and  school  work. 

We  held  our  Naini  Tal  Quarterly  Conference  on  the  seventh 
of  April,  where  the  Native  and  English  work  were  legally  arranged  for 
the  year,  Rev.  B.  M.  Dass  taking  charge  of  the  one.  Rev.  R.  I.  Faucett 
of  the  other. 

On  the  13th  of  April  we  started  to  pay  our  official  visit  to  Dwa- 
rahat  via  Khairna  and  Ranikhet.  At  Pauri,  five,  miles  from  the  latter 
place,  we  found  Santosh  Ram  and  his  wife  working.  They  visit  and 
preach  in  the  villages  perched  round  about  on  the  hill-sides  and  mount- 
ain-tops, and 'Only  those  who  have  tried  it  know  how  difficult  and 
arduous  it  is  to  reach  the  nearest  of  these  hamlets.  They  also  teach 
a  small  school  of  boys  and  girls  in  their  compound.  We  examined 
this, school,  and  then,  people  gathering  round,  we  preached  Jesus  and 
had  prayer.  Conducting  some  of  these  simple  services  have  been  the 
happiest  moments  of  my  life.  So  taking  courage  we  press  forward  to 
pass  the  night  at  the  comfortable  Dak  Bungalow  at  Ranikhet. 

Next  morning  we  had  trouble  about  coolies;  and  only  those  who 
have  experienced  it  know  what  vexation  and  annoyance  this  means. 
However,  we  finally  get  off  and  reach  the  welcome  Mission  House 
at  Dwarahat.  Nobody  knows  better  how  to  give  a  kind  reception  to  a 
tired  guest  then  Mr.  and  Mrs.  Rockey  ;  so  we  are  soon  compensated  for 
a  wet  and  wearying,  though  not  monotonous  journey.  That  saroo 
evening  we  had  our  Quarterly  Conference  in  the  neat  girls'  .«5choi>i 
house. ^  Twenty  preachers  and  teachers  were  present.  We  found  the 
collections  on  the  circuit  generous,  the  reports  excellent  and  the  hopes 
of  the  workers  bright.  We  had  the  privilege  and  pleasure  of  exhortiug 
this  band  of  workers  to  greater  diligence  in  the  labour  of  love  and 
patience  of  hope.  On  the  next  day,  Sunday,  there  was  Sabbath  School 
m  the  morning,  when  we  lectured  on  the  subject  of  J  alms's  daughter. 
At  1-30  there  was  a  Love  Feast  led  by  Rev.  H.  Wilson  ;  and  we  preach- 
ed in  the  evening  to  a  very  intelligent  congregation. 
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After  auditing  the  Dwarahat  accounts  we  left  for  Bhains  Khet, 
and  60  on  to  Almora,  where  we  had  to  meet  the  Revd.  Mr.  Bulloch  of 
the  London  Missionary  Society  to  arrange  for  our  coming  District 
Conference  and  their  Jubilee  Meeting  in  Novembt^r  next.  We  stayed 
over  Sunday  in  Almora,  and  conducted  the  evening  service  in  the 
Budden  Membrf  al  Church.  This  is  a  very  fine  churchliKe,  commodious 
buildingi  in  which  it  is  a  pleasure  to  preach. 

We  arrived  back  in  Naini  Tal  on  the  24th  of  April,  an  ?  from  then 
till  the  end  of  September  were  engaged  in  the  duties  of  preacher-in-charge 
of  the  station.  With  the  Revd.  B.  M.  Dass  we  regularly  took  our 
alternate  part  in  Sunday  services  and  week-day  meetings.  We  also 
occasionally  preached  in  English,  and  took  our  part  in  the  Thursday 
evening  prayer  meetings.  During  the  summer  months  we  commenced 
a  series  of  lectures  on  popular  subjects  for  the  educated  natives  of  the 
place,  which  proved  successful.  The  Revd.  Dr.  Scott  of  Bareilly 
rendered  very  eificient  aid  in  this  work.  The  educational  work  of  this 
station  has  been  well  looked  after  by  Revd.  Dr.  Butcher  at  Oak  Open- 
ings, and  Miss  Easton  at  Wellesley.  Dr.  Butcher's  report  speaks  for 
itself.  Under  the  able  preaching  and  zealous  pastoral  care  of  Revd. 
R.  I.  Faucett,  the  English  Church  has  been  better  attended  all 
through  the  season  than  ever  before.  Mr.  Faucett's  report  is  given 
below. 

In  the  beginning  of  October,  having  held  our  Haldwani  and  Naini 
Tal  Quarterly  Conferences,  we  started  on  our  tour  in  Eastern  Kumaon. 
We  marched  via  Almora  and  Lahughat,  twelve  hard  and  laborious 
stages  from  Naini  Tal ;  so  different  to  the  easy,  commodious  railway 
travelling  on  the  plains.  Though  there  are  comfortable  and  pictur- 
esque Dak  Bungalows  at  the  end  of  each  stage,  jret  we  had  to  take  our 
own  cook  and  messing  for  the  whole  journey  going  and  coming,  and 
this  involved  extra  troublcand  expense.  We  say  little  of  the  irritation 
and  provocation  constantly  caused  by  coolies  failing  to  appear  at  the 
time  of  starting,  or  decamping  on  the  way,  but  this  adds  to  the  real 
trials  and  crosses  of  each  daily  march;  but  the  delightful  scenery  we 
passed  through,  and  the  almost  constant  view  of  the  magoificent 
Snowy  Range  glittering  in  the  golden  sunshine,  fully  indemnified  us 
for  the  arduousness  and  vexations  of  the  road. 

We  left  Almora  for  the  Shor  valley  on  Mond  ay,  the  8th,  and  reach- 
ed on  Thursday,  the  11th  October ;  thus  doing  the  journey  of  eight 
marches  in  four  days.  On  Friday  we  held  the  Pithoragarh  Quarterly 
Conference,  and  in  the  evening  preached  in  the  chapel  to  a  large 
congregation.  On  the  following  day  we  held  an  investigating  Com- 
mittee to  inquire  into  charges  against  a  local  preacher  on  the 
circuit ;  and  then  had  the  unpleasant  duty  of  sending  up  the  case  for 
trial  at  our  District  Conference.  And  here  we  may  say  in  passing, 
that  this  trial  was  held,  and  the  local  preacher  in  question  was 
cleared  of  the  charges  preferred  against  him.  The  Sabbath  was 
^'  Missionary  Sunday  in  Pithoragarh."  We  preached  in  the  morning 
to  a  crowded  house  on  *'  The  Harvest  Ripe,"  and  after  the  sermon  the 
^^MiUhi  collection"  was  taken  up.  Muthi  means  handful,  and  the 
collection  is  what  has  been  gathered  in  handfuls  at  each  meal  for 
weeks  before.  The  church  had  been  tastefully  decorated  with 
sheaves  of  dififerent  kinds  of  grain,  and  embellished  with  wreathes 
of  wild  flowers  and  field  creepers,  and  presented  a  very  unique  ap- 
pearance. The  Muthi  collection  was  valued  at  Rs.  30,  and  the  cash 
collection  at  Rs.  80.  In  the  evening  we  preached  to  as  large  an  assem- 
bly as  in  the  morning ;  and  after  wis  administered  the  Holy  Sacra- 
ment. On  Tuesday  we  went  up  three  miles  to  the  Chandog  heights  to 
9ee  the  Lepers'  Home  under  the  superintendence  of  the  devot^  Mi98 


Keed.  We  eaw  the  s\in  rise  and  stripe  the  Bides  of  the  snowy  moun- 
tains with  golden  bands,  and  make  their  tops  glow  with  heavenly  fire ; 
and  had  a  grand  view  of  the  whole  Shor  valley  yielding  up  its  rich- 
ness to  the  reapers'  sicklea  in  the  mellow  light  of  a  newborn  day. 
We  met  Miss  Reed  on  the  verandah  of  her  rose-covered  cottage,  and 
iTien  went  with  her  to  see  her  new  chapel  gleaming  in  the  suni^hine,  and 
dominating  the  hills  around.  We  assisted  in  puttinor  up  the  slab-stone 
on  the  gaWe  front,  on  which  is  engraved  the  word  **  Bethel,**  with  its 
translation  in  Hindi -House  of  God;  then  we  had  singing  and  prayer, 
and  we  gave  an  address  in  Hindi  to  the  lepers  and  workmen  present. 
Miss  Reed  is.  building  a  new  house  near  her  own  for  a  lady  com- 
panion; and  she  is  happy  to  know  she  will  soon  cease  to  live  alone 
on  those  lonely  though  beautiful  heights. 

We  left  Pithoragarh  on  the  17th  and  arrived  at  Lahughat  on  the 
19th  of  October.  On  Saturday  we  visited  the  few  European  families 
in  this  once  flourishing  military  station,  and  then  examined  our 
small  Vernacular  school.  D.  Hukill  has  a  very  encouraging  work 
going  on  here.  Sunday  morning  was  Children's  Day  at  HukilFs 
school,  so  we  attended  and  gave  an  address.  There  were  of  boys, 
and  their  friends,  with  a  few  Europeans,  about  sixty  present.  In  the 
evening  we  conducted  an  English  service,  and  preached  to  17  persons. 
Mrs.  Colonel  TuUoch  kindly  gave  us  the  use  of  her  drawing-room  for 
the  occasion,  as  well  as  conducted  the  hymn  music. 

We  arrived  in  Almora  on  Friday,  the  "^Gth  ;  and  from  that  to  the 
31st  we  were  engaged  arranging  forr  our  District  Conference.  It  being 
the  Jubilee  year  of  the  London  Missionary  Society  in  Almora,  when 
fifty  years  ago  the  late  Revd.  Mr.  Budden  began  the  mission  in  Ku- 
maon,  the  Revd.  Mr.  Bulloch  wrote  to  ask  that,  as  we  were  having  our 
District  Conference  in  Almora,  if  the  Jubilee  meetings  rould  not  be 
united  with  our  conference,  and  thus  show  that  the  work  of  the  two 
missions  in  these  mountains  was  really  one.  To  this  we  agreed  ;  and  so 
a  programme  was  prepared  in  which  members  of  both  missions  took 
part,  covering  about  a  week,  fromSlst  of  October  to  6th  of  November. 
Wednesday  evening  was  given  up  to  a  meeting  of  welcome,  when  Revd. 
Mr.  l^ulloch  took  the  chair,  and  extending  a  nearty  greeting  to  the  M. 
E.  Mission  workers,  explained  the  nature  of  the  work  done,  and  showed 
the  progress  made  by  their  mission  during  the  fifty  years  of  its  history 
in  Ktimaon.  There  were  three  meetings  a  day  :  at  8  a.m.  preaching 
service;  at  11  a.m.  District  Conference;  and  5  p.m.  preaching, 
followed  by  a  prayer  meeting.  We  pre  >ched  the  first  sermon  on 
Thursday  morning.  On  Sunday  morning  was  preaching  by  Revd.  G. 
M.  Bulloch  ;  at  noon  the  Annual  Sermon  by  J.  Abraham  ;  and  in  the 
evening  we  preached  in  English.  The  Epworth  League  and  Christian 
Endeavour  Society  had  a  very  successful  meeting  on  S;$aturday  after- 
noon. The  religious  meetings  were  all  characterized  by  a  fervent 
spirit  of  devotion,  of  earnest  prayers,  zealous  preaching,  and  trust 
in  the  presence  and  power  of  the  blessed  Holy  Spirit.  We  believe, 
notwithstanding  the  disturbing  influence  of  a  trial  going  on,  that 
much  lasting  spiritual  good  has  been  received  by  members  of  both 
missions. 

After  listening  to  a  stirring  exhortation  from  Revd.  Mr.  Bulloch, 
and  reading  out  the  appointments,  we  left  for  Haldwani  on  Monday 
afternoon,  which  place  we  were  glad  to  reach  in  health  and  safety  on 
the  following  Wednesday  morning.    To  God  be  all  the  praise  ! 

The  Rev.  J  ^\  Butcher,  M.  D,  writes  of  the  NainiTal  High  School: 
— *'  The  Boys'  High  School,  Oak  Openings,  Naini  Tal,  has  had  a  year 
of  encouragement.  Sixty-nine  pupils  have  been  in  attendance  during 
the  year,  and  twelve  new  boys  have  already  been  promised  for  next 
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year.  This  indicates  that  the  confidence  in  the  school,  which  had 
been  disturbed  by  repeated  changes  io  the  management,  is  being  re- 
stored. The  boys  did  very  fairly  in  the  Government  examinations. 
During  Uie  year  the' school  has  come  into  possession  of  the  neighbor- 
ing estate  of  St.  Asaph,  containing  nearly  eleven  acres  of  magnifi- 
cent site  on  the  top  of  the  ridge,  with  views  of  the  snows  on  one  side 
and  of  the  lake  and  plains  on  the  other.  The  members  of  our  Schools 
Committee  themselves  subscribed  the  money  and  presented  the  proper- 
ty to  the  school.  On  the  estate  is  a  fine  old  house,  badly  built.  This 
we  plan  to  move  to  a  better  site,  and  build  accommodation  for  five 
small  families.  When  built  the  new  houses  ought  to  bring  us  in  a 
clear  income  of  at  least  Hs.  1,200  a  year,  which  would  enable  us  to 
take  at  least  a  dozen  boys  on  reduced  fees,  and  thus  extend  the  range 
of  our  influence.  The  cost  of  the  removal  of  the  house  would  proba- 
bly be  about  Rs.  6,000.  We  are  asking  our  friends  to  each  of  them  fi^ive 
us  Rs.  300,  or  $100,  toward  this  as  a  Twentieth  Century  offering,  ana  we 
hope  that  at  least  twenty  of  them  will  send  us  that  amount. 

**  During  the  past  two  years  about  Rs.  4,000  has  been  wiped  off  the 
debt  of  the  'Poplars,^  a  large  business  block  presented  to  tne  school 
as  an  endowment  by  the  Rev.  Thos.  Craven.  In  a  few  years  the  entire 
debt  on  that  building  will  have  been  paid  off,  and  then  we  shall  have 
a  clear  income  of  Rs.  5,000  a  year  from  it  for  school  purposes.  So*  we 
may  regard  the  present  prospects  of  the  school  as  encouraging.^' 

Dwarahat,  including  Lohba.— N.  L  Hockey,  miasionary-in-charge, 
writes:  "Ours  is  an  isolated  station.  We  are  far  away  from  European 
neighbors,  European  sympathy  and  associations,  yet  we  find  no  time  to 
get  lonely.  Sometimes  the  long  mountainous  way  is  wearisome  and  we 
wish  that  there  could  be  other  means  of  transportation  than  uncertain 
coolies.  Our  movements  are  all  dependent  on  their  pleasure.  When 
they  will,  sunshine  is  about  our  path  ;  when  they  wont,  that  is  the 
end  on't  ;  we  often  have  to  await  their  more  convenient  season,  even 
for  very  important  movements.  An  example :  We  tried  to  return  from 
conference  straight  home.  We  ^ot  as  far  as  the  foot  of  the  moun- 
tains but  not  a  cooly  was  available.  We  had  to  walk  two  miles  to  the 
nearest  rest-house  and  with  the  greatest  difliculty  got  our  baggage 
there  before  night.  Then  came  two  days  of  weary,  expensive  waiting, 
during  which  it  rained  Snow  fell,  so  that  there  was  no  hope  for  a 
move  for  days  to  come.  We  returned  to  Shahjahanpur,  and  had  to 
wait  two  weeks  before  we  could  again  attempt  the  march.  These  jour- 
neys took  a  greater  part  of  SlOO-^of  our  living  allowance  (Rs.  225), 
and  deprived  us  of  most  of  the  days  when  our  children  could  be  at 
home  with  us. 

*' Notwithstanding  these  hardships  we  enjoy  the  work  and  are 
very  glad  to  be  accounted  worthy  of  a  place  in  this  needy  field.  With 
my  wife  and  three  little  ones,  I  made  journeys  amounting  to  342  miles 
of  this  laborious  travel,  which  means  twenty -four  days  of  actual 
journeying  and  as  many  more  of  detention  and  work  by  the  way.  I 
have  also  done  a  great  deal  more  than  this  alone,  visiting  some 
places  very  difficult  of  access,  where  missionaries  and  Europeans  have 
almost  never,  if  ever,  gone. 

**It  has  been  a  year  of  almost  famine.  I  planned  many  more  days 
of  itineraMng  but  had  to  give  it  up  and  return  home  because  I  could 
buy  no  food  for  either  horse  or  coolies.  A  great  scarcity  prevailed. 
It  necessitated  the  opening  of  private  relief  works  to  keep  a  number 
of  poor  from  bitter  suffering.  Several  orphans  were  added  to  our* 
school  from  among  the  sufferers. 

"It  has  not  b^n  a  year  of  great  fruitage  although  of  hard  labor. 
There  have  been  discouragements  that  have  been  very  trying,  but  we 
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12 

26 

7 

12 

Sliahi 

401 

262 

64 

727 

4 

2 

18 

•    • 

7 

25 

8 

8 

Sirauli 

374 

450 

474 

1,298 

10 
34 

8 
39 

41 

2 
64 

33 

76 

9 

8 

Total 

2,100 

2,413 

1,711 

6,224 

144 

194 

402 

87 

97 

(loNDA  District. 

Bahralch 

.52 

130 

86 

268 

16 

6 

8 

2 

2 

12 

10 

22 

Bbinga 

150 

70 

44 

264 

18 

13 

(> 

5 

11 

8 

12 

Halrampur 

10: 

60 

26 

193 

11 

16 

0 

3 

6 

11 

9 

10 

ColonelganJ 

♦50 

61 

28 

149 

16 

14 

li      2 

5 

8 

8 

8 

(runda 

63 

48 

l:l 

183 

0 

4 

1    .. 

6 

< 

15 

10 

Kaisargaiij 

m 

53 

49! 

198 

< 

5 

3 

5 

9 

i7 

6 

G 

Maiikapur 

4<i 

45 

!>(i 

111 

8 

9 

0 

4 

8 

14 

5 

9 

Nawabgaiij 

20 

12 

1o| 

44 

9 

8 

1 

3 

4 

.     8 

3 

5 

Nan  para 

71 

54 

38(» 

171 

7 
(>4 

8 
83 

5 
29 

7 
31 

14 
65 

26 
125 

3 

5 

Total 

659 

.533 

1,581 

67 

93 

FOR  THE  YEAR  ENDING   WITH  30TH  NOMiMREH,  1900. 
AND  WQKK, 


SUN  DAY -SCHOOLS. 

Effiu^" 

CHRISTIAN    WORKERS. 

SCHOLABB  OF  ALL  AOKS. 

^9 

11 

1 

II 

5   1  - 

il   . 
II 

Mil 

M 

1 

i 

i 

i 

s 
i 

— 
< 

t 
1 

1 

1 

1 

CURISTIAKS 

NoK- 
Cbrmtiass 

•5 

\ 

i 
1 

i 

1 

i 

a 

18 
? 

25< 
(W 
130 

\?r. 

4.™ 
K'S 
63 

n 

3( 

i,Br>i 

1*2 

« 
w 

177 
U~. 
](].'. 

21:: 
],8n2 

\m 
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IS 
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8 

9C 
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ss 
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60 
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7! 
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20 
33 

75 
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S7 
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100 
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HW 
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SCO 

30 
130 

30 
115 

6.' 
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4^ 

"la 

29 
1: 

"^074 

60 

ISO 
120 
40 
28U 

138 
3U0 
10 
30 

130 

1,583 

sen 

220 
230 
IflO 
410 
HO 
lOU 

»J 

121 

70 
20 

es 

20 
107 
60 
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70 
32 
13 
■      45 
6 
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36 
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75 

30 
2Sfl 
15 
30 
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ir, 
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13,'-, 

4r, 

61 
GO 

616 

40S 
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635 
140 
476 
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1,426 
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ge 
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22; 

448 
5,358 

303 
875 

793 
240 
I5B 

357 
■'^, 

2iii 

340 

538 

.-,33 

460 
385 
138 
430 
115 
430 
208 
1,310 
257 
80 
W 

m 

65 
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4,361 
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1         23 
1         25 
1          20 
1          30 
1          28 
1          90 
1          14 
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1         21 
1         14 

1          20 
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1  34 .. 
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i  140  i 

1    3    0 



i- 
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1 
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M 
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25 

1 

3 
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10. 
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33 
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.116 
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,,.. 
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I- 
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NORTH  INDIA  CONFERENCE  8TATI8TICB 

CHURCH  MEMPERSHIP 


CHRISTIAN  COMMUNITY. 

BAPTISMS. 
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eS 

h 
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s 

« 

t 

0 
9 

o 

c 

s 

1 

o 

2 

o 
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I 
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2 
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• 

66 

o 

1 

0 

1-S 

« 

cu 

^ 

cq 

H       ^      ;^ 

c 

1^ 

< 

H 

*A 

» 

Babeillt 

■ 

V 

District. 

Aobla 

346 

395 

476 

1.217 

8 

4 

20 

13 

46 

79 

8 

14 

Bareilly 

405 

406 

389 

1,200 

13 

18 

18 

6 

18 

43 

58 

119 

Bareilly     Sadar 

Bazar 

111 

127 

140 

378 

7 

o 

2 

3 

10 

15 

12 

15 

Bhamora 

310 

72 

175 

457 

2 

12 

8 

23 

53 

5 

5 

Bilsl 

sai 

146 

490 

1,445 

5 

4 

28 

5 

9 

42 

11 

12 

BInawar 

195 

263 

282 

740 

3 

5 

18 

.  • 

•  • 

18 

4 

1 

Bisauli 

530 

753 

659 

1,W2 

16 

12 

57 

36 

64 

157 

16 

16 

Budaon 

460 

221 

422 

1,103 

9 

2 

39 

2 

12 

53 

30 

32 

DataganJ 
Faridpur 

447 

136 

215 

798 

7 

5 

18 

3 

6 

27 

16 

12 

95 

211 

150 

456 

8 

5 

9 

3 

16 

28 

9 

8 

Jalalabad 

230 

150 

101 

481 

3 

3 

16 

•  • 

2 

18 

7 

i 

Kakrala 

242 

172 

247 

661 

4 

•  • 

33 

13 

8 

54 

10 

12 

Rhera  Bajhera  .  . 

66 

88 

91 

245 

1 

2 

6 

9 

17 

32 

8 

8 

Miranpur  Katra. . 

152 

115 

97 

364 

3 

2 

11 

2 

8 

21 

12 

12 

Mohamdi 

46 

27 

26 

99 

•  • 

1 

2 

3 

5 

10 

6 

4 

Panahpur 

27 

176 

95 

298 

2 

3 

10 

•  • 

7 

17 

3 

7 

Powayan 
Shahjahanpur  E. . 

144 

209 

124 

477 

19 

10 

14 

11 

8 

33 

12 

13 

no 

105 

142 

357 

4 

6 

3 

4 

8 

15 

11 

20 

Shahjahanpur   W. 

164 

106 

211 

481 

• 

•  • 

6 

3 

3 

12 

18 

18 

Tllhar 

127 

277 

146 

550 

3 

1 

10 

12 

32 

54 

25 

16 

UJhanf 

501 
5,420 

114 
4,260 

414 

1,032 
14,781 

6 

123 

13 
110 

10 
352 

7 
143 

9 

20 

1 

9 

Total 

5,092 

311 

806 

281 

365 

Oariiwal 

• 

District. 

Baluoli 

3 

9 

9 

21 

•  • 

■  • 

2 

■  • 

•  • 

2 

1 

1 

Kainur 

48 

14 

16 

78 

1 

■  • 

4 

1 

•  • 

5 

9 

12 

Lausdowiio  and 

Kotdwara 

22 

2^\ 

26 

'       74 

•  • 

5 

1 

7 

13 

9 

9 

Paurl  and  Gadoii. . 

114 

141 

159 

414       51 

1 

5 

3 

4 

12 

li 

27 

Hamni 

5 

6 

11 

•  • 

•  • 

3 

»  • 

o 

5 

4 

4 

Srinagar 

125 

38 
234 

40 

203 
812 

■  • 

8 

•  • 

1 

9 

8 
13 

8 

25 

7 

4 

Total 

317 

261 

28 

21 

62 

42 

57 

KuMAON  District. 

Bhot 

9 

11 

11 

31i 

r  .. 

•  • 

1 

«  • 

■  • 

1 

4 

5 

Dwarahat 

25 

93 

65 

1S3 

o 

•  « 

6 

1 

1 

S' 

8 

21 

H  aid  want 

144 

53 

2S» 

22<) 

4 

1 

«  • 

•  • 

•  • 

•  a 

5 

12 

NaInlTal,Hind... 

80 

39 

30 

149 

1 

*> 

1 

1 

4 

2 

12 

Nainl  Tal,  Eiig.  . . 

2 

34 

20 

56 

•  • 

•  • 

3 

•  • 

•  • 

3 

2 

20 

Pithoragarh 

224 

484 

167 

97 

488 

11 

18 

9 

4 

15 
17 

19 
21 

38 

15 

31 

Total 

3ir7 

orto 

1,183 

16 

54 

36 

101 

i 

1 
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FOB  THE  YEAR  ENDING  WITH  SOTH  NOVEMBER,  1900. 
AWD  WORK. 


SUNDAy-SCHOOLS. 


Scholars  of  all  aoks. 


Chribtians. 
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a 
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o 
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o 
"5 


99 

be 

08 


fc4 

o 
a 


CHRISTIAN    WORKERS. 
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c 
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O 
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0) 

.!« 

o 


.2 
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GQ 

o 


.£3 

5 
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360 
507 

225 
65 

200 
191 
202 
237 
185 
200 
100 
322 

76 
210 

301 
105 
lOt^ 
250 

81 
290 

75 


4,109 


150 
560 

50 
30 
70 
40 
90 

238 
92 
60 
68 

32(i 
65 

154 
20 

131J 
80 
40 

175 

207 
60 

2,700 


10 
33 

59 
133 

8 
40 


50 
997 

125 

30 

25 

19 

80 

84 

35 

iSO 

90 

115 

T. 

80 

30 

21 

100 

210 

238 

216 

20 

2,(>87 


50 

587 

25 
15 
15 
21 
20 
114 
10 
25 

5o; 

112 
44 

131 
23 
15 
66 
96 

135 
56 
10 


1,620 


283 


8 
57 
40 
15 
70 
113 


10 

7 

25 

161 

10 

20 


233 


303 


8 

62 

10 

7 

125 

180 


8 

70 

107 
85 
20 
20 


310 


392 


22 
133 

60 
100 

444 

759 


610 
2,651 

425 
140 
310 
271 
392 
673 
322 
335 
308 
869 
257 
575 
103 
362 
3.54 
596 
629 
709 
165 

11,116 


21 

9 

10 


47 


23 

24 

4 

40 

10 


35 
110 

191 

400 

47 

90 


873 


61 
276 
114 
l(i2 
1«>5 
747 


101  1,5:}5 


400 
2,346 

3.50 
40 
275 
80 
390 
463 
311 
236 
125 
850 
200 
325 
100 
300 
300 
4<K) 
525 
686 
140 


8,902 


30 
100 

180 

342 

35 

80 


767 


20 


45  1 
190  '' 

80 
150  1 
185 
650 


1,300 


I 


a 


25 
200 


.50 
35 
20 
40 
94 
25 
30 
34 
20 
45 
22 
30 
25 
28 
40 
46 
78 


877 


r 

25 
95 


210 


90 


30 
40 

»  • 

13 


383 


2 


5 


137 


IG 
66  1 


44 


44 


24 


20 


90 


192 


24 


I  . 


3 


11 


22 


5 
19 

1 
1 
2 
4 
6 
2 
1 
3 
2 
3 
2 
1 
2 
I 
3 
5 
4 
4 
1 


70 


2 
33 


5 
5 
1 
4 
6 
2 
3 
1 
2 
2 
3 
2 
4 
3 
1 
2 
7 
6 

96 


3 
14 
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5 
7 
2 

10 
5 
2 
6 
3 
3 
4 

*  • 

2 
2 
4 
3 

18 
2 


100 


14 


2 

8 
o 

a 
1 
7 

25 


12 


21 


11 


4 

U 


8 
34 

2 
5 
8 
7 
9 

19 
5 

11 
5 
4 
5 
4 
2 
3 
9 
4 

14 

16 
5 


179 


3 

19 

5 

3 


35 


0 
16 


29 


54 


19 
118 

12 
17 
23 
14 
20 
41 
14 
20 
15 
12 
13 
13 
6 
11 
18 
18 
28 
46 
15 


493 


1 
15 

10 
40 

8 
7 


81 


15 
36 

9 
15 
10 
53 

138 


NORTH  INDIA  CONFERENCE  STATISTICS 

CHURCH  MEMBERSHIP 


CHRISTIAN  COMMUNITY. 

BAPTISMS. 

Cbubch 
Member- 
ship. 

• 

c 

Id 
O 

-a 

S 

a. 
03 

i 

CQ 

o 

o 

• 

o 

Deaths 

a 

c 
a 

♦a 

o 

*>— 

o 
c 

£ 
2 

Children  from  among  Non- 
Christians. 

< 

m 

a 

• 

*o 
o 

JS 

• 

•c 

s 

o 

a 

Number     of    Officers     and 
Teachers. 

NAMES  OF 
CIRCUITS. 

• 

as 

a; 
c 

O 

t 

s 
1^ 

From  among  Members 
and  Probationers. 

M 

a 

to 

°  -• 

o  o 

IS 

OuDH  District. 
Lakhlmpur 
TikaHnagar 
Rae  Barelliy 
Barabanki 
Sitapur 
Sidhauli 
Malihabad 
Lucknow,  Hind. , . 
Lucknow,  Eng.  . . 

55 

14 

92 

108 

162 

37 

31 

281 

11 

24 
12 
75 
37 

136 
24 
11 

142 
97 

45 

15 
78 
79 
241 
18 
18 
93 

124 

41 

245 

224 

539 

79 

60 

516 

108 

1,936 

844 
652 
448 
546 
590 
800 
776 
516 
301 
660 
370 
295 
249 

1 
7 
7 
3 
4 
1 

•  « 

3 

.  • 

26 

7 

10 

15 

17 

2 

8 

3 

5 

4 

58 

3 

15 

1 

148 

•  . 

1 

5 

12 

•  • 

12 

2 

•  • 

4 

36 
594 
486 
108 

•  m 

2 
8 

1 
8 

•    • 

•  • 

4 

23 

4 
4 
5 

21 
3 
3 
5 
2 
2 

18 
1 

20 
3 

91 

.  . 
4 
1 

15 
2 

12 

•  • 

2 

36 
477 

470 
7 

«  • 

r 

1 

5 
10 

4 
11 

1 

1 
14 

6 

5 
3 
5 
3 
6 
7 
2 
5 

■    • 

36 

9 

13 

3 

•  • 

12 

2 

10 

4 

4 

•  « 

12 

•  • 

69 

3 
2 
2 
1 
3 
5 
7 
2 
2 

27 

474 
385 

89 

• 

10 
7 
16 
16 
16 
17 
4 
17 

•    • 

16 
15 
31 
23 
33 
25 

7 
36 

6 

18 

6 

24 

23 

44 

10 

G 

37 

1 

18 
6 
24 
23 
44 
10 
6 
56 
11 

Total 

791 

133 
207 
151 

86 
118 
371 
250 
100 

99 
288 
106 
135 

80 

2,124 

558 

587 

53 

103 

192 

169 

198 

14 
6 

10 
8 
6 

12 

10 
6 

10 
9 
6 

12 

15 

124 

Sambhal  Dist. 
Amroha 
Basta 

Babu  Khera 
Bahjtrt 
Dhanaura 
Gunnaur 
Hasanpur 
Naralniya 
Rasulpur 
Raj  pur  a 
Sharif  pur 
Shahpur 
Sambnal             , . 

436 
268 
125 
225 
277 
138 
335 
219 
101 
147 
136 
68 
70 

2,545 

46 
70 
12 
21 
7 
53 
30 
10 
80 

275 

177 

172 

235 

195 

291 

191 

197 

•    101 

225 

128 

92 

99 

16 
15 

5 

5 
30 
27 
12 

4 
15 

8 
13 
15 

3 

21 

23 
8 
8 

34 
9 

18 

•  • 

5 
20 

3 
14 

•  • 

46 
51 
16 
13 
76 
38 
40 

4 

24 
32 
16 
41 

3 

9 
6 
6 

8 

6 

7 

10 

6 

7 

8 

6 

10 

15 

Total 

2,378 

7,047 

99 
230 

63 
104 

35 
309 
132 

37 
179 

168 

163 

20 

13 

4 

3 

9 

36 

11 

5 

10 

400 

104 

8 
7 
7 
5 
6 

18 
8 
5 

11 

Habdoi  Distbictt. 

Bilgram 

Hardoi 

Mallawan 

Pihaui 

Safipur 

Shahabad 

Sandi 

Sandila 

Unao 

27 
70 
20 
35 
15 
202 
6> 
20 
78 

529 

17,083 

17,597 

•  • 

26 
90 
31 
48 
13 
54 
40 
7 
21 

1 
5 

1 
3 
1 
10 
1 
2 
3 

24 

20 

7 

7 

13 

51 

19 

9 

15 

5 
7 
5 
5 
6 

15 
6 
4 

13 

Total 

329 

330 

1,188 

27 
1,091 
1,026 

65 

111 

165 

75 

66 

Grand  Total  1900  . 

13,911 

13,689 
12^812 

44,683 
45,830 

•  • 

1,147 

.  1,152 

2,717 

1,043 

1,319 

Total  1899 

15,421 

976 
176 

•  • 

2,387 

995 

48 

•    • 

1,262 
57 

•    • 

Increase 

t  • 

877 

330 

«    • 

Decrease 

514 

1,510 

•  • 

•  • 

FOR  THE  YEAR  ENDING  WITH  SOTH  NOVEMBER,   1900. 
AND  WORK. 
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44 
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1 

4 
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14 

140 

76 
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200 

15 

■ 

•  . 

ft    ft 

•    a 

ft     ft 

ft    ft 

a    a 

2 

1 

1 

3 

7 

5r. 

50 

1,050 

242 

1,396 

1,240 

30 

1 

20 

ft    ft 

•    • 

ft     ft 

ft    ft 

5 

8 

2 

8 

24 

43 

7 

655 

114 

819 

640 

69 

••• 

ft    • 

a    • 

ft     ft 

•     ft 

5 

3 

2 

6 

17 

213 

207 

838 

872 

2,130 

1,902 

49 

1 

a5 

1 

1 

1 

2 

8 

8 

4 

16 

42 

30 

40 

100 

70 

240 

225 

25 

«  •  • 

• . 

ft   ft 

ft       ft 

•  • 

•    ft 

3 

a    • 

2 

5 

11 

18 

6 

80 

50 

154 

122 

14 

•  • 

a     ft 

ft       ft 

a    a 

ft   ft 

1 

2 

3 

4 

11 

204 

276 

80Q 

112 

1,391 

1,120 

80 

1 

90 

5 

4 

7 

1 

2 

12 

2 

ft   ft 

7 

40 

50 

90 

•  • 

•    ft 

140 

97 
5,956 

1 

45 
357 

•  ■ 

3 

a    « 

195 

•  • 

1 
7 

1 
6 

a     • 

8 

ft   ft 

3 

•     a 

8 

1 

3 
43 

2 

ft    ft 

26 
1 

ft    ft 

15 
4 

•    a 

.^5 
5 

5 

693 

733 

206 

3,877 
81 

1,677 

6,980 

171 

312 

52 

653 

592 

19 

13 

160 

62 

46 

43 

311 

285 

1 

20 

f    • 

•  • 

1 

•  ■ 

4 

1 

7 

13 

150 

100 

60 

55 

365 

290 

1 

15 

«     • 

.  . 

1 

a    a 

1 

6 

5 

12 

100 

20 

50 

40 

210 

180 

•       • 

«    • 

•     • 

•  • 

ft    ft 

1 

3 

1 

3 

8 

143 

122 

102 

39 

406 

390 

1 

37 

$    • 

•  • 

1 

1 

3 

2 

6 

13 

355 

75 

50 

47 

527 

480 

1 

20 

•     • 

•  • 

1 

1 

1 

6 

4 

13 

325 

90 

175 

55 

645 

525 

1 

25 

•     ft 

.  . 

1 

3 

1 

4 

6 

14 

90 

46 

30 

9 

175 

140 

1 

25 

ft     ft 

•  • 

,    , 

1 

1 

4 

3 

9 

60 

90 

85 

25 

260 

200 

1 

11 

•     ft 

.  • 

2 

1 

4 

4 

11 

250 

150 

118 

74 

592 

520 

1 

25 

ft     • 

•  . 

1 

1 

5 

2 

9 

70 

5() 

69 

63 

258 

200 

1 

14 

•     ft 

•  • 

1 

2 

1 

5 

9 

140 

110 

90 

200 

540 

500 

1 

16 

.  • 

2 

3 

2 

5 

12 

95 

125 

151 

125 

49G 

448 

1 

70 

.. 

•  • 

3 

•    ft 

8 

11 

23 

2,250 

1,254 

1,10  7 

827 

5,438 

4,750 

12 

297 

ft     ft 

t  t 

t    • 

ft    ft 

ft    • 

•    ft 

17 

22 

47 

66 

150 

15 

35 

180 

50 

280 

200 

1 

32 

ft     ft 

•  . 

•  a 

•  ■ 

3 

ft  ft 

3 

7 

14 

100 

130 

200 

70 

500 

450 

1 

70 

1 

40 

•  ft 

•  ft 

ft  ft 

6 

4 

3 

10 

24 

12 

13 

148 

•  • 

173 

150 

1 

12 

ft  ft 

ft  • 

ft  ft 

a  • 

ft  ft 

•  • 

2 

1 

2 

5 

10 

50 

54 

291 

80 

475 

450 

•  • 

*  • 

ft   ft 

ft  • 

ft   a 

ft   ft 

a  a 

•  • 

1 

2 

3 

3 

9 

12 

11 

91 

21 

135 

130 

■  • 

•  • 

•  ft 

ft  ft 

• 

•   • 

•   • 

ft  a 

2 

1 

3 

3 

9 

178 

80 

1,412 

4ito 

2,120 

1,900 

1 

75 

•  ft 

ft  ft 

■   • 

a   ft 

ft  ft 

2 

4 

15 

15 

37 

70 

62 

248 

120 

500 

360 

•  • 

•  « 

ft  • 

•  ft 

ft  ft 

a  ft 

a  • 

1 

3 

2 

5 

11 

12 

6 

160 

20 

198 

160 

•  • 

•  • 

•  ft 

ft  • 

•   • 

•  a 

•    • 

a    t 

1 

3 

ft  ft 

4 

8 

101 

57 

164 

90 

412 

390 

4,180 

38,214 

1 

5 

97 

95 

35 

ft  ft 

1 
20 
22 

ft  ■ 

40 
1043 
13:>6 

•    • 

19 
20 

•  ft 

16 
20 

ft     ft 
•    • 

24 
25 

ft     ft 
a  a 

36 
29 

70 
72 

3 

21 

271 

269 

4 

22 

292 

298 

3 

34 

373 

326 

6 

58 

677 

647 

17 

550 

448 
8,487 

2,894 
15,919 

901 

4,793 
45,171 

224 

139 

12.745 
13,170 

8,020 

3,525 

1,778 

8,169 

12,827 

6,718 

40,884 

35,647 

3,-579 

1,706 

•  • 

318 

3,092 

1,302 

•  • 

4,287 

•    ■ 

2,567 

•    • 

2 

•    • 

54 

•  • 
O 

■  ft 

283 

I 

ft     m 

4 

a     ■ 

1 

7 

•  • 

a     a 

2 

2 

a     • 

ft    ft 

6 

47 

ft    ft 

30 

.  * 

\      """^ 

_435 

•  • 

1~7^ 

NORTE  INDIA  CONFERENCE  STATISTICS 

causcB 


Chuboh  Pbopebtt. 

MnnsTEBiAL  Support. 

NAMES  OF 
CIRCUITS. 

1 

o 

M 

B 

0 

• 

Si 

o 
o 

0 

15 
> 

.o 

i 

a 
o 

§ 

■s 

s 

0 

1 

i 
I 

o 

0 

> 

1 

• 

1 

u 

% 

O 

s 

• 

1 

o 

4) 

0 

"5 
> 

"3 

•♦a 
O 

resent  Indebtedness  on  all 
Property. 

resent    Indebtedness     on 
Churches  and  Parsonages. 

aid  for  Building,  Improving 
and  Purchasing  Churches 
and  Parsonages. 

DDortioned  to  be  Raised  by 
i^ative  Church  for  Pastors. 

aised  by  Native  Church  for 
Pastor. 

I        1 

1   i 

U          0) 

&  1 

§  3 

otal  Collected  for  Ministe- 
rial Support 

^ 

"A 

£ 

> 

H 

Hi 

P^ 

- 

< 

tf 

Pm    1(4 

H 

Rs. 

Rs. 

Rs. 

Rs. 

Rs. 

Rs. 

Rs. 

Rs. 

Rs. 

Rs. 

rRfl. 

f  Rs. 

Babeillt 

District. 

Aonla 

1 

500 

4 

900 

50 

1,450 

•  • 

49 

72 

70 

• . 

4 

74 

Barellly 

3 

15,073 

5 

35,000 

103700 

153773 

.  • 

.  . 

496 

313 

186 

4 

503 

BareiUy  Sadar 

Bazar 

1 

400 

1 

300 

1,000 

1,700 

50 

58 

.50 

26 

21 

1 

51 

Bhamora 

1 

1,000 

3 

202 

.  • 

1,202 

83 

83 

638 

48 

41 

a    • 

Vl 

42 

Bilsi 

1 

500 

2 

600 

50 

1,150 

86 

24 

67 

«    • 

3 

70 

Binawar 

2 

230 

3 

451 

•    t 

681 

195 

18 

27 

•    • 

2 

29 

Blsauli 

2 

80 

2 

1,160 

•  • 

1,240 

72 

•    • 

88 

•    f 

2 

90 

Budaon 

2 

19,000 

3 

7,1.50 

1.5,060 

41,210 

372 

240 

78 

136 

5x 

219 

DataganJ 
Faridpur 

1 

100 

3 

200 

50 

350 

24 

72 

3G 

34 

■    • 

1 

36 

I    2 

400 

3 

360 

•  • 

760 

72 

■  • 

27 

•    • 

1 

28 

Jalalabad 

1 

150 

2 

000 

.  . 

750 

75 

• 

39 

•    « 

4 

43 

Rakrala 

1 

120 

4 

500 

40 

660 

.  . 

48 

48 

•    • 

3 

51 

Khera  Bajhera, 

1 

4,000 

2 

3,000 

100 

7,100 

237 

36 

48 

•    • 

Ix 

49 

Miranpur  Katra 

1 

50 

.   2 

200 

t  • 

250 

.  . 

•  • 

30 

t    • 

•   • 

30 

Mohamdi 

•    « 

•    • 

1 

50 

.  . 

50 

82 

■  % 

17 

•   • 

1 

18 

Panahpur 

1 

1,000 

3 

4.50 

.  • 

1.450 

50 

•  • 

35 

a    • 

•    • 

35 

Powayan 

1 

100 

5 

34C 

3 

443 

102 

•  • 

53 

•     • 

2 

.55 

Shah;  abanpur  E 

2 

6,500 

3 

.5,200 

12,000 

23,700 

450 

•  • 

156 

1005 

10 

1,171 

Shah  ahanpurVV 

3 

4,200 

4 

9,000 

27,325 

40,525 

.  . 

168 

83 

79 

8 

170 

Tilhar 

12 

1,500 

3 

1,500 

60 

3,060 

.  . 

60 

60 

•    • 

1 

61 

UJhani 

39 

.  • 

2 
60 

250 
67,413 

•    • 

159438 

250 
28175-1 

83 

31 

48 
1344 

51 
1391 

1430 

1 
.56x 

52 
2,877 

Total 

54,903 

1.57 

2,641 

Garhwal 

District. 

Bainoli 

•  . 

•  . 

•    • 

*  . 

.  . 

.  . 

.  . 

■    • 

.  . 

6 

6 

.  . 

1 

7 

Kainur 

■  . 

•  . 

1 

150 

•  . 

150 

.  . 

«    ■ 

.  . 

22 

•    • 

2 

34 

Lansdowne  and 

Kotdwara 

*  . 

.  . 

2 

2,700 

1,000 

3,700 

.  . 

•    • 

«  . 

15 

13 

•    • 

1 

14 

Paurl  and  Gadoii 

5 

8,550 

« 

10,400 

31,800 

50,750 

.  . 

• 

•    • 

39 

39 

39 

9 

87 

Ramni 

1 

350 

1 

150 

.  . 

500 

.  . 

•    • 

•    ■ 

10 

10 

•    • 

1 

11 

Srinagar 

1 

100 

2 

350 

•  . 

450 

•  . 

•    • 

•    ■ 

9 

9 

,% 

1 

10 

Total    .. 

7 

9,00() 

13 

13,750 

32,800 

55,550 

.  . 

•    • 

«    t 

101 

99 

39 

15 

153 

KuMAON  Dist. 

Bhot 

-3 

2,400 

1 

200 

1,900 

4,500 

*  . 

•    • 

.  . 

13 

•    • 

3 

16 

Dwarahat 

3 

3,(500 

5 

3,300 

2,700 

9,600 

i  . 

130 

.  . 

33 

49 

10 

92 

Haldwani 

1 

1,800 

2 

1,500 

2,200 

.5,500 

•  • 

120 

.  . 

5 

•    • 

•    • 

5 

NainITal,Hlnd. 

1 

5,000 

1 

1,000 

18,000 

24,000 

.  . 

•    • 

240 

120 

80 

9x 

209X 

Naini  Tal,  Eng. 

1 

25,000 

3 

28,000 

184500 

237500 

105000 

•    ■ 

t    • 

•    • 

1510 

. . 

1,510 

WellesIyGirlsSl. 

•    • 

•  • 

•    • 

•    « 

•    • 

•  • 

•    • 

•    • 

•    • 

«    • 

.  . 

. . 

•    ■ 

Pithoragarh 

4 

3,500 

9 

4,860 

22,000 

30,360 

•    • 

•    • 

120 

186 

236 

10 

432 

Total    .  . 

13 

41,300 

31 

38,860 

231300 

311460 

105000 

«    • 

2.50 

360 

357 

1875 

32x 

2,264x 

FOB  THE  TEAR  ENDING  WITH  30TH  NOVEMBER,  1900. 
FINANCES. 


Brnkyolbnt  Collsotions. 


Fob 

»4 

o 

"o 

Mission- 

«M 

o 

ary  So- 

o 

CttTT. 

S 

» 

eS 

• 

5 

^ 

>* 

a 

oS 

>» 

« 

(U 

9 

« 

eS 

>* 

"^ 

OQ 

^ 

•« 

o8  ,; 

z 

o 

S 

a 

§ 

Cl^ 

30 

CO 

a 

0 

dren's 
ducatli 

s 

•*a 
eS 
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nion. 

2 

g® 

.a 

o 

g 

St3 

&, 

HC4 

O 

C^ 

^ 

^ 

OB 


o 

0 
9 

S 

o 

U 


o 

a 
.2 

a 

In 

.a 

-♦a 
O 


o5 

o 

0) 


4» 

d 

'o 

> 

c 

QQ 

■«a 
O 

H 


Otheb  Col- 
lbctions. 


O  a; 

(-1  £1 

&4 


5  09 


M 

o 

a 

9 
U 

s 

a 
o 
O 

® 


Income  eabnbd  in 

SouTHEBN  Asia. 

09 

_^ 

(.-. 

p. 

9 

O 

o 

8 

nstl 
dica 

3Q 

d 

o 

rial  I 
,  Me 

• 
9 

s 

M 

♦* 

A 

-ta  on 

§ 

S  09 

•ts  «■ 

■*a 
O 

s 

"3 

a  05    . 

a 

f  Minis 
llection 

ment  ai 
iuilding 

by  Ind 
18,  Pres 
ice,  etc, 

otal  0 
all  Co 

ovemi 
andE 

uition 
Fees. 

arned 
tution 
Pract 

1 

H 

O 

H 

» 

H 

o 
d 

d 


Od 

B 

eO  d 


Rs. 


5 

50 
3 

2x 
7 
3 

12 

50x 

6 

2 

4x 
3 

6x 
6 
3 

3x 
3 

30 

.51 
4 
4 

268x 


1 
2 

1 

10 
1 
1 


16 


15x 

40 

3 

26x 
69 


80 


234 


Rs. 


■    • 


Ix 
4x 


Ix 


1 

>  ■ 

10 


lOx 


15 


15 


Rs 


1 
11 

X 
X 

Ix 

•  • 

1 

10 
1 
1 
1 
1 
1 


1 
5 

10 

1 


48 


Ix 

1 

llx 

1 

1 

16x 


2x 


25x 
325 


Hx 
3dOx 


Rs. 


X 

Ix 
1 
1 

7x 


1 


1 

9 

3x 


28x 


23 
1 
1 

29 


3 
11 


llx 
25x 


R»[Rs.  Rs 


X 


ix 


6 


6 


19 


x 
1 


2x 
1 
1 


27x 


1 

1 

7x 

1 

1 

llx 


2x 
14 


16x 


1 
55 


Ix 

Ix 

1 

2x 

•  . 


1 

X 

1 

X 


10 
I8x 


X 


95 


.51 X 


51x 


7x 
22 


8x 


llx 


49x 


Rs. 


135 


39x 


Ix 


176x 


Rs.   Rs.  Rs.  Rs. 


8 

270 

4x 

5x 

12x 

5x 

18 

115X 

8 

5 

5x 

7 

llx 

7 

5x 

3x 

6 

65 

83x 

4 

6 


657x 


26 


26 


13 


4724 


79 


4816 


7X 

3 

129x 

4 

4 

149> 


43x 

121 

3 

60x 

5118 


196 


5542 


20 


20 


150 


150 


25 


25 


12x 


12x 


28 


24 


52 


Rs. 


82 

948 

56 

67 

83 

34 

108 

334 

43 

33 

48 

58 

60 

37 

24 

39 

61 

1,236 

254 

65 

58 


3,728 


9 
31x 

1 

227x 
15 
14 


314x 


60 
244 

8 

269 

6,628 


652 


7,861 


Rs.      Rs. 


3,126 


120 


1,869 


•     a 


144 

2,018 
532 


7,809 


1,318 


1,318 


116 

278 

100 

1,032 

2,320 

4,800 

812 


9,458 


594 
54 


3,660 


•  « 
.  » 


1,301 
100 


5,709 


500 


.500 


394 

80 

1,1.53 

16,3.50 

16,800 


34,7771 


Rs.       Rs 


436 
50 


,474 


1,960 


•    * 


3.50 
261 


156 
104 

120 


529 


144 

793 
632 


15,478 


1,818 


1,818 


116 

1,02-2 

180 

3,446 

18.670 

21,600 

812 


611  44,846 


Rs. 


82 
5,104 

160 
67 

203 
34 

108 
5,863 
43 
S3 
48 
.58 
60 
37 
24 

183 

61 

6,029 

886 
65 
58 


19,206 


9 
31  \ 

17 
2,045x 
15 
14 


2,132x 


176 

1,206 

188 

2,715 

25.298 

21,600 

1,464 


52,707 


NORTH  I2WIA  CONFERENCE  STATISTICS 

SCHOOL 


VERNACULAR  SCHOOLS. 

Boys' 

Schools. 

■ 

Girls'  Schools. 

No,  ON  Roll  at 

1 

09 

No.  on  Roll  at 

( 

END  OF  ISAB. 

1 

o 

BND  OF  TKAB. 

T3 

a 

•»9 

NAMES  OF 

CIRCUITS. 

ber  of  Boys' 
hools. 

• 

on 

S 

• 

age  Daily  A 
ce  for  year. 

1 

% 

• 

a 

OQ 

.a 

• 
• 

ago  Daily  A 
ce  for  year. 

P 

CO 

1 

15 

u  a 

s 

00 

1 

a 

5 

o  CS 

0 

,d 

O 

o 

>- 

53 

'A        3 

O 

> 

7^ 

o 

^ 

e* 

< 

;z; 

S   1  ^ 

•  H 

< 

MOBADABAD  DiSTBIOT. 

' 

Bijnor 

9 

155 

46 

200 

170 

7 

118 

12 

130 

115 

Chaudausi 

10 

60 

81 

141 

127 

6 

8 

32 

40 

31 

Dhampur 

5 

39 

6 

44 

36 

3 

19 

3 

22 

18 

Kanth 

4 

35 

11 

46 

20 

2 

18 

5 

23 

13 

KirathpHr 

4 

53 

36 

88 

65 

2 

11 

12 

23 

19 

Kundarlci 

6 

76 

42 

118 

94 

4 

50 

39 

89 

69 

Mandawar 

6 

»3 

26 

79 

62 

3 

18 

17 

35 

25 

Moradabad 

12 

114 

77 

191 

174 

25 

57 

309 

366 

280 

Nagioa 
Najibabad 

5 

49 

34 

73 

71 

2 

22 

12 

34 

31 

5 

40 

24 

64 

41 

2 

27 

•    • 

27 

16 

Nurpur 

3 

30 

30 

28 

2 

20 

•    • 

20 

19 

Seohara 

5 

36 

4 

40 

35 

3 

11 

5 

16 

13 

Sherkot                      -  -    . . 

5 

28 

-5 

33 

27 

•    • 

•    • 

•    • 

•  • 

«    • 

Thakurdwara 

5 

42 

56 

98 

70 
1,030 

4 

22 

26 

48 

35 

Total 

84 

810 

445 

1,255 

65 

401 

472 

873 

683 

PiLIBHIT  DiBTBIGT. 

- 

• 

Baheri 

6 

66 

10 

76 

70 

1 

13 

10 

23 

18 

Btsalpur 

7 

80 

•    t 

80 

63 

1 

7 

4 

11 

8 

FathganJ 

5 

64 

31 

95 

80 

3 

22 

30 

52 

35 

Jahanabad 

4 

55 

.  . 

55 

30 

1 

5 

2 

7 

5 

Milak 

2 

29 

.  . 

29 

25 

1 

7 

ft    « 

7 

5 

Mirganj 

3 

49 

*  . 

49 

36 

.  • 

•  • 

■    • 

■    • 

•    • 
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^tttcets  of  tbe  (Tontetence* 


•  •  •  • 

•  •  •  ■ 


President, 
Secretary^ 
AaMlant  Secretary, 
Vernacular  Secretary, 
Statistical  Secretary, 
Conference  Treasurer, 
Corresponding  Secretary, 
Treasurer  for  Board, 


BISHOP  P.  W.  WARNS. 

B.  T.  BADLEY. 

P.  S.  HYDE. 

D.  A  CHOWFIN. 

N.  L.  ROCKEY. 

J.  N.   WEST. 

J.  C.  BUTCRER. 

D.  L.  THOBURN. 


Finance  Committee. 

Bishop  P.  W.  Warne,  Freside/nt ;  J.  C.  Butcher,  Secretary ;  D. 
L.  Thoburn,  Treasurer ;  L.  A.  Ck^SK.,  B.  J.  Adams,  F.  L.  Ne£LJ>,  H. 
A.  Cutting,  W.  a.  mansell,  J.  H.  Messmore,  8.  Tupper,  W. 
Peters,  J.  W.  Robinson,  ExOfficio  ;  T.  J.  Scott,  8.  S.  Dease.,  S. 
Knowlbs,  J.  Jacob,  H.  L.  Mukerji,  W.  R  Bowen.  Altertiutes,  J. 
N.  West,  N.  L.  Rogkey,  Ganqa  Nath,  S.  B.  Finch. 

Auditing  Committee. 

J.  N.  West,  J.  Blackstock,  6.  C.  Hewes,  H.  L.  Mukerji, 
U.  I.  Faucett,  Mrs.  Rockey,  Miss  Scott,  Ganqa  Nath,  W.  B. 
Empey. 

Board  of  Education. 

J.  H.  Messmore,  H.  L.  Mukerji,  L.  a.  Core,  W.  Peters,  W.  a. 
Mansell,  Miss  A.  Means,  Miss  Sellars,  Mrs.  Rockey,  Miss 
Nichols 

Board  of  Examiners. 

T.  J.  Scott,  Ohairman;  N.  L.  Rockey,  Begistrar ;  8.  Knowles, 
J.  C-  Butcher,  D.  L.  Thoburn,  S.  s.  De\se,  W.  R.  Bowen,  H.  L. 
Mukerji,  D.  A.  Chowfin,  Jawala  Singh,  a.  G.  Mcarthur. 

Standing  Committees. 

5rcUtettca.— N.  L.  Rockey,  S.   B.  Finch,  G.  C.   Hewes,  G.  D. 

Presgrave. 

State  of  Church.^B.  8.  Dease,  M.   Stephen,  D.  M.   Butler,  J. 

F.  Samuel,  H.  K.  List. 

Sunday  Schools. ^G.C,  Bbwes,    S.  Knowles,  Ganga  Nath,  J. 

Jacob,  Nizam  ali. 

2'emperance  —J.  C  Butcher,  J.  N,  West,  W.  R.  Bowen,  H.  B. 

Mitchell, 

Fvbliehing  Minutes,—  Secretaries,  and  Agent  of  the  Metho- 
dist Publishing  House,  Lucknow. 

Public  Tfors^tp.- Presiding  Elder  and  Preacher  in  Charge, 

LUGKNOW. 


^^^  fcA^h    2^  MAR    1«06 
OBEW  TH£OL   SEM 


4  CONF£RBNCE  OFFICERS. 

Committee  on  Conference  Relations. 
T.  Jt  8G0TT,  J.  Blackstock,' H.  K.  List,  S.  B.  Finch. 

Bpworth  League — Board  of  Control. 

N.  L.  RoGKEY,  Miss  Sheldon,  D.  L.  Thobxtbn,  Miss  Sellabs, 
B.  T.  Badlby. 

•  •      • 

«  t  • 

Conference  Board  of  Stewards. 
J.  H.  Messmobe,  a.  G.  McAbthur,  W.  R.  Bowen. 

Deaconess  Work — Conference  Deaconess  Board. 

J.  C.  Butcher,  Presideiit;  Mrs.  Parker,  ISecretarj^;  8.  Tuppeb, 
M.  Stephen,  J.  W.  Robinson,  W.  R.  Bowen,  Mrs.  Neeld,  Mrs. 
Knowum,  Miss  Sullivan,  Mrs.  Thoburn. 

Triers  of  Appeals. 

J,  H.  Messmore,  J.  Blackstook,  W.  R.  Bowen,  N«  L.  Rcckey, 
G.  H.  Frey,  M.  Stephen,  S.  S.  Dbase,  Chhote  Lal,  G.  C.  Hewes. 

Sunday  School  Union.- 
W,  B.  Empey,  President ;  R.  I.  Faucbtt,  Secretary  and  Treasurer, 

Conference  Historical  Society. 
N.  L.  Rcckey,  President ;  G.  C.  Hewes,  Secretary. 

Conference  Literary  Society. 

W.  B.  Empey,  President ;  Miss  Kyle,  Vice-President ;  N-  L. 
RocKEY,  Secretary. 

Trustees  of  the  Theological  Seminary. 

T.  L.  Ingram,  Esq.,  A.  G.  McArthdr,  S.  S,  Dease, 
J902;L.  A.  Core,  C.  L.  Bark,  Mr.  George  Luke,  1903;  N.  L. 
KocKEY,  F.  L.  Neeld,  T.  T.  Bond,  Esq  ,  1904 ;  P.  M.  Buck,  J.  B. 
Thomas,  J.  Little,  North- West  India  Conference;  T.  8.  Johnson. 
Bombay  Conference ;  EI.  Jacksont,  Bengal-Burma  Conference ; 
Bishops  J.  M.  Thoburn,  F.  W.  Warnb,  Ex-Officio;  T.  J.  Scott,  J2f»- 
Officio  Secretary. 


CONFERENCE  OFFICERS.  5 

Trustees  of  Reid  Christian  College. 

W,  E.  Crattshaw,  Esq,,  T.  J,  Scott,  D.  M.  Butler,  1003;  J.  W. 
Robinson,  J.  C,  Butcher,  L.  a,  Core,  1904 ;  R.  Hoskins,  P.  M. 
Buck,  F,  L.  Neeld,  1905;  Bishop  J.  M  Thoburn,  Bishop  F.  W. 
Warns,  Ex-Offido ;  C,  L,  Bare,  Ex-Offido  Secretary. 

Committee  on  Management  of  Naini  Tal  Schools. 

Bishop  F,  W.  Warne,  S.  Knowles.  J.  H.  Messmorb,  N,  L. 
RocKEY,  F.  L.  Neeld,  R,  I,  Faucett,  S.  S.  Dease,  T.  J.  Scott,  J. 
Anderson,  Esq,,  G,  W.  Greoson,  Esq.,  J.  C,  Butcher,  Mrs. 
Butcher,  Miss  Easton,  Miss  Sellars. 

Executive  Committee  of  Oak  Openings  High  School. 

Bishop  F.  W.  Warhe,  F.  L.  Neeld,  8.  ECnowles,  J.  H.  Mess- 
more,  K.  I,  Faucett.  J.  Anderson,  Esq.,  G.  W.  Grbqson,  Esq., 
J,  C.  Butcher. 

To  Preach  the  Annual  Conference  and]Missionary 

Sermon. 

D.  L.  Thoburn  ;  Alternate^  Niz^m  All 

Visitors  to  Theological  Seminary. 

J.  Blackstock,  W.  Peters. 

Trustees  of  Muttra  Mission  Training  School. 

Miss  Nichols. 

Licensed  Deaconesses. 

Miss  Hoge,  Miss  Scott,  Miss  Hardie,  Miss  Sheldon,  Miss 
Budden,  Miss  Mary  Means,  Miss  Trbsham,  Miss  Browne,  Miss 
Sullivan,  Miss  Ingram,  Miss  a.  Means,  Miss  Huddick. 

il««octat6<.— Mrs.  Tucker,  Mrs.  Caroline  Richards. 

Probationers,— iAis&  Hayes,  Miss  Lawrence. 

Examining  Oommittee.—Mi&s  Sullivan,  Miss  A*  Means,  Mbs. 
Thoburn. 


(Conference  'Roll- 


CLASS  A. ^Elders  in  full  connection  who  have  com- 
pleted the  course  of  study. 


Adams,  Horace  J. 
Bahadur  Singh 
Baldeo  Pershad 
Bans!  Dhar 
Bare,  C.  L. 
6  as  ant  Ram 
Bihari  Lai  L 
BihaH  Lai  IL 
Bhikkl  Lai 
Blackstock,  J. 
Bowen,  W.  K. 
Butcher,  J.  C. 
Butler,  David  M. 
Chhote  Lai 
Cbowfin,  David  A. 
Cocker,  Benj.  F. 
Core,  Lewis  A. 
Craven,  Thomas 
Cutting,  Biram  A. 
Dease,  Stephen  S. 
Dysell,  Joseph 
Falls,  Seneca 
Fazl  Masih 
Finch.  Superian  B. 
Franklin,  R.  S. 
Frey,  Geo.  H. 
Gang  a  Nath 
Gill,  Joseph  H. 
Greenwold,  F.  W, 
Hancock,  C. 
Hewes,  G.  C. 
Humphrey,  J.  L. 
Jacob,  Joseph 
Jawala  Singh 
Jhukkan  Lai 
Jordan,  James 
Kanhai  Singh 
Kidder,  D.  P. 
Knowles,  Samuel 
Lawrence,  Shadulla 


1874  List,  Henry  K. 

1896  Mohammed  Hasan  Jan 

1893  Manseil,  Sabine 

1895  Manseil,  W.  A. 

1880  McArthur,  A.  G. 

1894  Mazhar-ul-Haqq 

1892  Messmore,  J.  H. 
1889  Mukerii,  H.  L. 
1894  Mitchell,  H.  B. 

1875  Neeld,  F.  L. 
18.82  Nizam  Ali 

1885  Patras,  Benjamin 

1893  Paul,  Chiddu  S. 

1894  Peters,  William 

1892  Phillip,  B   S. 

1884  Phillip,  Samuel 
1889  Prabbhu  Dayal 

1870  Prem  Singh 

1874  Presgrave,  Grafton  D. 

1881  Robinson,  John  W. 

1896  Rockey,  Noble  L. 

1886  Samuel,  John  F. 

1893  Samuel,  Joshua  S. 

1894  Scott,  Thomas  J. 

1893  Scott,  Warren  M. 
1889  Shipley,  Charles 
1896  Smart,  Joseph  H. 

1871  Speake,  William  T. 
1879  Stephen,  Matthew 

1886  Solomon,  Abraham 
1891  Solomon,  Joshua 

1857  Thoburn,  David  L. 
1896  Thompkinson,  James 

1894  Tupper,  Samuel 

1898  Wahid-ud-Din,  Joseph 

1893  Waugh,  James  W. 

1887  West,  John  N. 

1885  Wheeler,  Samuel 

1858  Wilson,  Harkna 
1893  Yaqub  Shah 


CLASS  B.~-Member8  in  full  connection  in  the  atodies 

of  the  fourth  year. 
Chi  Ids,  Nathaniel  R.         ...         Deacon 
Lazar  Shah 
Walter,  John  H. 


••I 


II 
II 


CLASS  C— Members  in  full  connection  in  studies 

of  the  third  year. 
Bulaqi  Singh  Deacon 

Empey,  Walter  B.  Elder 

Faucett,  Robert  I.  ,, 


••• 


1889 
1805 
1892 
1889 
1893 
1893 
1861 
1886 
1886 
1881 
1896 
1887 
1889 
1879 
1893 
1891 
1897 
1898 
1894 
1892 
1884 
1893 
1896 
1863 
1868 
1885 
1897 
1890 

1802 
1879 
1896 
1894 
1898 
1880 
1894 
1859 
1893 
1889 
1887 
1882 


1897 
1898 
1897 


1898 
1900 
1900 


CONFERENCE  ROLL. 


CLASS  D.  ^Preachers  on  trial. 


Yaqub  All 
Kay  Silas 
Brenton  T.  Badley 
Arthur  S.  Wesley 
Yaqub  Slneh 
Preston  S.  Uyde 
Mlsrl  Charan 
Prem  Maslh 


Deacon       II  Year 


1) 

»♦       >» 

n        i» 

Deacon 
Elder 

I  Year 

>)      11 

M           M 

SUMMARY. 

1809 
1809 
1901 
1901 
1900 
1902 
1902 
1902 


Adlflslonaries  \n  full  connection 
Hindustani  members  In  full  connection 


Missionaries  on  trial 
Hindustani  preachers  on  trial 


Total 


Grand  Total 


MISSIONARIES  PRESENT- CO NPERBNCB  190a. 


Bishop  Frank  W.  Warne, 

Badley,  B.  T. 
Bare,  C.  L.*  ' 

Blaokstock,  J.* 
Brouse,  Miss. 
Browne,  Miss. 
Budden,  Miss. 
Butcher,  J.  C* 
Core,  L.  A.* 
Curts,  Miss. 
Dease,  8.  8.* 
Eropey,  W.  B.* 
English,  Miss. 
Faucett,  K.  I. 
Files,  Miss. 
Gill,  J.  H.* 
Hardle,  Miss. 
Hewes,  G.  C* 
Hoge,  Miss. 
Byde,  P.  8. 
Ingram,  Miss. 
Knowles,  B.* 
Kyle,  Miss. 
Lewis,  Miss. 


..  21 

..  65 

...  86 

...  2 

..*  II 

•  ••  lf*9 


D.  D.,  Presiding, 

Loper,  Miss. 
Mansell,  W.  A.» 
Means,  Miss  M. 
Means,  Miss  A. 
Messmore,  J,  H.* 
Neeld,  F.  L.* 
Nichols,  Miss. 
Organ,        ,, 
Parker,  Mrs. 
Robinson.  J.  W.» 
Rockey,  N.  L.* 
Kuddick,  Miss. 
Schulthels,  J.  M. 
Scott,  T.  J.* 
Scott,  W.  W. 
Scott,  Miss  F. 
Sellars,  Miss. 
Sheldon    ,, 
Singh,        ,, 
Stearns,     n 
Thoburn,  D.  L. 
West,  J.  N. 
Wilson,  Mrs. 


LIST  OF  VISITORS. 

Buck,  P.  M.,  North' West  India  Conference, 
Clancy,  R,       „        ,,        ,,  ,, 

Lyons,  J»,         ,>       n        ?»  »t 

Gregson,*G.  W.,  Ksq.,  Moradahad, 
Ingram,*  T.  L.,  Esq.,  Muttra, 
*  And  wife. 


Conference  Hppointments. 

BAREILLY-KUMAON   DISTRICT. 

F.  L.  Neeld,  P.  E.  (P.  O.  Shahjahanpur.) 
Shahjabanpur,  East,  John  Blackstock,  Prabhu  Dayal,  Prem  Singh. 

,,         West,  G.  D.  Presgrave, 
Panahpur,  John  Blackstock,  Joseph  Dysell. 
Mahamdi,  Prabhu  Dayal. 
Jalalabad,  Misrl  Charan. 
Tilhar,  U.K.  List. 
Miranpur  Katra,  B.  F.  Cocker. 
Khera  Bajhera,  Kanbai  Singh. 
Faridpur,  C.  8.  Paul. 
Bareilly,  S.  S.  Oease. 

,,  Hindustani  Church,  W.  R.  Bowen. 

,,  Sadar  Bazar,  Joseph  Wahid-ud-Dln. 

,,         Theological  Seminary,  T.  J.  Scott,  Principal ;  S   S.  Dease, 
}^ce' Principal ;  H.L  Mukerji,  Professor ;  Jawala  Singh, 
Teacher. 
Nalnl  Tat,  Circuit,  Samuel  Knowles,  Shadulla  Lawrence. 

,,  Hindustani  Church,  Shadulla  La?rrence. 

,,  English  Church,  R.  I.  Faucett. 

,,  Boys'  High  School,  J.  C.  Butcher. 

Pithoragarh,  Benjamin  Patras. 
D  war  ah  at,  to  be  supplied. 
Bhot,  supplied  by  Walter  Pamuchai. 
Medical  Evangelist,  Harkua  Wilson. 
Supernumerary,  J.  W.  Waugh,  J.  L.  Humphrey. 

BIJNOUR  DISTRICT, 

W.  A.  Mansell,  P.  E.  (P.  O.  Bijnour.) 
Basta,  H.  B.  Mcithell. 
Bijnour,  W.  A.  Mansell,  Warren  Scott. 
T)hampur,  Fazl  Masih. 
Kiratpur,  Bansi  Dh^r. 
Mandawar,  supplied  by  Peter  Merrill. 
Naglna,  Charles  Shipley. 
Naflbabad,  supplied  by  Benjamin  McGregor. 
Nurpur,  supplied  by  Gulab  Singh. 
Seohara,  supplied  by  Jhabbu  Lall. 
Transferred  to  North- West  India  Conference,  Karim  Maslh. 

GARHWAL  DISTRICT. 

J.  H.  Messmore,  P.  E.  (P.  O.  Paurl,  Garhwal.) 
Kainur  and  Bundighar,  D.  *A.  Chowfin,  one  to  be  supplied. 
Lansdowne  and  Kotdwara,  supplied  by  Ghungar  Money. 
Pauri  and  Gadoli,  J.  H   Messmore,  F.  W.   Greenwold;  one  to  be  Bnp' 

piled. 
Ramni  and  Lobna.  Sabine  Mansell. 
Srlnagar,  suppliea  by  Edward  Thompson. 

Mission  Hospital  and  Dispensary,  supplied  by  Edward  Thompson. 
Supernumerary,  J.  H.  Gill. 


GONFEB£NC£  APPOlNTMENl'S. 

GONDA  DISTRICT.  . 

William  Peters,  P.  E.  (P.  O.  Bahraich. ) 

Bahraich,  Wm.  Peters.  A.  8.  Wesley. 
Bulrampur,  Bihar!  Lai. 
BhiDga,  J.  F.  Samuel. 
Gonda,  S.  B.  Finch. 
Kaisarganj,  BaldeolParshad. 
Earnalganj,  Samuel  Wheeler. 
Mankapur,  J. 'S.  Samuel, 
l^anpara,  supplied  by  L.  J.  McGee. 
NawabgaDj,  Crawford  Hancock. 
Supernumerary,  Thomas  Craven. 

HARDOI  DISTRICT. 

Samuel Tupper,  P.  E.  (P.O.  Hardoi.) 

Bilgram,  Jukkhan  Lai. 
Hardoi,  Samuel  Tupper. 
Palawan,  supplied  by  Barun  Andrew. 
Pihani,  supplied  by  Sadal  Masih. 
Safipur  ,,  John  Higginbotham. 

Sandi  , ,  Robert  Turner. 

Sandila,         ,,  Baldeo  Parshad. 

Shahabad,  Yaqub  Shah. 
Unao,  A.  G.  McArthur, 

MORADABAD  DISTRICT. 

L.  A.  Core,  P.  E.  (P.  O.  Moradabad.) 

Aonla,  Basant  Ram. 

Bhamora,  Nizam  Ali. 

Bilsi,  W.  T.  Speake. 

Blnawar,  supplied  by  Govind  Kam. 

Bisauli,  Bahadur  Singh. 

Budaon,  Geo.  C  Hewes. 

Chandausi,  Matthew  Stephen. 

Dataganj,  Bihari  Lai  II. 

Kakrala,  Joshua  Solomon. 

Kanth,  James  Jordan. 

Kundarki,  Lazar  Shah. 

Moradabad,  W.  B.  Empev,  Mazhar-ul-Haqq. 

,,  High  School,  W.  B.  Empey. 

Thakurdwara,  supplied  by  G.  Mohan  Singh. 
Ujhani,  supplied  by  B.  S.  Budden. 

OUDH  DISTRICT. 

J.  W.  Robinson,  P.  E.  (P.  O.  Lucknow.) 

Barabanki,  Yaqub  Ali,  Prem  Masih. 
Lakhimpur,  N.  R.  Childs. 
Lucknow,  Circuit,  D.  L  Thoburn. 

„        Hindustani  Church,  Ganga  Nath. 

,,        English  Church,  P.  S.  Hyde. 

,,        Held  Christian  College,  J.  N.   West,    B.  T,  Badley,   Samuel 

Phillip,  C.  L.  Bare. 
,,        Methodist   Publishing   House,  D.  L.   Thoburn,  J.  M.  Schul- 
theis,  lay  missioiiary. 
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Malihabad.  Yaqub  Sinfi:b. 
Rae  Bareilly,  G.  H.  Frey. 


Sidhanli,  J.  H.  Smart. 
Bitapur,  Circuit,  ChhoteLall. 

,,        Boarding  School,  N.  L.  Rockey,  Kay  Silas. 

,,        Englieli  Cliurcb,  to  be  supplied. 
Tikaiatnagar,  supplied  by  Mangal  Singh. 
Editor,  **  Kaukab-i-Hind,"  to  be  supplied. 
Secretary,  Bishop  Thoburn  Special  Fund,  N.  L.  Rockey. 

PILIBHIT  DISTRICT. 

H.  A.  Cutting,  P.  E.  (P.  O.  Fatehganj  West. 

Bhojipura,  James  Thompkinson. 
Biealpur,  supplied  by  Moti  Lai. 
Fatehganj  West,  H.  A,  Cutting, 
Mirganj,  GirdhariLal. 
Nawabganj,  John  Walter. 
Pilibhit,  D,  P.  Kidder. 
Puranpur,  supplied  by  Jhabbu  Lai. 
Rampur  ,,  Ase  Ram. 

Shahi  ,,  Kaliyan  Singh. 

Sirauli,  Bhikki  Lai. 
Superannuate,  A.  Solomon. 

8AMBHAL  DISTRICT. 

H.  J.  Adams,  P.  £.  (P.  O.  Sambhal.) 
Amroha,  D.  M.  Butler. 
Babukhera,  Bulaqi  Singh. 
Bhajoi,  supplied  by  C  S.  Hunter. 
Dhanaura,  Mohammed  Hasan  Jan. 
Ounnaur.  Seneca  Falls. 
Hasanpuri  B.  S.  Phillip. 
Narainyai  supplied  by  Buddha  Milton. 
Rajpuar  n        ^-  S-  Morris. 

Rasulpur  ,,        Manphul  Sinfirh. 

Sambhal,  H.  J.  Adams,  R.  S.  Franklin. 
Shahpur, supplied  by  Mauladad  Khan. 
Sharif  pur,        ,,  Nirmal  Singh. 


WOMAN'S  CONFERENCE. 

BAREILLY  DISTRICT. 

Bareilly,  Girls'  Orphanage,  Miss  English. 

,1       Citv  Work,  Mrs.  Wilson,  Mrs.  'i*ucker. 

,,        Medical  Work,  Miss  Lewis,  M.  D. 

,,        Woman's  School,  Mrs.  Scott,  Mrs.  Mukerjl. 

,,        Kindergarten  and  Woman's  Medical  Class,  Mrs.  Dease,  M.  D. 
Shahjahanpur,  Girls'  Boarding  School,  Miss  Organ. 

,,  City  Work,  Mrs.  Blackstock. 

Evangelistic  Work  in  Bareilly  and  Pilibhit  Districts,  Mrs,  Wilson. 
Bhot,  Miss  Sheldon,  Miss  Browne. 
Chandag.  Miss  Reed. 

Dwarahat,  to  be  supplied  by  the  Misses  Seymour. 
Pithor&garh,  Miss  Sullivan. 
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Naini  Tal,  HindustaDi  Work,  Mrs.  Neeld, 

,,  Tarai  and  Bhabar,  Mrs.  Knowles. 

,,  Boys*  Hi^h  School,  Mrs.  Butcher,  MissPritchard. 

„  Eo^llsh  Work,  to  be  supplied. 

„  Wellesley    Girls'    High    School,   Miss    Easton, 

Principal ;  Miss  Sellars. 
District  Work,  Mrs   Neeld. 

On  leave  to  America,  Miss  Bryan,  Miss  Wilson,  Miss  Budden. 
Transferred  to  Bombay  Conference,  Miss  Files. 

BIJNOUR  DISTRICT. 
District  Work  and  School,  Mrs.  Mansell. 

GARIIWAL  DISTRICT. 

Pauri,  Girls' Orphanage  and  Boarding  School.  Miss  Kyle. 

,,    Village  Schools  and  District  Work,  Mrs.  Messmore. 
Editor,  BaJUji'i'Niawan,  Mrs.  Messmore, 

GONDA  DISTRICT. 

Bahraich  and  District  Work,  Mrs.  Raymon. 
Gonda,  Girls'  Boarding  School,  Miss  Scott. 

,,      City  and  Village  Work,  Miss  Kuddick. 
Evangelistic  Work,  Miss  Scott. 
On  leave  to  America,  Miss  Hoge. 

HARDOI  DISTRICT. 

District  and.  School  Work,  Mrs.  Tupper. 
Evangelistic  Work,  Mrs.  Parker. 

MORADABAD  DISTRICT. 

Moradabad,  City  and  Circuit  Work,  Mrs.  Parker,  Mrs.  Empey. 

,,  Girls'  High  School,  Miss  A.  Means. 

Budaon,  City,  Village  and  Zanana  Work,  Mrs.  Hewes. 

,,       Girls'  Boarding  School,  Miss  Curts. 
District  Work,  Mrs.  Core. 
On  leave  to  America,  Miss  M.  Means. 

OUDH  DISTRICT, 

Lucknow,  Isabella  Thoburn  Woman's  College,  Miss  Nichols  Principal; 

Miss   Singh,  Miss  Stearns,  Miss  Brouse. 
,,       Deaconess'  Home,  Miss  Hardie,  Miss  Ingram. 
,,       English  Work,  to  be  supplied. 

Circuit  Work  and  City  Schools,  Mrs.  Thoburn. 

Zanana  Work  and  Home  for  Homeless  Women,  Miss  Hardie, 

Miss  Ingram.  ^^ 

Reid  Christian  College  and  High  School  Work,  Mrs.  West.  • 
Sitapur,  Girls'  Boarding  School,  Miss  Loper. 
,,       City  and  Zanana  Work,  Mrs.  Hockey. 
District  Work,  Mrs.  Robinson. 
On  leave  to  America,  Miss  Newton,  Miss  C.  Easton. 

PILIBHIT  DISTRICT. 
District  Work,  Mrs.  Cutting. 

SAMBHAL  DISTRICT^ 
District  Work,  Mrs.  Adams. 


2)t8cipUnari^  (Sluestions. 

X.    Who  have  been  Received  by  Transfer,  and  firom  what  ConftreocM  ! 
None. 

2.  Who  have  been  Readmitted  ? 

None. 

3.  Who  have  been  Received  on  Credentials,  and  from  what  Chorehaa? 

None. 

4.  Who  have  been  Received  on  Trial  ? 

(a)    In  Studies  of  First  Year. 

Preston  8   Ili^de,  Misri  Charan^  Prem  Masih, 

(ft)    In  studies  of  Third  Year. 

None. 

5.  Who  have  been  Continued  on  Trial  ? 

(a)    In  Studies  of  First  Year. 

Taqiib  Singh. 

{b)    Id  Studies  of  Second  Year. 

Brmton  T.  Badley^  Arthur  8.  Wesley ,  Taqub  Ali.  Kay  8%la$. 

(e)    In  Studies  of  Third  Year. 

Bulaqi  Singh,  Walter  B,  Empey,  Bobert  L  FawttU* 

(d)    In  Studies  of  Fourth  Year. 

John  H,  Walter^  NaJthanM  B.  Childs,  LazarShaiu 

6.  Who  have  been  Discontinued  t 

None. 

7.  Who  have  been  Admitted  into  Pull  Membership  ? 

(a)    Elected  and  Ordained  Deacons  this  year. 

None. 

(6)    Elected  and  Ordained  Deacons  previously. 

Bobert  L  Faucett^  Walter  B.  JEmpey. 

8.  What  Members  are  in  Studies  of  Third  Year  ? 

(a)    Admitted  into  Pull  Membership  this  year. 

Walter  B.  JSmvey,  Bobeit  L  Faucett* 
ib)    Admitted  into  Full  Membership  previously. 

Bulaqi  Singh. 

g.    What  Members  are  in  Studies  of  Fourth  Year  ? 

John  H.  Walter,  Nathaniel  B.  ChildSj  Laxar  Shah. 

so.    What  Members  have  Completed  the  Conference  Course  of  Study  I 

(a)    Elected  and  Ordained  Elders  this  year. 

James  Thompkinson,  E^em  Singh,  Jhukhan  Lai. 

(ft)    Elected  and  Ordained  Elders  previously. 

Ganga  Nath. 
11.    What  others  have  been  Elected  and  Ordained  Deacons  ? 

(a)    As  Local  Preachers. 

Baldeo  Das,  Dhappan  Wilson,  Ldlji  MaL  Bobert  WhiU^  Bohal 
Singh,  Kallu  Porter,  Peter  S,  Moms,  Sohan  2joU. 

(p)    Under  Missionary  Rule. 

Preston  S.  Hyde, 

*  Has  completed  tbe  Englisb  Course  of  studies, 
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IS.    What  othexB  have  been  Elected  and  Or^ned  Bldera  ? 
(a)    Am  Local  Deacons. 

Kaliuan  Singk^  Charles  Khiyali. 

(5)    Undtr  llisiioaary  Rule. 

Preston  8,  Hyde. 

If.    Was  the  Chamcter  of  each  Preacher  examined  ? 

This  was  strictly  done  as  the  name  of  each   preacher   was 
called  in  open  Conference, 

14.  Who  have  been  Transferred,  and  to  what  Conferences  ? 

None. 

15.  Who  have  Died  ? 

None. 

to.    Who  kave  been  Located  at  their  own  Request  ? 
None. 

17.    Who  have  been  Located  ? 
None, 

X8.    Who  have  Withdrawn  ? 
None, 

I9.    Who  have  been  permitted  to  Withdraw  undtr  Charges  or  Complaints  ? 
None. 

aOf    Who  have  been  Expelled  ? 
None.  * 

al.    What  other  personal  Notation  should  be  made  ? 
None. 

as.    Who  are  the  Supernumerary  Preachers  ? 

J.  W.   Waugb,  Thoaias  Craveo,  J.  L.  Humphrey,  J.  H.  Gill. 

23.    Who  are  the  Superannuated  Preachers  ? 
Abraham  Solomon. 

14.    Who  are  the  Triers  of  Appeals  ? 

J.  U.  Messmore,  John  Blackstock,  W.  R.  Bowen,  N.  L. 
Rockey,  G.  H.  Frey,  Matthew  Stephen,  S.  S.  Dease, 
Chhote  Lai,  G.  C.  Hewes. 

as*    What  is  the  Sutistical  Report  for  this  year  ? 
See  Statistics. 

a6.    What  is  the  Aggregate  of  the  Bensvolent  Collections  ordered  by   the 

General  Conference,  as  reported  by  the  Conference  Treasurer  ? 
Rs.  2,181-71. 

a7.    What  are  the  Claims  on  the  Conference  Fund  ? 
Rs.  1,116. 

a&    What  has  been  Received  on  these  Claims,    and  how  has  it  been  Ap- 
plied ? 
Full  amount  was  received  and  applied. 
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at .    When  an  the  Preacheis  Stationed  ? 
Set  Appointments. 

30.    Where  shall  the  Next  Conference  be  held  ? 
Lucknow. 

Var^.— Names  of  Conference  undergradvales  are  printed  in  ttaU'et. 


Conference  Journal. 


FIRST  DAY. 

MORADABAD,  January  dth^  1902. 
Opening  Bzeicises. 

The  North  India  Conference  met  for  its  thirty-eighth  annual  session 
in  the  Girls*  School  Chapel,  Moradabad,  on  Thursday,  January  9th, 
1902,  at  11  A.  M.,  with  Bishop  F.  W.  Warne,  D.  D.,  in  the  chair.  The 
session  was  opened  by  singing  **  JaiPrabhu  Yisu.  "  The  Scripture 
lesson  was  read  by  Dr.  T.  J.  Scott.  Prayers  were  offered  in  Hindustani 
and  English  by  Wm.  Peters  and  S.  Knowles,  followed  by  **  Nearer  My 
God  to  Thee,  "sung  in  the  two  languages. 

RoUCan. 

The  Secretary  of  the  last  conference  called  the  roll,  to  which  sixty- 
eight  members  responded. 

Blcetions  :  Secretaries  and  Treasurers. 

On  motion  of  J.  C.  Butcher,  B.  T.  Badley  was  elected  Secretary,  and 
on  his  nomination  P.  S.  Hyde  was  elected  Assistant  Secretary,  and 
D.  A.  Chowfin  Vernacular  Secretary.  On  motion  of  0.  L.  Bare,  J.  C. 
Butcher  was  elected  Corresponding  Secretary,  N.  L.  Rockey  Statistical 
Secretary,  and  O.  L.  Thoburn  Misson  Treasurer.  On  motion  of  J.  W. 
Robinson,  J.  N.  West  was  elected  Conference  Treasurer. 

Introductions. 

P.  S.  Hyde  and  Miss  Ruddick  were  introduced  to  the  Conference. 
P.  M.  Buck  and  Rockwell  Clancy  of  the  North- West  India  Conference 
were  introduced,  and  on  motion  of  J.  C.  Butcher,  they  were  given  the 
privileges  of  the  floor. 

Conference  Treasurer's  Report. 

J.  N.  West  gave  the  Conference  Treasurer's  Report  for  1900-1901, 
which  was  accepted. 
Conference  Hours  of  Ses^on. 

On  motion  of  L.  A.  Core,  the  hours  of  session  were  fixed  from  11 
A.  M«  to  3  p.  M. 

Correspondence  :  Corresponding  Secretary. 

C.  L.  Bare  gave  notice  that  the  official  correspondence  of  the  year 
was  on  the  table. 

Conference  Board  of  Stewards. 

On  motion  of  T.  J.  Scott,  the  name  of  A.  G.  Mc Arthur  was 
substituted  for  that  of  H.  L.  Mukerji  on  the  Conference  Board  of 
Steward!. 
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Committee  on  Memoirs. 

On  motion  of  L.  A.  Core,  the  following  were  appointed  as  a  Com- 
mittee on  Memoirs:  T.  J.  Scott,  J.  H.  Gill,  S.  S  Dease,  H.  A.  Cutting, 
Wm.  Peters  and  J  Jaoob. 

Thirteentli  Question  :  Bareilly-Kumaon  District. 

Tlie  Thirteenth  Question  was  taken  up.  The  name  of  F.  L.  Neeld 
was  called,  his  character  passed,  and  he  read  the  report  of  the  Bareilly* 
Kumaon  District.  The  names  of  the  following  were  called,  and  their 
characters  passed:  J.  Blackstock,  W.  S.  Phillip,  Joseph  Dysell,  B.  K, 
List,  B.  F.  Cocker,  Kanhai  Singh,  C  S.  Paul,  S.  S.  Dease,  W.  R. 
Bowen,  Joseph  Wahid-ud-Oin,  T.  J.  Scott,  [H.  L.  Mukerji,  absent], 
Jawala  Singh,  8.  Knowles,  S.  Lawrence,  J.  C.  Butcher,  Benjamin 
Patras,  N.  L.  Rockey,  H.  Wilson,  Prabhu  Dayal.  The  names  of  J.  W. 
Waugh  and  J.  L.  Humphrey  were  called,  and  on  motion  of  F.  L.  Neeld, 
they  were  continued  in  the  supernumerary  relation. 

Order  of  the  Day. 

On  motion  of  J.  H.  Gill,  it  was  ordered  that  the  address  of 
R.  Clancy  be  the  order  of  the  day  to-morrow  after  the  opening  exercises. 
Bijnour  District 

The  name  of  W.  A.  Mansell  was  called,  his  character  passed,  and 
he  reported  the  work  of  the  Bijnour  District.  The  names  of  the  follow- 
ing were  called,  and  their  characters  passed:  Karim  Masib,  Warren 
Scott,  Fazl  Masih,  Bansi  Dhar,  H.  B.  Mitchell,  Charles  Shipley. 

Committee  on  Education. 

Consequent  to  discussion  which  grew  out  of  W.  A.  Mansell 's  report, 
on  motion  of  J.  W.  Robinson,  a  committee  was  appointed,  consisting 
of  C.  L.  Bare,  N.  L.  Rockey  and  F.  L.  Neeld,  to  prepare  a  minute  on 
the  subject  of  education  for  boys  to  present  to  the  authorities  at  home. 
Thirteenth  Question  :  Qarhwal  District. 

The  Thirteenth  Question  was  resumed.  The  name  of  J.  H.  Gill 
was  called,  his  character  passed,  and  he  reported  the  work  of  the 
Garhwal  District.  The  names  of  the  following  were  called,  and  their 
characters  passed:  F.  W.  Greenwold,  D.  A.  Chowfln,  Sabine  Mansell. 
Pauri  SchooL 

On  motion  of  J.  H.  Gill,  the  question  of  raising  the  Pauri  Sohool 
to  a  High  School  was  referred  to  the  Board  of  Education  for  consider- 
ation. 

Gonda  District. 

The  name  of  Wm.  Peters  was  called,  his  character  passed,  and  he 
reported  the  work  of  the  Oonda  District.  The  names  of  the  following 
were  called,  and  their  characters  passed  :  Bihari  Lai,  J.  F.  Samuel, 
S.  B.  Finch,  [Baldeo  Pershad,  absent],  S.  Wheeler,  J.  S.  Samuel,  C. 
Hancock.  On  motion  of  Wm.  Peters,  Thomas  Craven  was  continued 
in  the  supernumerary  relation. 
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Haldol  District. 

The  Dame  of  Samuel  Tupper  was  called,  his  character  passed,  and 
he  reported  the  work  of  the  Hardoi  District.  The  names  of  the  follow- 
ing were  called,  and  their  characters  passed :  Vaqub  Shah,  A.  G.  Mc- 
Arthur. 

Moimdabad  District. 

The  name  of  L.  A.  Core,  was  called,  his  character  passed,  and  he 
reported  the  work  of  the  Moradabad  District.  The  names  of  the  fol- 
lowing were  called,  and  their  characters  passed  :  James  Jordan,  M. 
Stevens,  Mazhar-ul-  Haqq,  J.  Jacob,  Bahadur  Singh,  W.  T.  Speake, 
G.  C.  Hewes,  Nizam  Ali,  Bihari  Lai  II,  J.  Solomon,  Basant  Ram. 

Members  Excused. 

On  motion  of  J.  W.  Robinson,  D.  L.  Thoburn  was  excused  for  two 
days.  On  motion  of  F.  L.  Neeld,  Prabhu  Dayal  was  excused  for  four 
days.    On  motion  of  H.  J.  Adams,  S.  Phillips  was  excused. 

Adjonmment. 

On  motion  of  J.  C.  Butcher,  after  announcements  and  singing  of 
doxology,  the  Conference  adjourned,  the  Bishop  pronouncing  the 
benediction. 


SECOND  DAY. 

Moradabad,  January  lOth^  1002. 

Opening  Exercises. 

The  session  opened  with  Bishop  Warne  in  the  chair.  After  the 
devotional  exercises,  conducted  by  J.  H.  Gill,  the  minutes  of  the  pre- 
vious day  were  read  in  English  and  Vernacular  and  approved  as 
corrected. 

Introductions. 

J.  M.  Schultheis,  lay  missionary  for  the  Methodist  Publishing 
House,  Lucknow,  G.  W.  Gregson,  Esq.,  and  T.  L.  Ingram,  Esq.,  were 
introduced  and  responded  with  brief  remarks. 

Fraternal  Oreetings. 

The  Secretary  read  the  following  fraternal  greetings  from  the 
Wesleyan  Methodist  District  Synod  assembled  in  annual  session  in 
Lucknow, 

DiLKUSHA,  LucKNOW,  January  9thf  1902. 

To  the  Reverend  F.  W.  Warne,  D.  D.,  Bishop. 

DsAR  Brother, 

Assembled  in  our  Annual  Synod  of  the  Lucknow  District,  we 
heartily  greet  you  and  your  colleagues  in  the  name  of  the  Wrd.  We 
desire  thut  Qod  will  command  His  richest  blessings  upon  you  in  all 
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your  deliberations  and  that  you  may  have  the  constant  guidanoe  of 
the  Divine  Spirit  both  in  your  Conference  and  in  all  the  activities  of 
the  year.  We  unfeignedly  rejoice  in  the  evidences  of  God's  presence 
with  you  in  the  past,  and  in  the  signal  services  which  you  have  render- 
ed in  well  nii^h  all  parts  of  the  earth,  to  the  cause  of  righteousness 
and  true  religion. 

We  view  with  unmixed  satisfaction  the  cordial  fraternal  feeling 
that  exists  to-day  among  the  great  religious  communities  that  bear  the 
common  name  of  ^'  Methodist."  It  is  a  cause  for  gratitude  that  those 
questions  which  in  former  days  have  been  la  dispute  and  atti^neshave 
separated  between  friends,  are  now  finally  laid  to  rest  and  are  well- 
nigh  forgotten,  and  that  there  exists  to-day  that  substantial  unity  of 
spirit  which  is  even  more  valuable  and  desirable  than  external  uni- 
formity of  organization  and  government. 

As  regards  our  relations  with  yourselves  in  these  Provinces,  we 
shall  be  prepared  to  do  all  that  is  practicable  to  secure  uniformity 
and  harmony  of  work  ;  it  in  our  earnest  desire  to  cultivate  always  the 
spirit  of  brotherhood.  It  is  our  prayer  that  we  may  ever  hold  the 
unity  of  bhe  spirit  in  the  bond  of  peace. 

Will  you  convey  our  greetings  to  all  our  brethren  associated  with 
you  in  the  work  of  the  Gospel. 

I  remain,  Dear  Brother, 
On  behalf  of  the  Lucknow  District  Synod, 

Affectionately  yours, 
Edward  Martin, 
Chairman  of  District. 

On  motion  of  J.  W.  Robinson,  a  committee  was  appointed  to  reply 
to  these  greetings.    J    Q.  Messmore  was  appointed. 

Address  by  Rockwell  Clancy. 

The  order  of  the  day  was  taken  up.  Rockwell  Clancy  of  the  North- 
west India  Conference  addressed  the  Conference  on  the  Present  Situa- 
tion in  America,  and  the  Bishop  Thoburn  Special  Fund. 

Thirteenth  Question  :  Oudh  District. 

The  Thirteenth  Question  was  resumed.  The  name  of  J.  W.  Robin- 
son was  called,  and  his  character  passed.  He  then  reported  the  work 
of  the  Oudh  District.  The  names  of  the  following  were  called,  and 
their  characters  passed :  D.  P.  Kidder,  J.  N.  West,  C.  L.  Bare,  G.  D. 
Presgrave,  D.  L.  Thoburn,  G.  H.  Prey,  J.  H.  Smart,  J.  H.  Messmore 
and  Chhote  Lai. 

PUibhit  District. 

The  name  of  H.  A.  Cutting  was  called,  his  character  passed,  and 
he  reported  the  work  of  the  Pilibhit  District.  The  names  of  the  follow- 
ing were  called,  and  their  characters  passed:  Bhikhi  Lai,  A.  Solo- 
mon. 

A.  Solomon, 

On  motion  of  H.  A.  Cutting,  the  case  of  A.  Solon;ion  was  referred 
to  the  Committee  on  Conference  Relations. 
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Sambhal  District. 

The  Dame  of  [T.  J.  Adams  was  called,  his  character  passed,  and  be 
reported  the  work  of  the  Sambhal  District.  The  names  of  the  fol- 
lowing were  called,  and  their  characters  passed:  [D.  M.  Butler,  ab- 
sent], Mohammed  Q  as  an  Jan,  Seneca  Falls,  B.  S  Phillip,  R.  S.  Frank- 
lin. 

Seventh  Question. 

The  Seventh  Question  was  taken  up.  The  name  of  Yaqub  All  was 
called,  his  character  was  passed,  and  on  motion  of  J.  W.  Robinson, 
he  was  continued  in  the  same  class.  The  name  of  K.  Silas  was  called, 
his  character  passed,  and  on  motion  of  J.  W.  Robinson  he  was  con- 
tinued in  the  same  class.  The  name  of  W.  B.  Empey  was  called,  his 
character  passed,  and  on  motion  of  L.  A.  Core,  he  was  received  into 
full  membership.  The  name  of  R-  I.  Faucett  was  called,  his  character 
passed,  and  on  motion  of  F.  L.  Ncold,  he  was  received  into  full  mem- 
bership. 

Tenth  Question. 

The  Tenth  Question  was  taken  up.  The  name  of  Gang; a  Nath  was 
called,  bis  character  passed,  and  on  motion  of  J.  W.  Robinson,  hewas 
passed  to  the  class  of  Effective  Elders.  The  name  of  James  Tho m p- 
kinson  was  called,  his  character  passed,  and  onmotionof  H.A.Cuttin^^, 
he  was  recommended  for  Elder's  Orders  and  passed  to  the  class  of - 
Effective  Elders.  The  name  of  Prem  Singh  was  called,  his  character, 
passed,  and  on  motion  of  F.L.  Neeld,  he  was  recommended  for  Elder's 
Orders  and  was  passed  to  the  class  of  Effective  Elders  The  name  of 
Jhukhan  Lai  was  called,  his  character  passed,  and  on  motion  of  S. 
Tupper,  he  was  recommended  for  Elder's  Orders  and  was  passed  to  the 
class  of  Effective  Elders.  The  name  of  Lazar  Shah  was  called,  his 
character  passed,  and  on  motion  of  L.  A.  Core,  he  was  continued  in  the 
same  class.    (Back  studies  all  passed.) 

Twelfth  Question. 

The  Twelfth  Question  was  taken  up.  The  name  of  D.  S.  Hukill 
was  called,  and  on  motion  of  Wm.  Peters,  his  case  was  referred  to  the 
Committee  on  Conference  Relations.  On  motion  of  F.  L.  Neeld,  all 
names  under  Question  Twelve  were  referred  to  the  Committee  on  Con- 
ference Relations. 
Member  Excused. 

On  motion  of  S  Tupper,  Yaqub  Shah  was  excused  from  the  Con- 
ference. 
Adjournment. 

The  Conference  adjourned  on  motion  of  J.  W.  Robinson. 


20  MINUTES  OP  CONFEUENCE. 

THIRD  DAY. 

NfORADABAD,  January  Wth,  19  »i. 
Opening  Exercises.  * 

The  seselon  op'Ded  with  Bishop  Warne  in  the  chair.  After  the 
devotional  exercides,  cmdacted  by  Beojamia  Patras,  the  miDutes  of 
the  previous  day  were  read  la  Kog^lish  anl  Vernacular  and  approved. 
Reply  to  Fraternal  Greetings 

The  Secretary  read  the  following  reply  to  the  fraternal  greetings 
of  the  Lucirnow  We^leyan  Synod,  which  on  motion  of  J.  W.  Robinson 
wasaiopted  : 

^.' OR  AD  A  BAD,  January  Uth,  1902. 

To  the   Chairman   and    Members  of  the  Lucknow  District  of  the 

Wesleyan  MethodiEt  Church. 
Dear  13rethuen  : 

The  members  of  the  North  India  Conference  of  the  Methodist  Epi&- 
copal  Church,  assembled  in  Annual  Session  at  Moradabad,  gratefully 
acknowledge  receipt  of  the  fraternally  Christian  and  Method istic  greet- 
ing which  has  been  sent  to  us  by  your  Synod.  Your  words  of  brother- 
ly greeting  have  given  us  sincere  pleasure,  and  we  are  glad  wp  can 
truly  assure  you  that  we  fully  and  heartily  reciprocate  the  sentiments 
expressed  in  your  message  of  brotherly  love  and  Christian  sympathy. 

We  clearly  apprehend  that  the  evangelization  of  India  is  the 
common  purpose  of  your  Synod  and  of  this  Conference.  And  although 
we  rejoice  in  the  success  of  all  who  are  trying  to  advance  the  Kingdom 
of  Cbribt  in  India,  we  are  specially  intereated  in  the  prosperity  of 
Christian  co-laborers  who  are  of  the  great  family  of  Methodism.  The 
successful  organic  union  of  N!ethodism  in  Canada  and  in  Australia  is 
convincing  proof  of  the  essential  unity  of  Methodism  everywhere. 
Where  the  consciousness  of  such  unity  exists,  formal  oiganic  union 
will  follow  when  practicable.  It  may  or  may  not  be  possible  for  the 
Methodism  of  India  soon  to  follow  the  example  of  tl  e  Methodists  of 
Japan  or  the  Presbyterians  of  India.  But  we  are  assured  that  while 
we  mutually  maintain  the  *'  unity  of  the  spirit  in  the  bond  of  peace,'* 
we  shall  be  ready  to  follow  the  leadings  of  Providence  whenever  ihey 
indicate  the  duty  of  more  formal  union. 

We  heartily  greet  you  then  as  dearly  beloved  follow  laborers  in 
the  Lord  ;  praying  that  you  and  we  may  ever  work  in  such  harmony 
that  the  Boly  Spirit  shall  have  full  opportunity  for  accom)  lish  ng, 
through  our  united  agency,  Bis  great  and  gracious  purpose  con- 
cerning India. 

In  behalf  of  the  Conference, 

Yours  fraternally, 

F.  W.  Wi^RNE,  Prc£i(f(nt, 
B.  T.  Badley,  Secretary. 
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Resolution. 

The  following  resolut'OQ  was  read  by  J.  W.  Uoblason,  which  on 
motion  of  J.  EI.  Gill  was  adopted  : 

Kesolved,  that  in  view  of  the  close  relations  existing  between  the 
Wesleyan  Methodist  Church  and  our  own  Church,  und  of  the  possibil- 
ities of  closer  fraternal  and  cu-operativo  relations  between  the  mis 
slons  of  these  Churches  in  India,  we  petition  the  Bishop  to  appoint  a 
committee  that  shall  have  authority  to  correspond  aud  advise  with 
any  authorized  body  of  the  Wesleyan  Mission  on  any  mitter  that 
claims  the  joint  interest  of  both  bodies,  w.ththeuaderstaDdiogtiiatthe 
Bishops  for  Southern  Asia  be  ex-oJ}hio  ms-nbirs  of  this  conn  iiiitee. 

Eleventh  Question. 

The  Eleventh  Question  was  taken  up.  The  names  of  Baldeo  Dass 
and  Bahal  Singh  were  called,  their  characters  passed,  and  on  motion 
of  L  A.  Core,  they  were  elected  to  the  office  of  Local  Deacon  and  re- 
commended to  be  ordained.  Tr.e  names  of  D.  Wilson,  Kallu  Porter 
and  Lalji  Mai  were  called,  their  characters  passed,  and  on  motion  of 
F.  L.  Neeld,  they  were  elected  to  the  office  of  Local  Deacon  and  re- 
commended to  be  ordained.  The  names  of  R.  White  and  P.  S.  Morris 
were  called,  their  characters  passed,  and  on  motion  of  H.  J.  Adams 
they  were  elected  to  the  office  of  Local  Deacon  and  recommended  to  be 
ordained.  The  name  of  Sohau  Lai  was  called,  his  character  passed, 
and  on  motion  of  H.  A.  Cutticg,  he  was  elected  to  the  office  of  Local 
Deacon  and  recommended  to  be  ordained.  The  name  of  P.  S.  Ryde 
was  called,  bis  character  was  passed,  and  on  motion  of  J.  W.  Robin- 
son, he  was  elected  to  the  office  of  Deacon,  under  the  Missionary  Rule, 
and  recommended  for  ordination. 

Twelfth  Question. 

The  Twelfth  Question  was  called.  The  name  of  Kaliyan  Singh 
Was  called,  his  character  passed,  and  on  motion  of  H  A.  Cutting,  he 
was  elected  to  the  office  of  Local  Elder  and  recommended  for  ordina- 
tion. The  name  of  Ghas.  Khiyali  was  called,  his  character  passed, 
and  on  motion  of  J.  H.  Gill,  he  was  elected  to  the  office  of  Local  Elder 
and  recommended  for  ordination.  The  name  of  D.  S.  Hukill  was 
called,  and  on  motion  of  H.  A.  Cutting,  discussion  on  his  case  was 
postponed.  The  name  of  P.  S.  Hyde  was  called,  his  characted  passed, 
and  on  motion  of  J.  W.  Robinson,  he  was  elected  to  the  office  of  Elder, 
under  the  Missionary  Rule,  and  recommended  for  ordination. 

Thirteenth  Question. 

The  Thirteenth  Question  was  taken  up.  The  name  of  D.  M.  Butler 
was  called,  and  on  motion  of  J.  W.  Robinson,  his  character  was  pass- 
ed. The  name  of  A.  Solomon  wa^i  called,  and  on  motion  of  H.  A.  Cut- 
ting, his  character  was  passed  and  he  was  continued  in  the  Superannu- 
(^te  Relatiop. 
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Member  Excused. 

On  motion  of  J.  \V.  Uobinson,  Kay  Silas  was  excused  from  the 
Conference. 

Fourth  Question. 

The  Fourth  Question  was  taken  up.  The  name  of  Misri  Charan 
was  called,  and  on  motion  of  F.  L.  Neeld,  he  was  received  on  trial.  The 
name  of  P.  S.  Hyde  was  called,  and  on  motion  of  J.  W.  Robinson,  he 
was  received  on  trial.  The  name  of  Prem  Masih  was  called,  and  on 
motion  of  F.  L.  Neeld,  he  was  received  on  trial. 

Thirtieth  Question, 

The  Thirtieth  Question  was  taken  up.  On  motion  of  J.  W.  Robin- 
son, Lucknow  was  chosen  as  the  seat  of  the  next  Conference. 

Fifth  Question. 

The  Fifth  Question  was  taken  up.  The  name  of  Yaqub  Singh  was 
called,  his  character  was  passed,  and  on  motion  of  J.  W.  Uobinson 
he  was  continued  in  the  studies  of  the  First  Year.  The  name  of  A.  8. 
Wesley  was  called,  his  character  was  passed,  and  on  motion  of  Wm. 
Peters,  he  was  advanced  to  the  studies  of  the  Second  Year.  The  name 
of  B.  T.  Badley  was  called,  his  character  was  passed,  and  on  motion 
of  J.  W.  Robinson,  he  was  advanced  to  the  studies  of  the  Second  Year, 
on  condition  that  he  bring  up  one  unfinished  book.  The  name  of  J.  H. 
Walter  was  called,  his  character  was  passed,  and  on  motion  of  H.  A 
Cutting,  he  was  advanced  to  the  studies  of  the  Fourth  Year,  on  condi- 
tion that  he  bring  up  back  studies.  The  name  of  Bulaqi  Singh  was 
called,  his  character  was  passed,  and  on  motion  of  Md.  Hasan  Jan, 
he  was  continued  in  the  studies  of  the  Third  Year,  The  name  of  N.  K« 
Childs  was  called,  his  character  was  passed,  and  on  motion  of  H.  A. 
Cutting,  he  was  advanced  to  the  studies  of  the  Fourth  Year. 

Order  of  the  Day. 

On  motion  of  N.  L.  Rockey,  it  was  ordered  that  the  reading  of  the 
statistics  be  the  order  of  the  day  on  Monday,  at  II  o'clock. 

Pension  Fund  Collection. 

On  motion  of  J.  C.  Butcher,  a  collection  was  taken  to  make  up  a 
deficiency  in  the  Pension  Fund.    Rs.  46-60  was  received. 

Report  of  Committee  on  Revision. 

S.  Enowles  read  bis  report  on  the  revision  of  the  New  Testament. 
Pending  discussion  on  the  report.  Conference  adjourned  after  hearing 
notices  and  singing  the  doxology. 
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FOURTH    DAY. 

MORADABAD,  Jminanj  IZth,  1902. 
Opening  Exercises- 

The  session  oponed  with  Bishop  Warne  in  the  chair.  After  the 
devotional  exercises  conducted  by  J.  N.  West,  the  minutes  of  the  pre- 
vious day  were  read  in  English  and  Vernacular  and  approved  as  cor- 
rected. 

Report  of  Statistical  Secretary. 

The  order  of  the  day  was  talcen  up.  N.  L.  Rockey  read  the  report 
of  the  Committee  on  Statistics,  which  on  motion  of  S.  S  Dease  was 
accepted. 

Government  Statistics. 

The  motion  of  T.  J.  Scott,  that  the  Statistical  Secretaries  of  this 
and  of  the  North- West  India  Conferences  call  attention  of  the  Govern- 
ment to  the  great  discrepancy  between  their  statistics  and  ours,  was 
laid  on  the  table  on  motion  of  J.  H.  Mes'smore. 

Report  of  Theological  Seminary. 

S.  S.  Dease  read  the  report  of  the  Treasurer  of  the  Theological 
Seminary,  which  on  motion  of  F.  L.  Neeld  was  accepted. 

Board  of  Trustees,  Theological  Seminary. 

On  motion  of  T.  J.  Scott,  N.  L  Rockey  and  F.  L.  Neeld  were  re- 
elected as  members  of  the  Board  of  Trustees  of  the  Theological  Semi- 
nary, and  T.  T.  Bond,  Esq.,  in  place  of  F.  K.  Welsh,  Esq. 

Amendment  to  the  Constitution  of  the  Theological  Seminary. 

T.  J.  Scott  presented  the  following  amendment  to  the  constitution 
of  the  Theological  Seminary  : 

Amendment  to  paragraph  2  of  Rules  and  Regulations  ;  — 

Provided  always,  that  in  the  case  of  scholarship  endowment,  when 
the  exact  number  of  scholars  indicated  in  the  list  of  endowed  scholar- 
ships, cannot,  for  any  reason,  be  received  into  the  institution,  the  use 
of  income  from  such  scholarship  endowment,  for  the  housing,  support 
and  tuition  of  students  in  general,  in  the  Seminary,  and  any  proper 
expenditure  in  the  training  of  said  students,  shall  not  be  considered  a 
misappropriation  of  endowment  funds. 

On  motion  of  F.  L.  Neeld,  this  amendment  was  adopted. 

Election  :  Finance  Committee. 

On  motion  of  G.  0.  Hewes,  the  Conference  proceeded  to  the  election  of 
the  Finance  Committee.  On  motion  of  J.  W.  Elobinson,  it  was  ordered 
that  a  majority  constitute  an  election,  and  on  motion  of  Wm.  Peters, 
it  was  ordered  that  on  the  last  ballot  the  next  highest  be  considered 
as  elected  alternates.  The  vote  resulted  in  electing  the  following  as 
members  of  the  Finance  Committee :  8,  S.  Dease,  T.  J.  Soott,  W.  R. 
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Bowen,  J.  Jacob,  S.  ECnowles,  E.  L.  Mukerjl ;  and  the  following  as 
alternates :  J.  N.  West,  N.  L.  Rockey,  Ganga  Nath,  S.  B.  Finch. 

Report :  Conference  Board  of  Stewards. 

J.  H.  Messmore  read  the  report  of  the  Conference  Board  of  Stewards, 
which  on  motion  of  Win.  Peters  was  accepted.  [See  Reports  of  Com- 
mittees. ] 

Report  of  Auditing  Committee. 

J.  N.  West  read  the  report  of  the  Auditing  Committee,  which  on 
motion  of  J.  W.  Robinson  was  referred  back  for  revision. 

M ultra  Mission  Training  School. 

The  Secretary  read  the  report  of  the  Muttra  Mission  Training 
School  for  1901,  which  was  accepted.  [See  Reports  of  Committees.] 
On  motion  of  J.  W.  Robinson,  Miss  F.  L,  Nichols  was  elected  as  our 
representative  on  the  Board  of  Trustees  of  the  Muttra  Mission  Train- 
ing School. 

Joint  Convention  :  Young  People's  Societies. 

On  motion  of  J.  W.  Robinson,  it  was  ordered  that  the  matter  of 
holding  a  joint  convention  of  the  young  people's  societies  in  Northern 
India  during  the  current  year  be  referred  to  the  Board  of  Control  of 
the  Ep worth  Hicague  and  of  the  Sunday  School  Union  of  the  Confer- 
ence for  consideration  and  action. 

Report  of  the  Revision  Committee. 

Consequent  to  a  continued  discussion  on  the  report  of  the  Com- 
mittee on  the  Revision  of  the  New  Testament,  on  motion  of  J.  W.  Rob- 
inson it  was  ordered  that  a  vote  be  taken  on  three  points.  The  vote 
resulted  as  follows  :— 

(a)  Those  who  prefer  the  old  version,  (3). 
(&)  n  .»  ..  M  new  ,,  (4). 
(c)       ,,        ,,        ,,        ,,    new       ^,    but  desire  some  changes  (5 i ). 

Fraternal  Delegate. 

On  motion  of  J.  W,  Robinson,  it  was  ordered  that  a  fraternal  de- 
legate be  appointed  by  the  Bishop  to  represent  our  Conference  at  the 
Wesleyan  Synod  in  session  at  Lucknow.  The  Bishop  appointed  C.  L. 
Hare  to  convey  the  fraternal  greetings  of  the  North  India  Conference. 

Adjournment. 

On  motion  of  L.  A.  Core,  the  Conference  adjourned  to  meet  to-mor* 
row  at  8  A,  M. 
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FIFTH  DAY. 

MoRADABAD,  Janxiavy  Uth,  1902 

Opening  Exercises. 

The  session  opened  at  8  a.m.  with  Bishop  Warne  in  the  chair. 
After  devotional  exercises  conducted  by  J.  Jacob,  the  minutes  of  the 
previous  day  were  read  in  English  and  approved.    On  motion  of  Wm. 
Peters,  the  reading  of  the  minutes  i    the  Vernacular  was  dispensed 
with. 

Committee  on  Memoirs. 

T.  J.  Soott  presented  the  report  of  the  Committee  on  Memoirs 
which  was  accepted.    [  See  Reports  of  Committees.  1 

Resolution :  Conference  Collections. 

The  following  resolution  was  presented  by  T.  J.  Scott,  which  on 
motion  of  J,  N.  West  was  adopted  :  — 

Resolved,  that  as  a  Conference  we  emphatically  discountenance  the 
commonly  called  omnibus  form  of  Conference  collections  as  leading  to 
carelessness  and  b«ste  in  a  matter  of  sacred  duty,  and  tending  to 
retard  the  education  of  our  people  in  the  support  of  God's  work  and 
its  benevolences.  We  recommend  that  as  far  as  possible  these  collec- 
tions be  taken  separately. 

T.  J.  Scott, 
.    Gang  A  Nath, 
Wm.  Peters, 
D.  A  Chowfjn. 

Auditing  Committee. 

J.  N,  West  presented  the  report  of  the  Auditing  Committee,  which 
on  motion  of  Gaoga  Nath  was  accepted.  [  See  l^eports  of  Committees] 
Sute  of  the  Church. 

8.  Knowles  presented  the  report  of  the  Committee  on  the  State  of 
the  Church,  which  on  motion  of  J.  C.  But?her  was  accepted.  [See 
Reports  of  Committees.]  .  * 

Conference  Deaconess  Board. 

J.  C.  Butcher  preseuted  the  report  of  the  Conference  Deaconess 
Board,  which  was  accepted.    [See  Reports  of  Committees.] 
^  aini  Tal  Schools. 

J.  G.  Butcher  nominated  the  Committee  on  Naini  Tal  Schools,  which 
on  motion  of  W.  A.  Mansell  was  elected. 

Forward  Movement. 

W.  A.  .Mansell  presented  the  report  of  the  Conference  3ecreta*^y  of 
the  Forward  Movement,  which  on  motion  of  Wm.  Peters  was  accepted. 
[See  Reports  of  Committees.]  On  motion  of  J.  W.  Robinson,  W.  A. 
Mansell  was  continued  as  Confereoce  Secretary  of  the  Forward  Move- 
ment. 
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Committes  on  Temperance. 

J.  N.  Westread  the  report  of  the  Committee  oaTemperaDce,  which  on 
motion  of  S.  Knowles  was  accepted.  [See  Reports  of  Committees  ] 
On  motion  of  J.  W.  Rohinson,  the  Committee  on  Temperance  was  con- 
tinued and  requested  lo  prepare  quarterly  temperance  programmes  to 
be  printed  in  tbe  Kaukab-i-IIind, 

Sunday  School  Union. 

W.  A.  Mansell  presented  the  report  of. the  Sunday  School  Union, 
which  on  motion  of  S  Tupper  was  accepted.  [Sec  Reports  of  Com- 
mittees.] 

Resolutions. 

H  A.  Cutting  presented  the  foltowino^  resolutions,  which  on  motion 
of  S.  Knowles  were  referred  to  the  Finance  Committee  : 

l.  sax  b'k-s&l  ki  mutaw^Mr  Icami  ke  b^'is  hamiiri  Uiinfarans  apno 
desi  o  wal&yatf  Prfzdiidlngf  Elclaron  aur  Prichar-in-ch&rjon  ko  ijdzat 
detf  hal,  ki  agar  hamire  miahan  ke  mulAzimon  ko  kisf  jagah  k&m  k& 
mauqa*  mile,  to  eifarish  karke  dilw&  den. 

2  Asrar  k^if  mlshan  mulazim  apni  Adhe  s&J  kf  talab  ek  musht 
lekar  koi  pesha  apne  guz&re  ke  live  nikill  lewe,  aur  'umr  bhar  mishan 
ki  l^hairkhw&hf  k4  wa*da  likbe,  r.o  us  ko  madad  dekar  us  kA.  isti^a 
manzdr  karen,  aur  us  k^  b&qf  hlssa  kam(  ki  rafa^  men  ?arf  kiy^  i4we 

3.     Lekia  kisf  qarzd&r  muUzim  k(  madad  is  taur  par  na  ki  jawd. 

H.  A.  Cutting. 

S.  TUPPEB. 

Resolution  :  Uniform  Sunday  School  Lessons. 

T.  J.  Scott  presented  the  following  resolution,  which  on  motion  of 
J.  \V.  Robinson  was  referred  to  the  Central  Conference : 

Resolved,  that  we  approve  of  the  inquiry  of  the  Sunday  School 
Union  of  the  Nor^h-West  Provinces  and  Oudh  as  to  the  possibility  of 
publishihg  a  unifo.*m  series  of  Sunday  School  Lessons  for  these  Pro- 
vinces. 

J.  H.  Gill :  Supernumerary  Relation. 

J,  H.  Gill  asked  to  be  granted  a  Supernumerary  Relation.  The 
request,  on  motion  of  N.  L.  Rockcy,  was  granted. 

International  Sunday  School  Lessons. 

On  motion  of  J.  fi.  Messmore.  the  Presiding  Elder  of  Oudh  District 
and  the  Agent  of  the  Pre^s  were  constituted  a  committee  to  obtain  the 
International  Sundav  School  Lessons  at  reduced  rates. 
Resolution  :  Bishop  Parker  Memorial  Fund. 

W.  B.  Empey  presented  tbi  following  resolutions,  which  on  motion 
of  L.  A.  Core  were  separately  adopted : 

Whereas  it  has  been  decided  to  raise  a  Mcnorlal  Endowment  Fund 
for  the  \f  oradabad  Boys'  High  School,  and 

Whereas  the  gathering  of  moneys  for  this  fund  has  been  already 
begun,  be  it{ 
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Resolved  : 

1.  That  this  Conference  elect  a  Board  of  Trustees  of  six  members, 
to  which  body  may  be  referred  all  matters  pertaining  U>  the  raising 
and  general  management  of  this  fund,  and  also  any  other  interests 
which  may  concern  the  school. 

2.  That  this  Board  consist  of  the  Presiding  Elder  of  the  District, 
F.  L.  Neeld,  H.  J.  Adams,  W.  A.  Mansell  and  J.  W.  EU>bin8on. 

3.  That  the  members  of  the  Board  be  elected  to  serve  as  follows :  — 
J.  W.  Robinson  1002  to  1903 ;  F.  L.  Neeld  and  H-  J.  Adams,  1902  to 
1904 ;  and  W.  A.  Uansell  and  J.  Jacob,  1902  to  1905. 

TniBtees  :  Reid  Christian  College. 

On  motion  of  C.  L.  Bare,  the  following  were  elected  as  Trustees  of 
Held  Christian  College : 

T.  J.  Scott,  W.  E.  Crawshaw,  Kaqr.,  D.  M.  Butler,  1903. 

J.  W.  Robinson,  J.  C.  Butcher,  L.  A.  Core,  1901. 

K.  Hoskins,  P.  M.  BucIe,  F.  L.  Neeld,  1905. 

Bishops  J.  M.  Thoburn  and  F.  W.  Warne,  Ex-OJjIcio  Mtinbers, 

Report :  Board  of  Examiners. 

C.  L.  Bare  presented  the  report  of  the  Board  of  Examiners,  which 
on  motion  of  S.  Tupper  was  accepted.  [See  Reports  of  Committees.  ] 
Certificate. 

This  certifies  that  at  vloradabad  on  Sunday,  January  Tith,  1D02,  in 
accordance  with  the  Discipline  of  the  Methodist  Episcopal  Church, 
and  by  the  authority  of  the  North  India  Cooference,  I  ordained  to  the 
office  of  Deacon  P.  8.  Byde,  Baldeo  Das,  Bahal  Singh,  D.  Wilson, 
Kallu  Porter,  Laljl  Mai,  R.  White,  P.  3.    Morris,  Sohan  Lai. 

This  certifies  further  that  at  the  same  time  and  place,  I  ordained 
to  the  office  of  Elder  P.  S.  Hyde,  Charles  Khiyali,  James  Thomplcin- 
son,  Prem  Singh,  Julckhan  Lai,  Kaliyan  Singh. 

This  certifies  further  that  on  Friday,  January  lOih,  1902,  I  conse- 
crated to  the  office  of  Deaconess  Miss  Alice  Means, 

Given  under  my  hand  at  Moradabad  this  13bh  day  of  January 
1902. 

Frank  W.  Warke, 
Presiding  Bishop. 

Resolution  :  Laymen  for  Finance  Committee. 

At  the  request  of  the  Conference, "Bishop  Warne  presented  the 
following  resolution,  adopted  by  the  Bengal  Confereoce  at  its  last 
annual  session  and  forwarded  by  their  Secretary:— 

'*  Resolved,  that  we  recommend  to  the  Board  of  Managers  of  the 
Missionary  Society  of  the  Methodist  Epicopal  Church  that  permission 
be  granted  to  the  Finance  Committee  of  each  Cooference,  if  it  so 
desire,  to  elect  one  or  more  laymen  members  of  the  Church  within  the 
bounds  of  the  Conference,  as  members  of  the  BHnance  Committee 
such  laymen  having  the  right  to  speak  and  to  vote." 
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On  motion  of  J.  H.  MeEfmore,  the  resolution  was  adopted  by  the 
Conference  and. referred  to  the  Central  Conference. 

Resolution  :  Connectional  Missionary  Society. 

Bishop  Warne  presented  also  ihe  following  resolution,  adopted  by 
the  Bombay  Conference  at  Its  last  annual  session,  and  forwarded 
through  the  Secretary  of  the  Bengal  Conference: — 

**  That  this  Conference  appoint  a  permanent  Committee  to  confer 
with  similar  Committees  from  the  other  Conferences  of  Southern  Asia, 
with  a  view  to  forming  a  connectional  Missionary  Society  in  Southern 
Asia,  which  shall  co-operate  with  the  Missionary  Society  of  the  Metho- 
dist Episcopal  Church.  '* 

On  motion  of  T.  J.  Scott  the  resolution  was  adopted  Hy  the  Con- 
ference, a  Committee  appointed  to  confer  with  similar  Committees 
from  the  other  Conferences,  aod  the  matter  refer? ed  to  the  Central 
Conference.  Committee  :  W.  E.  Crawshaw,  Esq.,  J.  W.  Robinson,  N. 
L.  Rockey,  Mr.  N.  Jordan. 
Resolution:  Marriage  Laws. 

Bi8hop«Warneread  the  following  resolution,  adopted  by  the  Marathi 
District  Conference,  Central  Provinces,  and  forwarded  through  the 
Secretary  of  the  Bengal  Conference  :— 

**  Whereas  the  law  of  the  land  forbids  a  Christian  having  two 
wives,  and  so  a  man  with  two  wives,  on  entering  the  Christian  Church, 
11  compelled  to  put  one  away,  and  whereas  the  woman  thus  put  away 
is  not  permitted  by  existing  laws  to  marry  till  the  close  of  the  seventh 
year. 

**Resolved:  That  we,  the  members  of  the  Central  Provinces  District 
Confereoce  Marathi  Session  urge  the  Annual  Conferences  of  the 
Methodist  Episcopal  Church  in  Southern  Asia,  to  agitate  the  matter 
and  try  to  get  the  Supreme  Government  to  so  change  the  existing  law 
as  to  consider  such  a  **put  away"  wife  free  from  her  husband  and  thus 
at  liberty  to  marry.  ** 

On  motion  of  J.  H.  Messmore,  a  Committee  was  appointed  to  con- 
fer regarding  this  matter  with  similar  Committees  from  the  other 
Conferences,  and^  the  matter  was  referred  to  Central  Conference. 
Committee  :  N.  L.  Rockey,  T.  J.  Scott,  J.  W.  Robinson, 

Report  :  Committee  on  Desi  Missionary  Society. 

T.  J.  Scott  presented  the  follwlng  resolution  as  the  report  of  the 
Committee  appointed  at  our  iast  session  to  co-aijerate  with  the  Desi 
Missionary  Society  : 

Resolved  that  in  place  of  the  Committee  appointed  ut  our  last  ses- 
blwn  in  connection  with  the  Conference  Domestic  Missionary  Society, 
we  request  the  Finance  Committee  of  this  Conference  to  co-operate  with 

said  Society. 

On  rootiom  of  Ganga  Nath  the  report  was  accepted. 
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Committee  to  visit  the  Lieutenant  Governor. 

On  motion  of  F.L.  Neeld,  the  following  Committee  was  appointed  to 
visit  the  Lieutenant-Governor  of  these  Provinces  to  signify  our  loyalty 
and  represent  our  work  :  T.  J.  Scott,  Chairman  ;  P.  L.  Neeld,  J.  C. 
Butcher,  S.  Tup  per. 

Adjournment. 

On  motion  of  J.  W.  Robinson,  Conference  adjourned  to  meet  at  3- 
15  p.  M. 

SECOND    SESSION. 

The  session  opened  at  3-45,  Bishop  Warne  presiding,  and  the  Con 
ference  was  led  in  prayer  by  Ganga  Nath.    The  minutes  were  read  and 
approved  as  corrected. 

Conference  Claimants. 

On  motion  of  W.  A.  Mansell,  the  President  of  the  Conference  was 
authorized  to  draw  ud  the  Chartered  Fund  and  the  dividend  of  the 
Boole  Concern  to  aid  Conference  claimants. 

Committee  on  Bducatioa. 

C.  L  Bare  presented  the  report  of  the  special  Committee  appoint- 
ed to  represent  our  educational  interests  to  the  authorities  at  home, 
which  was  accepted  on  motion  of  S.  Knowles.  [See  Eleports  of  Com- 
mittees.] 

Vote  of  Thanks. 

The  following  resolution  was  read  by  T.  J.  Scott,  and  adopted  by 
a  rising  vote; — 

Resolved,  that  we^bereby  record  our  sincere  thanics'to  kind  friends 
n  Moradabad,  European  and  Hindustani,  for  their  generous  hospi- 
tality  and  most  excellent  arrangements  for  our  entertaiment   and 

comfort  during  this  session. 

T.  J.  Scott. 

J.  H.  Messmore. 

Standing  Committees. 

J.  W.  Robinson,  on  behalf  of  the  Cabinet,  nominated  the  Standing 
Committees,  which  were  elected.  J.  W.  Robinson  also  presented  nom- 
inations for  the  Board  of  Education,  and  on  motion  of  N.  L.  Rockey 
the  Secretary  was  instructed  to  cast  the  ballot  for  said  nominations. 
[  See  Officers  of  the  Conference.] 

Resolutions. 

William  Peters  read  the  following  resolutions,  which  were  adopted 
separately  by  rising  votes  : 

Translation  from  the  Hindustani:— 

1.  Resolved  that  we,  the  members  of  the  North  India  Conference, 
hereby  express  our  sympathy  with  Bishop  Thoburn,  in  the  loss  of  his 
dearly  beloved  sister  Isabella  Thoburn,  who  was  translated  during 
the  past  year.  Our  loss  is  great,  but  our  hearts  are  full  of  gratitude 
that  Miss  Thoburn  was  enabled  for  so  many  years  to  carry  on  her 
ooble   work  with  such  marked  success,  and  that  she  has  now  been 
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called  up  higher  to  that  Heavenly  Vineyard.  We  pray  with  sincere 
hearts  that  God  may  restore  Mrs.  Thoburn  to  health  and  strength 
and  bring  both  Bishop  and  Airs.  Thoburn  back  again  to  this  country 
to  join  with  us  in  the  noble  work  of  the  Master. 

Wm.  PSiters,  S.  Tuppkr, 
H.  J.  Adams,  D.  A.  Chowpin. 

2.  *  Resolved,  that  we  hereby  express  our  gratefulness  to  the 
Christian  brothers  and  sisters  of  .Moradabad,  who  extended  their  cor 
dial  welcome  to  all  of  us,  and  entertained  us  so  hospitably.  May  God 
gant  that  this  Christian  love  may  increase  every  day,  and  may  He 
give  them  a  place  in  the  heavenly  mansions. 

Wm.  Pktebs,         S.  Tuppeb, 

U.  J.  ADAMS,  D.  A.  CHOWFIN. 

3.  *  Kesolved,  that  we,  the  members  of  the  North  India  Con- 
ference, put  on  record  our  gratefulness  to  Bishop  Warne  for  his  good 
advice  and  especially  for  his  love  extended  to  us  all.  We  thank  God 
that  Bishop  Warne's  preaching  has  been  a  means  of  great  blessing  to 
many  in  the  District  Conferences.  Young  and  old  alike  received  a  new 
impetus  in  the  spiritual  life.  May  God  bless  him  and  his  family  and 
grant  him  bodily  strength  to  carry  on  this  great  work. 

Wm.  Pbtebs,  8.  TUPPER, 
H.  J.  Adams. 

Adjournment.— On  motion  of  N.  L.  Rockey  Conference  adjourned 
sine  die  after  the  reading  and  approval  of  the  minutes,  the  adminls- 
ration  of  the  Lord*s  Supper,  and  the  reading  of  the  Appointments. 

Brenton  T.  Badley,  Frank  W.  Warne, 

Secretari/*  President. 


PROGRAMME  OP  SERVICES. 

T/m)*S(2a2^.— Epworth  League  Rally,  5  p.  m. 

i^Kdov.— Annual  Conference  Sermon  by  Rev.  S.  B.  Finch,  5  p.  m. 

jS'a/uroat/.— Anniversary  of  Literary   Society.    L.ecture   by  Rev. 

Geo.  C.  Hewes. 
Snndaif, —Conterence  Love  Feast,  8  a.  m.  ;  led  by  Rev.  T.  J.  Scott, 

D.  D. 

Ordination  of  Deacons. 

Memorial  Service,  11-30  A.  M.,  Rev.  S.  Knowles,  Chair- 

man. 
Sermon,  5  p.  m.,  iiev.  W.  A.    Mansell.    Ordination  of 
Elders. 
Jfondaj^.— Anniversary   of   Historical   Society,  5  p.  M.    Address 

by  Rev.  N.  L.  Rockey. 
Anniversary  of  Sunday  School  Union. 
Tii^sdaj^.— Sacrament  of  tbe  Lord's  Supper.    Reading  of  appoint- 
ments. 
Devotional  Meetings  every  morning  at  8  o'clock,  led  by  Rev.  P. 

M.  Buck. 
Evenings  Meetings  at  7-30  o'clock,  led  by  Bishop  Warne. 

♦  T't'dn  slated  from  the  Hindtistani, 
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STATISTICAL  REPORT 

We  present  the  following  summary  of  the  more  Important  Items  of  the 
Statistical  Report  (printed  elsewhere),  together  with  last  j'ear's  figures. 

STATISTICAL  SUMMARY  OF  1901,  COMPARED  WITH  THAT  OF  1900. 


Comparison  of  Items  of  most  interest. 


Xtmberiliip— 
Probationers 
Fall  Members 
Children 
Total  Christian  Community 

Baptiimt— 

Children,  Christian  born 
Children  of  New  Converts 
Adult  Converts 
Total  Baptisms 

Sanday  Behooli— 
Sunday  Schools 
Christian  Scholars,  Male 
Christian  Scholars,  Female 
Non-Christian  Scholars,  Male 
Non-Christian  Scholars,  Female 
Total  Sunday  School  Scholars 

Colleetions  for  Faitors  and  Cnrrent  Work— 
For  Pastoral  Support  from  Europe- 
ans (includes  Government  Chap- 
laincy Grants)  — 
For  Pastoral  Support  from  Hindu- 
stani Church                             — 
For  Conference  Claimants             — 
For  Current  Expenses                   — 
For  Miscellaneous  Purposes         — 
For  General  Conference  E.Kpenses, 
Total  for  Church  Expenses           — 

CoUeotioni  for  Regular  Fresoribed  Benevo- 
lenoet— 
Missionary  Collection  (from  Churches) 
Missionarv  Collection  from  Sunday 

Schools 
Total  Missionary  Collection 
Children's  Day  for  Education 
For  North  India  Bible  Society 
For  some  Tract  Society 
For  Indian  Sunday  School  Union 
For  Women's  Work 
Total  for  Prescribed  Benevolences, 


Figures 

for 

1901. 


17,100 
14,235 
14,172 
45,516 

897 

386 

818 

2,101 

1,025 
12.749 

8,169 
16.343 

8,126 
45,387 


4,610 

5,509 

383 

1,252 
o  ono 

5 
10.542 


978 

110 

1,038 

725 

202 

11 

102 

3.50 

3,566 


^BF 


Figures 

for 

1900. 


17,083 
13,911 
13,689 
44,683 

1,091 

474 

1,1!52 

2,717 

1.013 
12,745 

8,487 
1.5,919 

8,020 
45,171 


K  700 
■  t,  i  WW 


.5,332 

280 

400 

6,255 

40 

11,335 


In- 

cressp. 


i6 
324 

483 
833 


424 
106 
216 


•  •  ■  • 


177 
103 
852 


1,140 

■  •  •  • 

120 

•  •  •  • 

1,260 

•  •  •  ■ 

6Cl 

54 

148 

54 

8 

3 

89 

13 

426 

•  •  •  « 

3,853 

•  •  •  • 

De- 
crease. 


194 

88 

334 

616 

18 

>  •  • 

318 


•  •  •  ■ 


1,073 


4,053 
35 

793 


162 

Jo 

172 

a  •    •  ■ 


< 
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STATISTICAL  SUhJUARY-jCotUlmied). 


Comparison  of  Items  of  most  Interest. 


Income!  (nted  in  work  of  flohoola,  etc.)- 
From  School  Fees 

From  Government  Aid  .... 

From  Press  and  Industrial  worl^  — 
Total  Earned  Income  .... 

Grand  Total  Collected  and  Earned 
in  India  — 

***    Number  of  Day  Schools  .... 

Number  of  Scholars,  Christian,  Male. 

Number  of  Scholars,  Christian,  Fe- 

TYi&le  • .  •  • 

Number  of  Scholars,  Non-Christian, 

^Lff  n  la  .  .  .  • 

Number  of  Scholars,  Non-Christian, 
Female  ,  •••• 

Total  Number  of  Scholars 

IVorkors — 

European  Missionaries  and  Helpers, 
Hindustani  Workers  of  -all  Grades, 


51,113 

30,778 

<53,0*8 

1,43,938 

1,60,873 

515 
3,922 

2,360 

4,203 

1,601 
13,065 

99 
1,532 


Figures 

for 

1900. 


48,077 

29,753 

52,633 

1,30,462 

1,51,300 


I 

In-    I    De- 
crease. I  crease. 


'I 


3,035 

1,026 

9,415 

13,476 

9,567 


596 
4,269 

•  •  >  • 

•  •  •  • 

81 
317 

2,455 

»  •  •  • 

95 

4,491 

•  •  •  • 

392 

1,835 
13,053 

•  •  •  • 

•  •  •  • 

234 
96S 

95 
1,683 

4 

•  t  «  • 

•  •  •  • 
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The  following  comparative  statement  showing  the  gains  and  l^s  in  the 
ten  ^ekrs  sl^^^^^  In^^*  Conference  territory  was  separated  from  us 

is  of  practical  interest. 

uTATmTICAL  SUMMARY  OF  1901,  COMPARED  WITH  THAT  OF 
STATISTICAI.^SUM,igAi^x^^  SAME  TERRITORY. 


Hems  of  Special  Interest. 


Conference  Members,  European  .... 
„         Native        — 

Local  Preachers  

Total  Paid  Workers 
Membership—Full  Members 

Probationers  ■  .. 

Christian  Community 
Baptisms— Adults  — 

Children 
Sunday  Schools— Number  of        — 
Christian  Scholars 

Non     „    , ,   11         . 
Schools- -Boys'  Vernacular 

Girls*  „     ^      , 

Eng.  and  Ver.  Boys' 
„       „       „    Girls' 
Day  Schools— Scholars,  Chr.Boys.. .. 

,,  ,,    Girls.... 

„Non-Chr.Boys — 
,.        „       Girls — 

Total  Scholars 
Collection— Missionary 

Children's  Day 
Ministerial  Support  from  Europeans, 

„    Hind.  Ch., 


•  •  •  • 

•  •  •  • 

•  •  •  • 

•  •  •  • 


1901. 


19 

68 

269 

1,631 

14,235 

17,109 

45,516 

818 

1,383 

1,025 

20,918 

24,469 

312 

173 

18 

12 

3,923 

3,360 

4,302 

1,601 

12,085 

1,089 

725 

4,649 

d,Ulftf 


1892. 


31 

43 

173 

1,511 

10,660 

15,153 

33,513 

5,181 

3,479 

983 

16,093 

21,854 

443 

338 

27 

10 

6,911 

3,377 

6,747 

8,917 

18,953 

1,506 

434 

4,933 

3,411 


In- 
crease. 


36 

96 

130 

3,575 

1,956 

13,004 


43 
3,875 
2,615 


3 


391 

•  «  •  • 

3,098 


De- 
crease. 


o 


4,363 
3,096 


131 

55 

9 

•  «  •  • 

3,989 
17 
3,.545 
1,316 
6,867 
417 

•  •  •  • 

273 


l 


REPORTS  OF  COMMITTEES. 

Wfuxt  Vhese fi/gnres  tell :  The  ordinary  work  connected  with  the  gather- 
ing of  these  figures  has  no  element  of  poetry  in  it.  The  statistician  is  for 
hours  and  days  a  mere  arithmetical  machine,  but  when  the  entire  reports 
are  tabulated  and  the  full  results  for  the  comparative  statement  are  Insight, 
the  work  grows  Interesting.  First :  The  fear  constantly  remains  that  wnou 
the  work  Is  apparently  all  done,  startling  errors  and  ridiculous'dlscrcpancies 
will  appear,  which  have  escaped  the  eye  of  prcach«^r-in-charffc,  presiding 
elder  and  statistician.  These  must  be  located,  enquired  Into  and  corrected  ; 
sometimes  entailing  hours  of  work  and  changes  that  affect  many  columns. 
Next,  the  real  facts  of  the  state  of  our  work  as  reported  appear.  And  the 
statistician  must  ask,  **  Have  there  been  increases  or  decreases?  Can  they 
be  accounted  for  or  not  ?    What  explanations  are  possible  ?  *' 

We  approached  this  summary  this  year  with  great  anxiety  for  two  rea- 
sons :  First;  How  would  our  figures  of  community  compare  with  those 
of  the  Government  census  taken  last  year  ?  Second  ;  To  what  exUMit  and  how 
has  the  decrease  in  our  appropriation  and  the  financial  status  of  the  Mission- 
ary 6k>ciety  affected  our  work  V  The  summary  we  present  shows  at  a  glance 
the  latter.  Our  community  has  increased,  our  baptisms  have  decreased. 
This  can  be  accounted  for  by  the  fact  that  some  wlioso  names  were  dropped 
have  returned  to  their  allegiance  and  l>eeu  counted.  Our  Sunday  Schools 
hold  their  own.  There  is  a  slight  increase  in  some  collections  and  a  loss  in 
others  ;  but  as  regards  the  Native  Church,  the  results  of  their  girts  are  about 
the  same  for  the  two  years.  The  fee  incomes  of  schools  and  the  earnings  of 
the  press  have  been  greatly  increased,  in  schools  and  their  attendances  there 
has  been  a  decrease  In  every  item  reported,  showing  that  that  effective  evan- 
gelical agency  is  slipping  from  our  grasp  under  the  strain  of  financial  strin- 
gency. We  have  lost  151  of  our  Native  workers.  Part  of  this  is  because  of  a 
clerical  error  in  certain  circuits  last  year,  but  O/^of  this,  lamentable  though  it 
b(\  was  to  be  expected  as  the  natural  result  of  our  effort  to  retrench.  Evi- 
dently the  advance  in  self-support  is  all  that  saved  us  from  making  a  poorer 
showing  In  this  regard. 

As  for  our  statistics,  compared  with  the  Government  census  result,  there 
is  a  discraponcy  here  that  is  hard  to  explain.  Our  minutes  in  January  1901, 
showed  a  Christian  community  of  41,083.  The  N.-W.  India  Conference  has 
at  least  30,000  communicants  In  these  provinces,  so  the  census  should  have 
shown  about  74,000  American  Methodists.  It  shows  but  51,574,  whf^h  is  at 
least  22,000 less  than  what  we  have  counted.  Where  are  these  22,000 ?  Why 
were  they  not  reported  to  the  Government  ?  We  give  the  following  as  pro- 
bable reasons  :  (1.)  The  ignorance  of  many  of  our  people  as  tu  the  name  of 
our  Church.  They  know  themselves  as  Christians  only.  (2.)  The  neglect  or 
inability  of  poorly  educated  enumerators  to  write  what  was  told  them  In  the 
proper  column.  (3.)  Many  Christians,  partly  through  real  and  partly 
through  unnecessary  fear  of  the  ofYlcials  who  took  the  census,  would  not  say 
that  they  were  Christians.  (4.)  Hundreds  were  written  d<>wn*wIthout  ques- 
tion as  sweepers  because  of  their  profession  and  of  tliclr  living  in  sweeper 
mohallas.  There  were  also  other  reasons,  but  it  cannot  be  denied  that  the 
trouble  is  largely  in  the  weakness  of  some  of  our  adherents. 

N.  L.  Hockey. 


THE  STATE  OP  THE  CHURCH. 

Your  Committee  on  the  State  of  the  Chnreh  beg  to  report  as  follows  :~ 
From  patient  inquiries  made  by  your  Committee  from  leaders  and  work- 
ers on  the  different  districts  In  our  Conference,  they  learn  that  the  present 
state  of  our  Native  Church  is  on  the  whole  better  and  more  encouraging  than 
last  year,  and  they  venture  to  say  that  the  present  generation  of  Native 
Christians  has  greatly  Improved  in  Intelligence  and  piety  on  the  preceding. 

1.  There  ba.s  bcfMi  an  increase  In  membership  over  lastyear  of  833*.  and 
though  there  has  been  a  decrease  in  tlie  total  baptisms  of  616,  it  only  shows 
that  our  workers  are  giving  more  serious  attention  to  the  building  up  of  those 
already  baptized  in  their  blessed  faith  and  hope. 

2.  There  has  been  an  advance  In  the  collections  for  pastors'  support  this 
year.  This  in  many  places  of  our  mission  has  been  of  a  very  hopeful  and 
stimulating  nature,  and  though  we  have  to  say  with  respect  to  entire  scl{- 
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support,  **  Dehlf  hanoz  dtir  hal,"  yet  our  Native  Church  is  working  with 
that  desirable  end  in  view  ;  and  wo  hope  tlie  day  will  dawn  when  our  Native 
Church  will  shine  forth  in  all  her  streugtii,  independent  of  foreign  gold. 

3.  From  many  circuits  cheering  reports  have  come  to  your  Committee  of 
our  village  Native  Christians  separating  themselves  entirely  from  fellowship 
with  old  idolatrous  friends,  their  pancfuiydtSt  and  reverence  for  idol  worship. 

4.  Also  this  year  there  has  been  a  great  improvement  in  regard  to  our 
people  leaving  their  former  superstitious  modes  of  marriage  and  burial  and 
loliowlng  tUe  rules  of  our  church  In  these  ceremonies. 

5.  The  special  services  of  our  Church,  including  Sunday  School,  meet- 
ings, andEpworth  League  gutberings,  have  been  earnestly  and  faithfully  con- 
ducted on  all  our  circuits,  and  a  great  increase  of  spiritual  life,  and  a  deeper 
sense  of  Christian  responsibility,  created  In  our  members  as  a  consequence. 

6.  Very  encouraging  reports  come  to  your  Committee  from  the  different 
district  conferences  lately  held.  They  speak  in  very  warm  terms  of  thegreat 
work  done  at  these  conferences  by  the  presence  and  prayers  and  preaching 
of  Bishop  Warne,  and  of  the  large  numbers  of  conversions,  especially  among 
our  young  people,  as  well  as  the  numbers  of  sincere  consecrations  and  true 
baptisms  of  the  Holy  Spirit,  that  took  place  as  happy  results  of  that  work, 
and  your  Committee  pray  that  the  Great  Master  may  continue  to  bless  our 
esteemed  Bishop  with  health  and  vigour  and  power  to  carry  on  this  God- 
blessed  work  in  other  parts  of  this  vast  empire. 

7.  The  spritual  success  and  prosperity  of  our  mission  work  depend  upon 
the  ensuing  conditions :  That— 

a.  Our  Native  Church  be  free  from  sin  and  all  Idolatrous  customs. 

b.  That  the  Church  bo  earnest  In  the  pure  worship  of  God  In  Christ ; 

and  In  every  good  and  holy  work. 

c.  That  the  Church  put  forth  all  her  physical,  mental,  moral  and  ma- 

terial strength  for  the  spread  of  Gospel  truth  among  the  unconvert- 
ed. 

8.  Ucuce  your  Committee  would  advise  that  much  prayerful  care  be 
taken  by  quarterly  aud  district  conferences  in  recommending  and  sending 
up  for  ordination  men  of  great  self-control,  of  some  Intellectual  ability  and 
much  spritual  power,  to  load  and  conduct  the  various  and  solemn  interests  of 
such  a  church. 

9.  In  conclusion  your  Committee  would  say  that  notwithstanding  the 
depression  arising  from  the  frequent  annual  deductions  from  the  sum  ne- 
cessary to  carry  on  our  work,  they  would  emphasize  the  grand  fact— that  the 
Lord  reiipieth;  and  would  go  on  trusting  in  our  riiigning  God  and  greatly 
hope  that  as  He  has  so  wondferfully  helped  and  blessed  us  in  the  past  41  years, 
He  would  still  have  the  prayers,  acknowledge  the  faith,  and  own  the  labours 
of  His  servants  in  the  harvest  lield,  that  in  the  next  44  years  they  should  see 
most  of  the  peoples  of  Kumaou.  Uohllcund  and  Oudh,  from  **  the  least  to  the 
greatest,'*  given  to  the  Lord  Jesus  Christ  for  His  '*  inheritance,"  and  the 
uttermost  parts  of  India  for  his  **  possession." 

S.  Knowles, 
For  f/ic  Committee. 

REPORT  OP  THE  COMMITTEE  ON  TEMPERANCE. 

In  submitting  this  report  on  Temperance  your  Committee  Is  of  the  opin- 
ion that  this  subject  Is  of  sufficient  importance  to  receive  most  careful 
attention.  It  is  not  enough  that  we  should  wrlt<)  a  hastily  prepared  report 
full  of  trite  and  accepted  tenets ;  that  this  report  should  bo  given  an  In- 
different hearing  and  then  formally  spread  upon  the  pages  of  the  minutes 
never  to  be  read-  again.  We  feel  that  this  is  a  work  and  teaching  that  is 
specially  committed  to  us  aud  wr;  should  be  true  to  our  trust. 

It  Is  true  that  our  church  gives  forth  no  uncertain  sound  on  this  subject 
Wo  not  only  believe  that  temperance  embraces  moderation  and  self  denial  in 
the  use  of  good  things  but  also  abstinence  from  those  things  that  are  harm- 
ful, such  as  Intoxicating  liquors  and  narcotics.  We  rejoice  In  the  fact  that 
our  ministers  as  a  whole  are  free  from  these  things  and  .teach  temperance  to 
our  iwople.  Yet  we  cannot  shut  our  eyes  to  the  fact  that  the  battle  is  not 
yet  won.  There  are  many  of  our  people  who  have  recently  come  from  hea- 
thenism who  use  tobacco  and  some  who  use  intoxicants.    There  is  also  a 
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tendency  among  some  of  onr  young  people  who  go  out  Into  the  world  and 
mix  with  those  who  use  these  things  to  lower  the  standard  In  this  matter. 
The  position  that  we  have  gained  must  be  maintained  by  that  eternal  vigi- 
lance which  is  the  price  of  liberty,  and  we  roust  go  on  and  complete  our  task. 

In  order  that  this  report  may  be  practical  your  Committee  makes  the 
following  recommendations :  — 

1.  That  all  our  children  shall  be  diligently  taught  the  principles  of  total 
abstinence. 

3.  That  our  Epworth  Leagues  occasionally  prepare  special  programmes 
9  on  this  subject. 

3.  That  in  addition  to  mere  references  to  the  subject  of  temperance  in 
sermons,  our  preachers  should  two  or  three  times  a  year  preach  special  ser- 
mons on  this  theme. 

4.  That  editors  and  those  who  write  for  the  papers  should  frequently 
deal  with  this  theme. 

5.  That  we  encourage  and  co-operate  with  all  temperance  organizations 
such  as  tho  Lnl  Fita  Fauj,  Hands  of  Hope  and  tlie  Woman's  Christian  Tcni- 
I)erancc  Union. 

J.  0.  Butch KR. 
J.  N.  West. 

W.  R.  ROWEN. 

H.  B.  Mitchell. 


BBPOBT  OF  SVJrOAt  SCHOOL  UNIOK. 

The  Sunday  School  work  of  the  conference  has  been  carried  on  during 
the  yenr  along  the  usual  lines.  The  numbers  remain  about  the  same,  the 
statistics  showing  a  decrease  of  18  Sunday  Schools  and  an  increase  of  .533  schol- 
ars. This  is  on  tlie  whole  encouraging  for  It  shows  that  in  spite  of  the  con- 
stant effort  to  reduce  and  retrench,  the  Sunday  School  cause  hus  in  no  way 
suffered.  The  increMse  in  attendance  is  equally  distributed  between  Christ- 
tans  and  non-Christians. 

Tiiere  is  little  out  of  the  ordinary  line  to  rox)ort.  The  Luckuow  Sunday 
Schools  have  rrsumod  their  annual  fete  and  report  a  very  successful  one  this 
year.  The  procession  with  its  ."i  bands  4  elephants  and  all  tiie  miscellaneous 
collection  of  Oriental  colour  and  disphiv  was  hcurtily  appreciated  Ixith  by  the 
iiurticipanls  nnd  ouloulcers.  and  the  nli-day  picnic  In  which  European  nnd 
Hindustani  Christians  as  well  as  the  large  number  of  non-Christian  pupils 
shared  nlik**,  was  an  ideul  exhibition  of  the  true  Christmas  spirit. 

Bareilly  still  holds  the  b'tnner  for  having  tlie  largest  number  of 
schools  and  scholars  in  any  single  circuit. 

The  annual  convention  of  N.-W.  P.  and  Oudh  Sunday  School  Union,  of 
which  our  conference  Union  is  a  branch,  wus  held  at  Bareilly  in  October, 
with  a  much  larger  attendance  of  Hindustani  delegates  than  ever  before. 
This  increased  attendance  came  as  was  natural  from  our  own  ranks.  We 
nrgc  all  our  people  to  take  a  hearty  interest  in  this  Inter-deuomluatioDal 
Union  and  hope  that  all  our  circuits  will  as  far  as  possible  send  delegates  to 
the  conventions. 

Two  important  suggestions  were  favored  at  the  convention  which  may 
sooner  or  later  come  before  us  for  action.  One  was  the  establishment  of  an 
inter-denominational  series  of  Sunday  School  lesson  helps  in  place  of  onr 
present  riumerons  lesson  helps  published  from  the  various  mission  presses  in 
these  provinces,  and  the  other  was  the  holding  of  a  joint  convention  of  the 
Sunday  School  Union,  the  Epworth  League  and  Christian  Endeavour.  Both 
these  matters  were  referred  to  the  proper  officers  for  consideration  and  cor- 
respondence. 

Following  the  line  of  the  valuable  suggestions  given  at  the  convention, 
your  committee  is  of  the  opinion  that  the  village  Sunday  Schools  are  capable 
of  great  improvement.  The  instruction  given  in  them  should  be  of  a  more 
elementary  character  than  that  given  In  the  schools  at  the  circuit  centers, 
but  it  should  nevertheless  be  continuous  and  progressive  instruction.  We 
recommend  that  our  preachers  in  charge  give  more  attention  to  the  develop- 
ment of  the  existing  village  schools  in  all  our  circuits.* 
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Collections  arc  taken  in  many  of  our  schools  bnt  by  no  means  all,  and 
your  committee  believes  that  there  is  a  great  opportur>Ity  for  development 
along  this  line  which  should  be  embraced  by  all  onr  workers. 

Praying  that  God  may  guide  and  abundantly  bless  us  all  In  this  Import- 
ant work. 

We  are  on  behalf  of  the  conference. 

W.  A.  Mansell. 
Nizam  All 
Ganga  Nath. 
J.  Jacob. 

S.  8.  DBASE. 


FOBWABD  MOVEMENT. 

The  forward  movement  which  has  been  before  our  conference  for  a  year 
in  most  Districts  has  been  pushed  with  commendable  earnestness.  It  has 
resulted  In  a  distinct  advance  on  spiritual  lines.  Revival  Meetings  have  l>een 
frequently  conducted  and  although  the  number  of  converts  has  not  been 
tabulated  all  presiding  elders  have  reported  a  very  encouraging  increase. 

We  recommend  that  our  Presiding  Elders  and  Preachers-in-Charge 
continue  to  work  along  the  same  lines.  We  especially  recommend  the  con- 
tinued and  extended  use  of  the  weekly  prayer  cycle,  believing  that  it  will  lead 
to  a  strengthening  of  the  spiritual  life  of  our  Church. 

W.  A.  Mansell* 

BEFOBT  07  SPECIAL  COMMITTEE  ON  EBtJGATIOH. 

To  the  Board  of  Managers— 

Of  the  Missionary  Society  of  the  Methodist  Episcopal  Church. 
Dear  Brethren,— 

On  behalf  of  the  North  India  Conference  we  desire  to  call  your  attention 
to  the  following  very  grave  matters  connected  with  education  in  this- Con- 
ference :— 

1.  We  have  witnessed  from  year  to  year  the  closing  of  our  schools,  and 
have  been  helpless  to  prevent  It.  During  the  past  nine  years  one  hundred 
and  thirty-nine  Vernacular  and  Anglo- Vernacular  Schools,  with  a  total 
attendance  of  nearly  three  thousand  Christian  boys,  have  beon  closed  for 
want  of  funds  to  support  ihem.  Many  of  those  were  what  was  known  as  the 
Goucher  Schools. 

2.  During  these  years  girls'  schools  under  the  management  of  the  W.  F. 
M.  Society  have  sumued  very  little  from  lack  of  funds.  In  many  places 
where  boys'  schools  have  been  closed  and  thn  boys  sent  home,  schools  for 
girls  have  been  continued,  and  their  ability  to  provide  scholarships  for  the 
education  of  girls  has  greatly  increased.  The  Presiding  Elder  of  the  Morad- 
abhd  District  writes  :  '*  There  were  one  hundred  and  eighty-seven  girls  in 
our  two  Anglo- Vernacular  vSchools  In  IWI,  and  In  the  two  Anglo- Vernacular 
boys'  schools,  one  hundred  and  forty  boys.  Tlie  number  of  boys  Is  being 
slowly  reduced.  We  are  running  beyond  our  capacity  to  support  boys,  while 
the  W.  F.  M.  Society  has  scholarships  to  support  forty  or  tifty  more  girls. 
This  condition  of  things  exists  especially  in  the  Budaon  Boarding  S(^iools. 
Ten  years  ago  there  were  one  hundred  and  twenty  boys  in  the  schools,  and 
now  there  are  only  fifty-iive,  and  this  number  must  be  cut  down  still  further 
as  there  is  not  money  to  educate  them."  This  is  a  sample  of  what  exists 
through  our  entire  Conference. 

3.  Certain  very  grave  results  are  growing  out  of  this  state  of  things 
(1)  Our  people  are  beginning  to  withold  their  girls  from  our  schools,  afHrming 
that  if  they  educate  their  girls  to  the  neglect  of  their  boys,  they  will  not  be 
able  to  secure  husbands  for  their  daughters,  as  an  educated  girl  will  not 
marry  an  ignorant  man.  (2)  Our  people  are  beginning  to  seek  husbands  for 
their  daughters  in  other  missions.  The  rrsult  Is  that  we  are  beginning  to 
lose  our  educated  girls. 
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We,  therefore,  beg  of  you  to  lay  these  facts  before  the  Church  at  home, 
and  that  efforts  be  made  to  secure  an  endowment  (or  scholarships)  for  our 
Conference  Boys*  Hoarding  Schools.  Tho  income  from  such  a  fund  would 
support  in  the  first  place  ttic  teaching  staff  of  such  schools,  and  in  the  second 
place  provide  scholarships  for  tho  support  of  hundreds  of  poor,  worthy 
Christian  boys. 

The  future  prosperity  of  our  Church  is  imperilled  by  this  sad  state  of 
things.  To  baptize,  a  boy  and  leave  him  in  the  gross  ignorance  and  supersti- 
tion of  his  environment  is  a  sin.  Hindus  and  Mohammedans  are  deeplv 
interested  in  education.  They  are  opening  and  suppurting  their  own  schools 
and  colleges.  They  are  outstripping  our  young  men  in  all  openings  for  em- 
ployment. We  must  educate  our  people  or  have  a  mass  of  baptized  igno- 
rance on  our  hands. 

Wo  are. 
On  behalf  of  the  Conference, 
Very  Sincerely  Vours, 

F.  L.  Neeld. 

N.  L.  KOCKEY. 

REFOBT  OF  THE  HT7TTRA  MISSION  TRAINING  SCHOOL. 

Jminary  \Ht  \Wl— December  3l8f  1901. 

The  past  year  has  been  one  of  unparalleled  prosperity  in  the  history  of 
the  8chool.  The  school  has  become  better  known,  there  have  been  more 
letters  of  inquiry  and  mucli  more  general  interest. 

The  total  number  of  students  ena>Iled  during  the  year  has  been  sixty- 
three,  divided  as  follows  :  — 

English  Department,  twelve  ;  Vernacular  Department,  regular  course, 
twenty  ;  special  course,  twenty-two,  and  nine  in  the  class  for  pastor- teachers* 
wives.  i)f  the  eleven  in  the  English  Department,  three  have  been  graduated. 
One  of  the  three  is  employed  as  our  Zanana  Assistant  in  Muttra,  one  is  em- 
ployed in  the  Nortli-India Conference  us  an  assistant  in  village  evangelistic 
work,  while  the  third  is  a  deaconess  and  satisfactory  assistant  in  the  Ver- 
nacular Department  of  our  Training  School. 

The  English  Department  has  outgrown  onr  kothi^ind  through  the  muni- 
ficence of  Mr.  Hlackstono  a  new  liouse  is  being  constructed  which  is  to  con- 
sist of  one  large  library  and  study-room,  two  class  rooms  and  one  dormitory. 

Slk  have  been  graduated  from  tin*  Vernacular  Department.  One  has 
been  called  to  her  eternal  home,  one  is  doing  satisfactory  work  in  Muttra  as 
Zanana  Bible-reader,  one  is  a  teacher  in  tlie  Orphanage  at  Phalera,  an- 
other in  Ajmere,  one  is  teaching  in  the  boarding  school  at  Bijnour,  and  one 
has  returned  to  work  with  Miss  ICylo  in  Panri. 

Thus  we  have  the  pleasure  to  report  that  every  one  of  this  year's  nine 
graduates  is  now  employed  in  Christian  work. 

In  the  Boarding  Department  for  the  Vernacular  students  every  room  is 
filled  and  we  are  now  laying  plans  for  its  enlargement. 

Five  different  missions  arc  represented  among  our  students. 

Mary  Eva  Qregg, 
Secretarif  Board  of  Control. 

REPORT  OF  THE  BOARD  OF  EXAMINERS  FOR  1908. 

B.  T.  Badley  passed  in  all  the  English  and  Vernacular  studies  of  the  I 
year  except  1  Vol.  of  Miley's  Systematic  Th»?ology. 

W.  B.  Empey  passed  in  all  the  Vernacular  studies  of  the  I  year  except 
the  Gospels  in  type  ;  he  also  passed  in  all  the  EnglJbh  studies  of  the  II 
year. 

R.  I.  Faucett  passed  in  Haqaiq  ul  Maujudat  of  the  I  year,  all  the  Ver- 
nacular studies  of  the  II  year,  *•  the  Sacraments  "  by  Watson  of  the  II  year, 
find  all  the  English  studies  of  the  III  and  IV  years. 
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J.  N.  West  passed  in  all  the  Vernacular  studies  of  the  III  year,  except 
Taubat  un  NIsu  and  the  Gospols  In  Porsian. 

1.  For  Loctil  DeticoiVs  Oiders. 

D.  Wilson  passed  lu  all  studies. 
LaljIMal       „  „       „ 

Sohan  Lai      ,,  ,,       ,. 

IJahal  Singh,.  ,.       ,! 

Kallu  Porter,,  „ 

lialdeo  Das    „ 

R.White    „      ;;    ;: 

P.  S.  Morris  ,.  ,.        ,, 

2.  Fur  Loeai  EUtcrn  OnUrs. 

Charles  Khiyall  passed  in  all  studies. 
Kallyan  Sin»<h       „  „       ,, 

3.  For  AilmisHlon  on  THoL 

J*rein  Maslh,  Preston  S.  Hyde,  and  Mlsrl  Charan  passed  in  all  studios 

A.  S.  Wesley  passed  in  all  studle.^. 
II  Year. 

Yacjub  All  p;issed  InTanVi  iii  IlayAt. 
J II  Year. 

LuzurSbah  passed  in  Tashrlb  ui  Taslis  and  Satmat  Nin'ipan,  thus 

completing  tlie  course  for  the  III  yeJir. 
N.  R.  Childs  passed  in  *r>A  ki  Mrat,  Tjislirfh  nl  Tnslfs  and  Satmat 

Nirfipan,  thus  completing  the  i-otirse  for  the  III  vear. 
J.  H.  Walter  pa.^sed  in  Tsji  k(  Sfrat,  and  'I'swi  Snhfit,  leaving  one 

subject,  8atmat  Nirfipan,  to  bring  up. 
fl'^  Year, 
J.  Thomkinson,  Prem  Sinyh  and  Jukklian  Lai  passed  in  all  subjects 

of  the  IV  year, 
(ianga  Nath  paj^sed   in  the  1,  3  and  4  Faslen,  thus  completing  the 

course  of  the  IV  year. 


.'». 


Ya\|(ib'Alf  aur  Ya'qfil)  Singh  I  s.'^l  ki  Church  Ilistorv  ka  imtiliAn 
phir  dewen.  Ya'<|fib  SInpli  se  1  sill  Ua  fulirlri  wa'z  l>hi  eli:'iliiye. 

Kay  Silas  I  sal  ke  Church  History  aur  II  M  ki  Tariq  ul  llayiU.  ka 
imtiliAn  phir  dewen. 

J.  U.  Walter  III  <dl  ke  Satmat  Nirfipan  kk  imtihdn  phir  dewen. 

C.  L.  Babe, 

licfjlstrnr,  Boanl  nf  ExnmtnerH, 

BEFOBT  OF  AUDITIKO  COXMIIIEE. 

The  Auditing  Committee  reports  that  it  has  examined  and  found  correct 
the  following  books  :— 

The  booKs'  of  all  the  Presiding  Elders,  except  those  of  the  Presiding 
Elder  of  BarelUy-Kumaon  District. 

The  books  of  the  Conference  Treasurer,  and  the  Mission  Treasurer  up  to 
the  end  of  1900. 

The  accounts  of  the  Treasurer  of  the  Sunday  School  Union,  to  the  end 
of  1900. 

The  books  of  the  W.  F.  M.  S.  were  audited  by  the  Presiding  Elders  and 
the  Auditing  Committee. 

The  books  of  the  following  Institutions  have  been  audited  :-t- 
Reid  Christian  College. 
Woman's  College. 
Deaconess  Home. 


?VeIles^ey*"**  [  To  the  end  of  the  2nd  Quarter. 


Theological  Seminary. 
Methodist  Publishing  House  up  to  October  1,  by  D.  J.  Daly  an  expert 
accountant. 
The  Presiding  Elder  of  Oudh  District  reports  all  the  accounts  of  his  dist- 
rict audited  to  the  end  of  the  year. 

The  Presiding  Elders  of  Hardoi,  Bareilly-Kumaon,  Pllibhit  and  Garh- 
wal  Districts  respectively  report  all  the  accounts  of  their  Districts  for  the 
first  three  quarters  audited. 


J 


REPORTS  OF  COMMITTEES  89 

The  Presidiug  Eider  uf  Moradabad  District  reports  all  accounts  audited 
to  tho  end  of  the  year,  excopt  those  of  M  i?*s  Means,  W.  B.  Empey,  G.  C.  Ueweg 
and  Miss  Carts,  whicli  have  been  audited  to  tlie  end  of  tli<»  3rd  Quarter. 

The  Presiding  Eider  of  Gonda  District  reports  all  boolis,  except  those  of 
Gonda  Circuit,  audited. 

J.  N.  West. 
J.  Blackstock. 
G.  C.  Hewes. 
h.  l.  mukerji. 
Miss  Hoge, 
Mrs.  Rare. 
II.  I.  Faucett 
B   T.  Badley. 
S.  S.  Deasr, 

BEPORT  OF  XaS  C3!fF£%5:iC2  DEAG9HE33  BOABD. 

Tiie  foiifereiuM*  DeacniH'ss  Itoard  n-port  tiiat : 

1.  Tljf  y  havt*  pa^JHcd  rin' i-liarjiotcrsof  tlie  folltiwinK  Deaconesses:  Mii^ses 
Suliivau.  IJnddrii,  JSiicldo!!,  Scott,  iloi;*',  llardio,  M.  Means,  Trosham, 
Urowiio,  Ingrain,  A.  Means  and  Ruddick. 

Prubntloncry  Dettconet(f<es.—  M\»Aos  Huyf^s  sind  I^awrence. 
AsHocUtte  De(iCi}ne8Heft.—MYS.  Turker  and  Mrs.  Caroline  Richards. 

2.  They  appointed  Miss  Sullivan,  Miss  A.  Means  and  Mrs.  Thobnrn  a 
committee  to  examine  the  Deaconesses  on  probation. 

3.  They  recommended  tiie  following  to  be  the  Conference  Deaconess 
Jloard  for  the  coming  year : 

Rev.  J.  C.  Butcher,  President ;  Mrs.  Parlcer,  Secretary  ;  Rev.  S.  Tupper, 
Rev.  M.  Stephen,  Rev.  J.  W.  Robinson,  Rev.  W.  R.  Bo  wen,  Mrs.  Neeld,  Mrs 
Knovvles,  Miss  Suliivau  and  Mrs.  Thoburu. 

J.  C.  Butcher,  President* 

BEFOBr  OF  CONFEBEKCE  8TEWABDS. 

I.      CONFERENCE  CLAIMANTS. 

We  recommend  the  following  payments  for  1902  : — 

NnmcH.  lis.  per  minith,  Addrciftf                   ToUil  for  year, 

Mrs.  Cntier  JO  N«gina  ']20 

Mr«.  Haqo  13  Moradiibad  VA\ 

A.C.Paul  J.'i  i-.ucknow  180 

Mrs.  B.  Paul  ]0  Bahraich  J20 

Mrs.  Gray  4                                „  4S 

A.  Soionum  15  FatehganJ  West  180 

A.  Sweet  10  C/o  J.  Blackstock  120 

Mrs.  Frauk  IG                                    „  192 


II.    Pension  Fund. 


Total  Rs.  1,116 


Names,                Rs,  per  month.  Address.  Total  for  year 

Phebe  Singh  3  C/o  H.  J.  Adams              30 

Nathiya  Singh  3  »           «t                             36 

SadiqMasih  3  m          u                            36 

Baladas  9  „    W.  B.  Empey           108 

Nancy  4  „             „                         48 

Likha  Singh  8  „              „                         96 

Mohan  Singh  2  „    Bahadur  S.,  Bfsaul!  24 

Dhoinpu  3  „    J.  H.  Messmoro           36 

Mrs.  Flint  5  „    8.  Tupper                   60 

Isa  Das  2  „    W.  Peters                    24 

MataDin  3  i.          »i                              36 

Mrs.  W.  Gulab  2  „    J.  Blackstock              24 

G.  Mayal  8  «»    Sitapur                       96 

Total  Rs,    660 


40  UBPOUTS    OF  CX>MM1TTEES. 

'  The  total  amount  available  for  aistrlbution  is  :  Circuit  Collections  Rs. 
3^;  Interest  Us.  2iO:  W.  b\  M.  8.  Sucioty  Collection  Rs  31;  Special  Collection 
Rs.  40:  Total  1^.  m'). 

J.  H.  Messmore. 

W.  R.  Bo  WEN. 


Committee  on  nDemofre. 

Bishop  EJdwIn  W.  Parker  was  born  at  St.  Johnsbury  Vermont,  January 
21, 1833.    He  entred  the  Biblical  Institute  at  Concord,  N.  D.  March  1st.  1856. 
In  that  year  he  was  unitod  in  marriaRe  with  Miss  Lois  Lee,  companion  in  all 
the  years  of  work  that  followed.    In  April  following  ho  was  received  as  a 
probationer  in  the  Vermont  Conference  and  in  May  18.57,  was  appointed 
preaclier-in-chargp  of  Lunenbnrgh  Station  in  the  Vermont  Conference.    He 
received  his  ofHcial  appointment  as  missionary  to  India  ou  the  22nd  of  Feb- 
ruary 1859,  and  on  the  12th  of  April  following,  sailed  from  JJoston  for  Cal- 
cutta, reacliing  that  place  ou  the  21st  of  Aiii^ust  18.73.     Witl:  his  fellow  voy- 
agers,  il«^v.  .1.    D()wn(»y  and  wife,   Rev.  C.  W.  ,U\iU\  and  wife.  Rev.  .1.  W. 
Waugh  and  wife,  Rev.  J.  M.  Tliohurn  and  Mrs.  Parker,  lie  reached  Lucknow 
Sept*^mber  IJrd,  wht^re  the  Annual  Meotlng  of  the   India  Mission   was   held 
the  week  following.     His  lirst  appointment  was  Bijnor  wiiere  he  remained 
unlil  October  ISrtl,  at  whicli  time  lie  was  transferred  to  Lakhimpur  In  order 
to  have  charge  of  tho  Cliristian  Village  which  was  t'»  be  built  up  in   the 
jungles  some  twenty  miles  from  Lukiiimpur.    On  account  of  falling  health, 
he  was  moved  to  Moradabad,  in  Fel>ruary  1803,  which  remained  his  appoint- 
ment until  the  organi^atiMu  of  the  India   Mission  Conference  by  Bishop 
Tluimson  at  Lui'know,  in  i)etM»ml)er  ISiU.     At  this  ConferiMice  he  was  made 
Presidiifg  KIder  of  tlie  Moradabad  District,  which  appointment  he  held  until 
April  18()8,  at  which  time  owing  to  failun^  in  health  he  was  ot)iiged  to  leave 
India  and  return  to  America.    He  returned  from  America  in  St^ptember  1870, 
and  during  the  year  1871,  lie  was  preacher-in-charge  of  tlie  Moradabad,  and 
Amroha  Circuit.     He  was  Presiding  Elder  of  the  .Moradabad  District  in  1872, 
and  Presiding  Eider  of  the  Rohilkand  District  until  January  1878,  and  1S79, 
he  was  preaclier-in-cliarge  of  Moradabad  Circuit  and  from  .lannary  1880,  to 
January  1883,  lu)  wiis  again  Presiding  Elder  of  the  Rohilkand  District.     He 
took  furlough  in  January  1HS3,  and  being  a  delegate  to  the  General  Confer- 
ence of  18S4,  did  not  returned  to  India  until  Septeml)er  of  that  year.    In 
January  1HS5,  for  tlie  third  time  he  became  Presiding  Eider  of  the  Rohilkand 
District  and  h(*ld  the  appointmont  for  iive  years  until  January  1890.     He  held 
ihe  appointment  of  Gcnoral   Evangelist  during  1890,  and  In  January  1891, 
became  Presiding  Eider  of  tiie  Oudh  District,  holding  the  appointment  six 
years,  until  January  8897.     During  this  time  he  twice  visited  America  as 
delegate  to  General  Conference,  in  1892,  and  1896.    In  January   1897  ho  was 
appointed  Presiding  Elder  of  the  Bareilly  District  and  held  that  appointment 
until  May  1900,  when  he  was  elected  Missionary  Bishop  for  Southern  Asia. 
He  was  a  delegate  to  the  Genera'  Conference  of  1930.  and  returned  to  India 
as  Bishop  in  Octol)er  of  the  same  year.  He  reached  India  in    poor   health 
and  about  three  weeks  after  his  arrival,  became  very  ill  at  Aligarh.    He 
was  removed  to  Meerut,  where  for  a  time  his  life  was  despaired  of.    But  he 
rallied  and  came  to  Lucknow,   his  ofhcial  residence.    Here  ho  again  grew 
worse,  and  altliough  ho  frequently  rallied,  he  gradually  grew  weaker.    With 
the  opening  of  the  hot  season  he  was  taken  to  Bareilly.  where  he  remained  a 
few  days,  then  on  to  Naiui  Tal  where  the  long  struggle  with  disease  ended 
with  his  death  on  the  4th  of  June   1901.    The  leading  position  which  he 
occupied  in  the  Conference  is  indicated  not  only  by  the  class  of  appoint 
raents  he  filled,  but  also  by  his  membership  on  all  the  important  Boards  of 
Trustees  in  the  Conference  as  well  as  by  his  place  in  the  Central  Conference, 
and  in  the  Epworth  League  in  India  of  which  he  was  President. 

His  varied  work,  and  the  spirit  with  which  it  was  carried  out,  was  an 
expression  of  the  man,  and  makes  it  easy  for  us  to  form  an  estimate  of  his 
character.  Bishop  Parker  was  a  conaecrated  man.  All  he  had  and  was  and 
could  do,  was  on  God's  altar.  •  This  meant  all  his  strength  of  body,  mind 
heart  and  will  :  his  ability  natural  and  acquired,  his  time  andmoney  and 
opportunity.    He  gave  all  to  Qod  and  his  work.    In  duty  he  was /ait?i/ul. 
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At  Locknow  In  the  earlier  days  of  his  final  Illness,  when  it  was  thouprht  \^ 
could  not  recover,  he  said  to  the  writer  of  this,  *'  I  have  tried  to  be  faithfni." 
Faithfnl  he  was  in  the  larf^est  plan,  In  the  smallest  detail.  No  form  of  work 
entrusted  to  him  was  ever  neglected,  or  slighted  in  the  smallest  matter.  In 
all,  his  earnestness  and  zeal  were  manifest.  There  was  no  more  notable  ex- 
ample of  true  enthuslam  in  work.  Characters  of  rebust  energy  are  some- 
times wanting  in  kindness  but  his  was  a  nature  of  gentle  sympathy  for  the 
young,  for  the  weak  and  poor.  His  work  for  the  young  and  for  Christians 
struggling  with  worldly  poverty  was  a  marked  feature  of  his  life. 

Bishop  Parker  filled  a  very  large  place  in  the  plans  and  success  of  our 
mission.    His  was  a  genius  for  work,  and  the  range  of  work,  as  one  recalls  It, 
was  marvelous  etc.  the  apostle  said  of  himself,  we  may  say  of  our  depart- 
ed Bishop,  "  in  labors  more  abundant.*'    Itinerating,  building,  superintend- 
ing, education,  Sunday  School  work,  the  press,  temperance  work,  the  Epworth 
League,  these  and  more  are  words  that  suggest  the  widening  sphere  of  our 
lamented  follow  worker.    On  all  these  lines  ne  initiated  much  of  the  activi- 
ties and  enterprises  of  our  mission.    Perhaps  he  was  the  greatest  ltinerat<^r 
and  camp  meeting  man  we  have  had.    Tireless  in  building,  many  of  our 
structures  attest  the  wisdom  and  enterprise  with  which  he  wrought.     An 
enthusiast  in  Sunday  School  work,  he  was  always  at  it.    He  couiributed 
much  to  the  expansion  of  our  Press,  contributing  with  his  own  hand  to  the 
publications.     He  was  equally  devoted  to  educational  work  and  did  much 
to  promote  both  the  higher  and  primary  education  of  our  mission.    Founder 
and  patron  of  the  Epworth  Iieague  in  Southern  Asia,  he  did  much  to  make 
it  a  success.     He  was  an  earnest  advocate  of  the  temperance  movement  and 
with  nolce  and  pen  on  every  opportunity.    On  all  these  lines  of  work  he  was 
fertile  in  resource  and  tireless  in  pursuit.    His  aid  in  founding  the  W.  F.  M. 
Society  of  which  he  was   always  a   ready  friend,  is  a  matter  of  history. 
Bishop  Parker  was  a  mau  of  both  legislative  and  executive  ability.    Some 
men  can  plan  and  make  rules  but  are  not  themselves  noted  for  effectiveness 
In  carrying  to  success,  details.    But  oar  brother  seemed  equally  wise  and  at 
home  in  largest  planning  and  in  the  execution  of  minute  details.    Thus  he 
built  his  life  and  thought  into  our  mission  fi^ld  in  North-India  and  in  a 
measure    In  the  work  we  now  call  Southern  Asia.    No  mention  of  snrh  a 
career,  would  be  at  all  complete  without  recognition  of  the  fact  that  Mrs. 
Parker,  who  monrus  and  feels  this  bereavement  as  none  of  us  can,  was  an 
inspiration  and  cordinate  spirit  in  all  this  work.    We  will  not  cease  to  pray 
that  a  loving  God  may  continue  to  sustain  her  In  the  great  work  husband 
and  wife  built  together,  till  the  day  it  pleases  Him  to  join  them  again  amid 
the  spirits  of  just  men  made  perfect. 

Butalifeof  such  variedtoil  and  exposure,  though  long  sustained  must  feel 
the  strain.  Bishop  Parker,  stalwart  of  frame  and  with  muscles  like  tem- 
pered steel,  shrank  from  no  labor  or  exposure.  His  endurance  in  itinera- 
tions, and  fight  with  malaria  in  the  attempt  to  found  a  Christian  Community 
in  the  Lakhimpur  jungles.  Is  a  story  never  yet  fully  told  to  the  Church.  The 
seeds  of  death  were  then  sown. 

May  we  linger  a  moment  at  the  death  scene,  where,  as  written  of  him  by 
the  editor  of  the  Christian  Advocate,  ''his  death  In  the  field  must  have  been 
pleasing  to  the  warrior.*'  His  last  hours  were  calm  and  resigned.  But  there 
was  thought  and  care  for  the  loved  work.  The  ruling  passion  was  strong  in 
death.  To  the  last,  letters  were  dictated  and  messages  sent.  One  has  said, 
**  the  last  hours  of  a  cherished  friend,  are  those  we  best  r«member.  There  is 
a  meaning  In  his  words  which  death  alone  gives  them.**  By  a  fortunate 
opportunity,  a  number  of  our  Foreign  Missionaries  and  Hindustani  workers 
were  In  Nainl  Tal,  and  were  present  in  the  last  hour.  There  was  recogni- 
tion almost  to  the  final  moment,  in  the  gentle  pressure  of  '*  the  vanishing 
hand.**  As  a  resultful  sleeper  with  closed  eyes  he  passed  away  amid  the  sup- 
pressed tones  of  prayer  and  hymn.  "Servant  of  God,  well  done  !  **  As  to 
thy  mortal  body,  rest  till  sna  and  plain  and  mountain  side  give  up  their 
dead  I 

T.  J.  Scott. 


Course  of  Stub^- 


A.-FOR  AMERICAN  MISSIONARIES. 
EHOLISH  STUDIES. 


I  Year.    1. 


Ill  Year. 


IV.  Year. 


Introduction  to  the  Hoty  Scriptures;  Old  Testament,  pp.  1-447 
Hnrman. 

2.  Fxngesis;  Selections  from  the  Gospels. 

3.  Systematic  Theology.    Vol.  I.  Milcy. 

4.  Plain  Account  of  Christian  Perfection.    Wesley. 
To  be  read:  Wesloy's  Sermons.     Vol.  II. 

II  Year.    1.    Introduction  to   the  Holy  Scriptures:    New  Testament,  448- 

770.    Hnrman. 
3.    Exegesis:  Selections  from  the  Pauline  Epistles. 

3.  Atonement  in  Christ.    MUey. 

4.  The  Sacraments:  Baptism  and  the  Lord's  Supper.     Wiitson, 
To  be  read;  Steven's  lllstory  of  Methodism. 

1.  Exegesis:  Selections  from  the  Pentateuch. 

2.  Studies  in  Theology:  The  Supernatural  Book.    Fo8l€r. 

3.  Biblical  Hermeneutics.    Terry. 

1.  Exegesis:  Selections  from  Isaiah. 

2.  Systematic  Theology.    Vol.  II,  Jiifey. 

YEBKAGVLAB  STtTBISS. 

I.  This  course  shall  consl«t  of  three  standards  of  two  sections  each,  utz.. 
Lower,  Middle,  and  Proficiency  Standards,  In  both  the  Urdu  and  Hludi 
languages. 

II.  The  Urdu  and  Hindi  of  the  Lower  Standard  shall  be  compulsory, 
and  one  section,  eltlicr  the  Urdu  or  the  Hindi,  of  the  Middle  and  Proficieucy 
Standards  respectively. 

III.  The  candidate  will  he  expected  to  pass  the  first  section  of  the  Lower 
Standard  examination  within,  or  at  the  clos^?  of,  his  first  year's  residence,  and 
he  may  be  allowed  to  coraplote  both  sections  in  that  time:  but  must  puss  in 
both  within  two  years  from  the  time  of  Joining  his  conference  in  India. 

IV.  All  conference  examinations  shall  tal<e  plac«  under  the  direction 
of  a  hoard  of  six  or  more  examiners  appointod  by  the  Bishop,  which  board 
shall,  as  far  as  possible,  remain  unchanged  from  year  to  year. 

V.  The  annual  conference  examination  shall  begin  on  the  morning  of 
the  day  preceding  the  day  fixed  for  the  opening  of  the  conference,  a  majority 
of  the  board  being  present. 

VI.  The  following  course  of  study,  in  accordance  with  Rule  I,  is  pro- 
posed : 

LOWEB  STAHDABD. 

A.— URDU:  FIRST  YEAR. 

1.    GRAMMAR.    Platts',  omitting  chapters  on  Arabic  and  Per- 
sian Constructions,  and  Derivations  and  Syntax 

0.    READING.    (Roman,  Lithograph  and  Type): 
Matthew  and  Mark's  (rospels 
Haqaiq  ul  Maujudat 

3.  TRANSLATION 
(1.)    Urdu-EnRlish:  10  lines  from  Urdu  Sec.  Bk.  C.  E.  S. 
(2.)    English-Urdu:  10  lines  from  Eng.  Sec.  Bk.  C.  E.  S.,  half 

written  In  Persian  and  half  written  in  Roman 
(3.)    Definition 

4.  PRONUNCIATION 

5.  CONVERSATION 

Read:  Bishop  Thoburn's  India  and  Malaysia. 


100 


100 
150 


50 

60 
40 


100 
100 
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I. 
•» 

3. 


4. 
5. 


B.~HIND1:  SECOND  YEAK. 

GRAMMAR:  Kelloffg's 

READING.    (Nagrl)    Matthew     and     Mark's     Gospels     and 

Dharm  Tula 
TRANSLATION 

(1.)    tilDdi-Engllsh:  10  Hues  from  Uiudi  Sec.  Uk.C.  E.S.         «.    50 
Vi.)    English- Hindi:  10  lines  from  Eng.  Sec.  Bk.  C.  E.  S.,  half 

written  in  Nagrl  and  half  written  in  Roman  ...    00 

(3.)    DeHnitiou  ..  ...  ...    40 

PRONUNCIATION 
CONVERSATION 

Read:  Hunter's  Brief  History  of  the  Indian  People. 


1. 


3. 


4. 
5. 


1. 


•> 


3. 


.5. 


1. 
2. 


3. 


4. 
5. 


XIDDLX  SIAKDABD.-THIBD  TSAB. 

(Urdu  or  Hindi  Optional.) 

A. -URDU. 

GRAMMAR:  PIutts\  the  whole.    Kcmpsou*8  Syntax  and  Idioms. 

Forbes'  Persian 
READING.    (LItho,  and  Type;; 

Luke  and  John's  Gospels. 

Din-i-Uaqq  kl  Tahqiq. 

Taubat  u  u  Nasi  h. 

Mark  and  John  in  Persian 
TRANSLATION 

(1.)    Urdu-English:  10  lines  from  Urdu  Third  Bk.  C.  E.  S.  .50 

(2.)    English-Urdu:  10  lines  from  Eng.    Third  Bk.  C.  E.  .S., 

half  written  in  Persian  and  half  in  Roman  ...    (X) 

(3.)    Definition  ...  ...  ...  ...    40 

PRONUNCIATION 
CONVERSATION 

Read:  Muir's  Life  of  Mohammad. 

B.-HINDL 

GRAMMAR:  Review 

Ballantyn's  Elementary  Sanskrit. 
BEADING:  Luke  and  John's  Gospels 

Shakuntala  (edited  by  Raja  Laksbman  Singh). 
TRANSLATION 

(1.)    Ulndi-Gdglish:  10  lines  from  Hindi  Third  Bk.  C.K.  S.       ...    .'>0 
(3.)    English-Hindi:  10  lines  ftom  English  Third  Bk.  C.  E.  S., 

half  written  in  Nagri  and  half  in  Roman  ...  ...    60 

(3.)    Definition  ...  ...  ...  ...    40 

PRONUNCIATION 
CONVERSATION 

Read:  Wilklns'  Hindu  Mythology. 

PBOFICIBHOT  8TAirDABD.-70irBTH  YBAB. 

(Urdu  or  Hindi  Optional.) 

A.-URDU. 

GRAMMAR:  Palmer's  Arabic.    (Optional.) 
READING:  Mizftu-ui-Haqq. 
Gulistan. 

Forbes' Arabic  Reader.    (Optional.) 
TRANSLATION 

(I.)    Urdu-English:  20  lines  from  Urdu  Fourth  Bk.  C.  B.  S.    60 
(3.)    English-Urdu:  20  lines  from  English  Fourth  Bk.  C.  E.  S.,    60 
half  written  in  Persian  and  half  in  Roman 
Short  Sermon  In  Persian  character. 
(3.)    Definatlon  ...  ...  ...  40 

PRONUNCIATION 
CONVERSATION 

Read:  Sell's  Faith  uf  Islam. 


100 

100 
100 


100 
100 


100 
150 


100 
100 


100 
100 
1.M) 


lUU 
100 


100 


100 
ISO 


100 
100 
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B.-HINDI. 

1.  GRAMMAR:  Hindi,  Review  ...  ..  ...  100 

Monier  VVilliauaa'  Sauskrit.    (Optional.) 

2.  READING:  Sat  Mat  NIrupan  ^  ...  ...  100 

Prem  Sagar. 

Uitopadesha.  first  book.    (Optional.) 

3.  TRANSLATION  ...  ..,  ...  ...  150 

(1.)    Hindi-English  :  20  lines  from  Hindi  Fourth  Bk.  C.  E.  S.       50 

(2.)    English-Hindi  :  20  lines  from  English  Fourth  Bk.  C.  E.  S., 

half  written  In  Nagri  and  half  in  Roman..  ...    GO 

iShort  Sermon  in  Nagri  character. 
(3j    Detinitlon  ...  \..  ...  ...    40 

4.  PRONUNCIATION  ..  ...  ...  100 

5.  CONVERSATION  ...  ...  ...  ...  100 

Read  :  Monier  Williams'  Religious  Life  and  Thought  in  India. 

VII.  The  candidate,  in  order  to  pass,  must  obtain  at  least  one  half  the 
aggregate  marks  in  each  subject. 

VIII.  The  Board  of  Examiuers,  through  the  Registrar,  shall  at  the  clos<* 
of  the  examination,  inform  the  candidate  and  the  Secretary  of  the  Con- 
ference of  the  result. 


B.-FOS  HINDU8TAHI  MIITISTEBS. 
SA'LA'NA  KA'NFARANS  KF  IJCHWA'NDAGI'. 

DA'KHILA  KE  LIYE. 

1.  Ummcdwdr  UrdCi  y&  Hindi  Qaw&Md,  Jugriifiya  aur  Uisab  achchhf 
tarah  so  Jdne. 

2.  Qadfm  Tawarikh  UH  Ikhtisar  Roman-UrdCi,  or  Landmarks  of  An- 
cient History. 

3.  Hunter's  Brief  History  of  the  Indian  People  in  English,  Lithograph- 
UrdG  or  Hindi. 

4.  Jugr6fiya-i-Pak  Kitdb,  yil  Scripture  Geography. 

5.  Discipline. 

PAHLA'  SA'L. 

1.  Filasaf f  dar  bdr  Tadbfr  i  Najat,  or  Walker's  Philosophy  of  the  Plan 
of  Salvation,  or  Mat  Parikshd. 

2.  KhutCit;  ba-nam  JavvAniin  i  Hind,  or  MitchelTs  Letters  to  Indian 
Youth  or  Sat  Mat  Nirdpan  men  Jo  Hintid  kl  bdbat  hai. 

3.  Hurst's  Short  History  of  the  Early  Church  in  English  or  in  Litlio- 
graph-Urdfi  or  Caleb's  lutikh&b  i  Kalfsivi. 

4.  Wayland's  Moral  Science  in  English  or  in  Lithograph-Urd6  or  Balbal 
Bar-Uaqq. 

5.  Tahrfrf  Wa'z. 

MUTA'L'A  KE  LIYE.-l.  Stobart's  Isldm  or  Tawdrfkh  i  Mohamraadi 
or  A'wd-gdwan  Bichar.  2.  Diulsldm  aur  us  kf  tardid  in  Roman-Urdii  or 
Lithograph-Urd(i. 

DU'SRA'  SA'L. 

1.  Binney's  Compend,  or  Makhzan  'Ilm  i  'Ildhf. 

2.  What  think  ye  of  Christ.  (Vaughan's)  or  Masih  Ibn  UUah  or  Dharm 
Pustak  se  Adhe  bhdg  men  Khrisht  kd  Samdchdr. 

3.  Field's  Hand-book  of  Theology,  one  half,  or  Tarfq  ul  Uayfit  or  Dhai;- 
m&  Dharm  Parlkshd  Pair. 

4.  Introduction  to  Thomas'  Commentary  on  Genesis,  in  Roman-Urdii. 

5.  Tahrfrf  Wa'z. 

MUTA'L'A  KE  LIYE.-  GUrk's  six  Lectures  on  the  A'rya  Samiij  in 
English  or  Urdfi  or  Hindf.  3.  Forman's  A'ryd  Samdj  or  MIftdh-ul-Tauret, 
Pdp  Sodhan  Siddhdiit. 

TrSRA'  SA'L. 

1.  Bushnell's  Character  of  Jesus.  TsakfSirat.  2.  Thomas'  Tashrih- 
ul-Taslis  in  Roman-UrdCi.  3.  Fisher's  Manual  of  Christian  Evidences  in 
English  or' FswfSubiit,  Roman- Urdfi.  4.  Field's  Hand-book  of  Theology, 
completed,  Sat  Mat  Nirdpan  men  din  Tswi  kf  bdbat.    5.    Tahrfrf  wa'z. 
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MUTA'L*A    KB   LIYE.-l.    Murdocirs   Popular   HiDduIsm   or   Laksbmi 
Sbankar's  Primer  of  Biology  ia  Urd(i  or  Hindi. 

CHAUTHE  SA'L  KE  IMTIHA'N  KE  SUWi^LA'T. 

1.    R(iMnf  zindagi  l^yd  liaf  ?  U.^  k\  asliyat  baT&Q  karo. 
3.    Ky(inkarma'16ni  hot^  liai  ki  iiam  mcQ  r6ndti(  ziiidagf  hai  ? 
3.    WilMz  ko  kis  tarali  ma'Kim  hold  hai  ki  ^liudd  no  miijli  ko  \va*/  ke 
kAin  ko  wdsto  talab  kiyd  hai. 

FA8L.  1. 

DFNDA'Rr  AUR  AUQA'T-GUZA'RF  KE  BAYA'N  MES.-l.  Khddiin 
ud  dfn  kn  khA'Hi  kdm  baydn  karo,  aur  yih  batdo  ki  is  kbidmat  ke  wdste 
kaiiii  kauu  sc  vvasf  chdhiyen. 

5.  \Vc  kann  so  tarfqe  hain,  jiti  se  yih  ansdf  baphte  jdto  hain  ? 

0.  Ratdo  ki  logon  ko  gharon  par  ahwdl-pursf  ke  live  jdnd  kaisd  zurftr 
hai,  aur  yih  kaho  ki  tuinharf  is  kdm  men  kis  qadar  tawajjuh  hai  ? 

7.  Yih  batdo  ki  kis  tarali  pa^hte  iikhte  ho? 

8.  Jab  so  turn  kdnfarans  ki  imtihdn-barddrf  men  ho,  tab  se  turn  ne  JItiif 
kitdbcQ  har  sdl  dekhi  hain  un  sab  ke  ndm-batdo  ? 

9.  Kutub  i  Muqaddasa  ke  parhne  men  tumhdrd  kltnd  waqt  sarf  hotd 
hai  ?  anr  kis  tarfqe  se  parhte  ho  ? 

Fasl.  2. 

BAIBAL  KA  I\fTIHAN.-l.    Kis  i'tibdr  se  turn  Baibal  ko  Kaldm 
Ildhf  Jdnte  ho,  aur  kin  daldil  se  turn  yih  rde  rakhte  ho  ? 

3.  Kis  daldtl  so  Majm(i'a  i  *  Ahd  1  'Atfq  ko,  jo  ham  raea  murrauwij  hai 
mit'tabar  jdntc  ho?  Khuldsa  baydn  karo. 

3.  Kis  daUl  se  we  sab  kitdbpn  1o  is  Majmii'a  i  *Ahd  i  Jadfd  meQ  ddl^hil 
hain  muHabar  o  sahfh  Jdnte  ho?  Mul^htasar  baydn  karo. 

4.  Kis  tarah  Mohammadfon  ke  is  da'we  ko  ki  Kutub  i  Muqaddasa  man- 
sfikh  ho  gaC  hain,  galat  sdbit  karte  ho? 

.5.  JiJChurii]  i  Mlsr  se  Yashii'a  kf  maut  tak,  IsrdnioQ  kl  tdrlkih  kd  khuldsa 
batdo. 

6.  Das  flrqoQ  kf  bagdwat  ke  muta'alliq  jo  khdss  wdqi*dt  bain*  unheQ 
bavdn  karo. 

7.  YahMfon  kf  sdldna  'fdcn  anr  nfz  yih  ki  kis  bdt  ke  wdste  muqarrar 
h^if  thfn,  aur  kis  tarah  par  add  kl  jdtf  tiifn,  batdo. 

8.  iChdss  Vhdss  nabfon  ke  ndm  aur  jis  zamdne  meji  unhoQ  ne  nubiiwaten 
kfQ,  wall  zamdne  aur  nfz  yih,  ki  we  nub^watcQ  kis  bdre  moQ  thfOi  baydn 
karo. 

9.  Khuddwand  Masfh  kf  bdton  se  knchh  aisf  misdlcn  do,  Jinsezdhir 
hotd  haf,  ki  wuh  Purdue  *Ahd  ke  ndwishton  ko  mu'tabar  samajhtd  thd. 

10.  Kaun  sf  pesh-khabarfdn  Masfh  se  muta*alliq  haiQ,  l^husiisan  us  kl 
dmad  aur  sfrat  aur  kdni  aur  maut  se? 

11.  Masfh  kf  zindagf  ke  hdldt  kis  kis  waqt  ke  maM(im  hain,  aur    muddat, 
*ahd  risdiat  kis  qadar  thf  ? 

12.  Us  kf  risdiat  ke  \^hdss  wdqi'dt  aur  jahdn  jahdn  kl  we  guzre  hain, 
batdo. 

13.  Khdss  khdss  bdten  mundarij  i  A*amdi  i  Ras61  batldo. 

14.  Nfu'jiza  kvd  hai  aur  mu*jizon  se  kydnkar  ma'Ifim  hotd  hai  kt  Kutub  i 
Muqaddasa  min  jdnib  Alldh  hain? 

Fasl.  3. 

BAIBAL  KF  TA'LFMA'T  KE  BAYA'N  MEN.-l.  ?hudd  kd  wuj6d 
Baibal  se  kis  tarah  sdbit  hotd  hai  ? 

3.  Baibal  se  TasKs  kd  kyd  subAt  hai,  ya'no  kl  ek  ^hudd  men  tfn  aqn6m 
hain? 

3.  Khudd  kl  sifdt  batldo  aur  har  sifat  kd  subdt  Pdk  Nawfshton  se  do. 

4.  l^hudd  ke  mujassam  hone  kd  masla  jo  Kutub  1  Muqaddasa  men  pdyd 

idtd  hai,  use  baydn  karo,  aur  yili  batdo  ki  us  taMfm  ko  najdt  ke  bandobast  se 
;ydMidqahal? 

5.  Masfh  kf  Ultihiyat  Kutub  i  Muoaddasa  se  sdbit  karo. 

cr  6.    Baibal  kf  kaun  kaun  sf  dydt  Uloliiyat  i  Masfh  ke  mukhdlif  Musalmdn 
pesh  karte  haiQ,  aur  tum  un  ke  kyd  ma*ne  iete  ho  ? 

7.  R6h  i  Quds  kf  aqniimiyat  U^  aur  Uldhlyat  kd  aur  us  ke  kdm  kd  Pdk 
NawishtoQ  se  sub6t  do. 
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8.  A'dam  ke  grun&h  k&  natfja  us  kf  aul&d  ko  haqq  men  ky&  Xidk  ? 

9.  Mas{li  ke.  kaf&re  aur  gnnfthoa  ki  mu'dft  men  kyk  'il&qa  hai  ? 

10.  Masfh  ke  jf  u^hae  k^  subtit  do. 

11.  Masfh  kf  ahafd'at  kf  asliyat  aur  fdi'la,  jaisf  Kntub  i  Muqaddasa  men 
taMfm  h:ii.  bay&u  karo. 

13.    R(ih  ul  Quds  kf  gawftlif  kf  nisbat  ky&  taMf m  o  dalfl  hai  ? 

13.  Masfhf  k&millyat  kk  masla  jo  Wesley  sAhib  iie  slkhlay&  hai  use 
mukhtasaraii  bav&n  kuro  aur  Baibal  se  us  k&  subfit  do. 

14.  Naf  Paidaish  aur  k&inll  pdkfzagf  ke  darmiy&n  jo  farq  hai,  us9  samjhi 
do. 

15.  Is  da*we  ko  b&re  men  ki  "Jo  kof  az  sar  i  nau  paidi  hot&  hai  is  (aur 
se  nahfngireg&,  ki  ^khir  i  klr  halak  ho  j^c/'  Ham&rf  kalfsiy&  kf  k?&  t&q 
hai  ?  s^it  karo  ki  yih  rdc  KaiAm  i  IlAhf  ke  bam (i Jib. hai. 

16.  Batdo  ki  liautisma  kaisf  rasm  hai,  aur  kii^  gara%  se  hai|  aur  kyfin  farz 
hai  ?  har  bdt  k&  subiit  do. 

17.  Sdbit  karo,  ki  l)achchon  ko  baptisma  detid  mun&sib  liai  ? 

18.  Baibal  men 'Ashd  e  Rabbduf  kf  nisbat  kauu  kaun  se  rauhAware  ko 
liain,  aur  wuh  kis  garaz  se  haiji  aur  Masilifon  par  us  kk  mknnk  ky(in  farz 
hai? 

19.  HinduoQ  ke  masla  i  tandsukh,  ya'ne  kayd-palat  ko  ky6nkar  galat  sa- 
bitkarteho? 

20.  Jism  ke  jf  u^hne  ke  hkh  men  Kutub  i  Muqaddasa  men  kyk  taMfm 
hat  ?  hawdla  do. 

Fasl.  4. 

KALrSI YA'  KE  INTIZA'M  O  TABTrB  KE  BAYA'N  MEN.-l.  Kalfsl- 
yk  ke  tarah  tarah  ke  Intizdm&t  baydn  karo.  2.  Methodist  Bpiskopal  Kalfsi* 
yk  men  (reneral  K&ufarans  aur  Annual  Kdnfarans  aur  Kwdr^artf  K&nfaraas 
ke  mnta'alliq  kyk  kyk  kkm  hain? 

3.  Kalfsiva  ke  'uhdedfiron  raoa  "  Bishop"  *•  Prfzdi<JingEi4ar"  aur  "El- 
(Jar,"  aur  "  plkan"  aur  "  JChficlIm-ud-dfn*'  aur  "  Lokal  VVaMz"  aur  •*  Mukh- 
tdrkdr**  aur  **  Amdnatd&r"  aur  kil&s  ke  Hddf  jo  haiQ,  un  men  har  ek  kk 
kitn&ikhtiy&r  hai,  aur  kyd  kdm  mutd'alliq  hai,  aur  kis  ke  sdmhne  jawdb- 
dihfhai? 

FaSL.  5. 

Ti^RFKH  1  KALFSIYA'.— 1.  YahfidfoQ  ke  Vhdss  firqe  Masfh  ke  waqt 
men  kltne  the?  un  kd  bay dn  kuro. 

"2.  Awdii  zamdnon  mcQ  jo  'aziyaten  Masfhfon  ne  u^hdf  hain,  un  kd  kuchh 
baydn  karo. 

3.  Un  wasdil  kd  baydn  karo,  jin  kc  sabab  so  ibtidd  men  Masfhf  mazhab 
bahut  phaild,  (Mather  sdhib  kf  Tawdrf\ch  i  Kalfsiyd  tfsrd  bdbdafa  1, 2, 3, 5, 
ko  dekho.) 

4.  Gnostikonkf  kydtaMfm  thfaur  ussoqadfm  kalfsiyd  par  kyd  khardb 
asar  pard;  (Mather  sdhib  kf  Tawdrfkh  i  Kailsiyd  tfsrd  bdb  dafaSo.) 

5.  Lutlier  sdhib  so  'ain  qabl  dfn  i  Tswf  kd  kyd  hdl  hai  ? 

6.  Barf  Isldh  i  Mazhabf  jo  Luther  sdhib  ke  waqt  men  hfif,  us  kd  hdl  ba- 
tdo,  kis  sabab  so  wuh  isldli  htif  thf,  aur  kaun  kauu  log  us  moQ  sbarfk  i  hdl 
the? 

7.  Britdniva  1  *Uzama  men  Methodist  Kalfsivd  ke  muqarrar  hone  kd  sa- 
bab batdo  aur  Wesley  sdhib  kf  tdrf lj[h  men  \f\iks3  log  kaun  the  ? 

8.  Methodist  Episkopal  Kalfsiyd  kis  sabab  so  aur  kis  waqt  men  aur  an- 
wal  kahdn  banf?  (Discipline  kd  bdb  i  auwal  dekho.) 

9.  Hiniid  ke  mukhtalif  firqe  aur  yih  ki  wo  kahdn  se  nikle  aur  un  kd  bdnf 
aur  un  ke  l^hdss  *aqfac  batdo. 

10.  MohammadioQ  ke  dfn  kf  ibtidd  aur  Muhammad  sdhib  kd  kuchh  ba- 
ydn karo  aur  mul^htalif  firqon  kd  aur  uu  ko  hddfoQ  kd  kuchh  zikr  karo  ? 

11.  Sikhon  1(0  mazhab  kf  il)tida  kahdn  se  hai  aur  use  Hiufido  Islam  ko 
mazhab  se  ky"!  'ildqa  hai  ? 

12.  Brahmo  mazhab  kd  dgdz  o  taraqqf  aur  hdldt  mauj  Ada  aur  khdss  'aqfd- 
on  kd  baydn  karo. 

TO  BE  READ. 

MUTA'L»A  KARNB  KB  LIYE.  -1.  Tdrfljh  i  Yiisuff,  Joscphus.  (M.  P. 
House  Lucknow)  2.  Brahmo  Mazhab.  (M.  P.  House  Lncknow.)  3.  Augus- 
tine ke  Iqrdrdt,  Augustine's  Confessions  (N.  I.  T.  S.)  4.  Hal-ul-Ashkdl  (M. 
P.  House  Lucknow.)  6.  Jdmi*  ul  Fardiz.  (Lahore,  Tract  Depot.)  6.  MiftdU 
ul  Hln6d.    (M.  P.  House,  Lucknow.) 


CONFERENCE  SESSIONS. 


47 


SESSIONS  OF  THE  NORTH  INDIA  CONFERENCE. 


No. 

Place. 

Time. 

1  resident. 

Secretary. 

I 

Lncknow. 

Di»c. 

8-14,  1864 

Bishop  E.  Thompson 

J.  H.  Gracey. 

•» 

Moradabad. 

Feb. 

1-7,  1866 

Rev.  J.  Banme. 

T.  J.  Scott. 

a 

Shahjahanpiir. 

Jan. 

10-17,  1867 

Rev.  T.  J.  Gracey. 

Do. 

4 

Hijnour. 

Jan. 

16-21,  1868 

Rev.  J.  M.  Thoburn 

Do. 

5 

Harellly. 

Jan. 

14-22,  1869 

Rev.  C.  VV.  Jndd. 

J.  D.  Brown. 

0 

Bareilly. 

Jan. 

2027,  1870 

Bishoi)  C.  Kingslcy. 

Do. 

r» 
• 

Lncknow. 

Jan. 

12-18,  1871 

Rev.  J.  \V.  VVangh.  'J.H.Messtnore. 

8 

Moradabad. 

Jan. 

18-24,  1873 

Rev.  J.  L. Humphrey |S.  S.Wetherby. 
Rev.  T.  S.  Johnson.              Do. 

9 

Bareilly. 

Jan. 

18-23,  1873 

10 

Lncknow. 

Jail. 

7-13,  1874 

Bishop  \V.  L.  Harris.  J.  D.  Brown. 
Rev.  T.  J.  Scotl.                   Do. 

11 

Shalijabanpnr. 

Jan. 

0-12,  1875 

13 

Cawnpar. 

Jan. 

13-18,  1876 

Rev.  D.  VV.  Thomas.  B.  H.  Badloy. 

13 

Moradabad. 

Jan. 

3-9,  1877 

Bishop  E.G.  Andrews     '       Do. 
Rev.  J.  H.  Messmore           Do. 

14 

BarelHy. 

Jan. 

9-15,  1878 

15 

Lncknow. 

Jan. 

9-14,  1879 

Bishop  T.  Bowman.             Do. 
Rev.  E.  VV.  Parker.             Do. 

16 

Cawnpur. 
Bareilly. 

Jan. 

7-12,  1880 

17 

Jan. 

5-11,  1881 

Bishop  S.  M.  Morrill            Do. 
Rev.  8.  Knowles.                  Do. 

18 

Moradabad. 

Jan. 

11-17,  1882 

19 

Lncknow. 

Jan. 

10-16.  1883 

Bishop  R.  S.  Foster.             Do. 
Rev.  T.  J.  Scott.        C.  L.  Bare. 

20 

Cawnpnr. 
Bareilly. 

Jan. 

9-15,  1884 

21 

Jan. 

7-12,  1885 

Bishop  J.  F.  Hurst    B.  H.  Badley. 

22 

Lncknow. 

Jan. 

7-12,  1886 

Rev.  11.  Mansell. 

Do. 

23 

Moradabad. 

Jan. 

5-10,  1887 

Bishop  VV.  X.  Mndo. 

Do. 

24 

Cawnpnr. 

Jan. 

4-9,  1888 

Rev.  J.  H.  Gill.          /          Do. 

25 

Bareilly. 

Jan. 

9-15,  1889 

BishopJ.M.Thobnrn           Do. 

26 

Lncknow. 

Jan. 

2-7,  1890 

Do.                do.                  Do. 

27 

Moradal)ad. 

Jan. 

7-12,  1891 

Do.                do.        J.H.Gill. 

28 

Cawnpnr. 

Jan. 

6-11,  1892 

Do.                da       1           Do. 

29 

Bareilly. 

Jan. 

11-16,  1893 

Do.                 do.        W.  A.  Mansell. 

30 

Lncknow. 

Jan. 

3-8,  1894 

Do.              .  dD. 

Do. 

31 

Moradabad. 

Jan. 

3  7,  189.) 

Do.                 do. 

Do. 

32 

Bareilly. 

Jan. 

8-13,  1896 

Do.                 do. 

Do. 

33 

Lncknow. 

Jan. 

7-12,  1897 

Do.                 do. 

Do. 

34 

Bareilly. 

Jan. 

5-11,  1898 

Bishop  Cyrus  D.  Foss 
BishopJ.  M.Thobnrn 

J.W.Robinson. 

35 

Shahjahanpnr. 

Jan. 

4-10,  1899 

BishopJ.M.Thobnrn 

Do. 

36 

Lncknow. 

Jan. 

10-15,  1900 

Do.                do. 

Do. 

37 

Bareilly. 

Jan. 

9-14,  1901 

Bishop  F.  VV.  VVarne. 

J.  C.  Butcher. 

38 

Moradabad 

Jan. 

9-14,  1902 

Do.                do. 

B.  T.  Badley. 

LIST  OF  LOCAL  PREACHERS. 


Name. 


« • 
•  ■ 


Barkillt-Kusiaon  Dist- 
rict. 


J.  W.  Todd 
Mtsri  Charan 
Sadal  Singh 
Daniel  Sisler 
Kutidan  Call 
Lakhan  Singh 
D.  S.  Hukiir 

B.  M.  Dass 
W.  Pamuchal 

C.  Wilson 

K.  Wilkimson 
J.  Barker 
A.  Forbes 
Kesho  Ram 
Kallu  Porter 
Laijl  Mai 
Bhup  Singh 
Jai  Singh 
Dhapban  Wilson 
S.  £.  Chatterjee 
Joel  M.Lall 
J.  Nelson 
Prem  Singh 
James  Morgan 
Chiraff  Masih 
Ram  Bakhsh 
Hell  Jacob 
Sewa  Ram 
Sadal  Masih 
Cornelius  Singh 
Gulam  Masih 
Rahn  Singh 
Baldeo  Porshad 
John  Frederick 
W.  Newton 
A.  Peters 
MotlLall 
Chhaddammi  Lall 
J.  A.  Berkitt 
Ji  Sukh  Rae 
Dwarka  Pershad 
N.  R.  William 
Gur  Buksh 
Jai  Lall 
Balmukand 
Devi  Dass 
Daulat  Masih 
Gatra  Lall 
Thomas  John 
S.  L.  Harris 
Sohan  Lall 
Devi  Din 
Gopi  Chand 


Oahirs. 


Local  Elder. 
Loral  Deacon  '01 


«» 
•1 
♦» 
•» 
•I 


'98 
'98 
'98 
'99 
1900 


Local  Preacher. 


tf 


„  Deacon  '03 
Preacher 


II 


Deacon    '02 
Local  Pruacher. 


f» 

»« 

f» 
tt 
f« 
»» 
»» 
II 
II 
It 
If 
II 
It 
ti 
II 
II 
♦I 
II 
II 
II 
•f 
II 
II 
ti 
II 


Appoiktxbnt. 


Gangolihat. 
Jalalabad. 
Powayan. 
Mohammad  I 
Barellly. 
Sbahjahanpur 
Lohaghat. 
Naini  Tal. 
Durma  Bhot. 
Haldwani. 
Chaudas  Bhot 
Naini  Tal. 
Bareilly. 


II 


MiranpurKatra 
Madnapur. 
Nahil. 
Shahjahanpnr. 


If 
II 


Bareilly. 

Mohammad! 

Bareilly. 


It 


Shalijahanpur. 

Tilhar. 

Bareilly. 


ft 


Powayan. 

Kundarlya. 

Fatehgnnj. 

Khera  Bajhera 

Deoras. 

Ranmustpur. 

Nigohi. 

Bareilly. 


II 
fi 
fi 
If 


t* 

Faridpur. 

Sunha. 

Bareilly. 

J  ait i  pur. 

Faridpur. 

Bareilly. 

Powavan. 

Shahjahanpnr. 

Pasgawayan. 

Kant. 


m 
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Namb. 

Omuebs. 

APFOfNTMXHT. 

S.  Bowou                    ••.. 

•Local  Preacher. 

Bareilly. 

Ram  Pershad             .... 

f9 

A  k  bar  pur. 

Henry  Paul                — 

f« 

Bareilly. 

HiraLall 

ft 

tf 

Buch  Singh 

f  1 

II 

UukarNath 

ll 

II 

DanielJacob              — 

■  1 

f  f 

Maqbui  bingh            — 
U.S.  Todd 

1 » 

II 

•  • 

•1 

Thamman  Dass         — 

II 

MasibCharan 

1 ' 

«i 

Isa  Das8 

7  * 

II 

TikaRam 

J  1 
a  . 

II 

Jhuni  Lall 

•  f 

II 

Risali 

Sadar  Bazar  Bareilly. 

John  Phillip 
T.  B  Kirk 

1  ▼ 

Shahjahanpur. 
Pithorag&rh. 
Naiui  T^l. 

Cbeda  Singh 

•1 

J.  Abraham               — 

f   ' 

Dewarahat. 

Hir  Singh 

ft 

Dhapla. 

Yusur                         — 

'f 

Bagwali  Phokar. 
Lobha. 

Bhawani  Dull           — 

Jawahir  Singh          — 

f  * 

Dcothal. 

Santok  Ram 

1* 

Haldwani. 

Chander  Singh 

'• 

Gaurihat. 

TaraChand               — 

tt 

Dwarahath. 

A.  Miller 

9* 

Pithoragarh. 

Yuhanna  I 

9  i 

m  m 

Chandag  and  Pana  Gah. 

Yuhannall 

^                          ~  1 

Kclani. 

T.  W.  Gowau 

1 1 

Naini  Tal. 

Smith 

•  • 

ft 

Anderson 

1  ' 

II 

BIjai  Singh      _ 
S.  U.  GreenwoJd 

»  7 

Ganai. 

%  # 

Naini  Tal. 

SbafaatMasih 

19 
19 

Sbajehanpur. 

UUxNOll  DlSllSlCT. 

t 

B.  McGregor 

Elder. 

Kajibabad. 

Peter  Merrill 

It 

'93 

Sherkot. 

Gulab  Singh 

If 

'94 

Murpur. 

Jhabbu  Lai               .... 

ti 

'96 

Seohara. 

B.Robert 

Deacon 

'96 

BIjnor. 

Kaliyan  Singh           — 
Nadfr  Shah 

'96 

Kotqadir. 
Kirathpur. 

Khushail  Ram           

Local  Preacher. 

Da  ran  a  gar. 

Buddha  Singh 
Chldha  Singh 
Sadhu  Singh 

ti 

Bijnor. 

If 

Nurpur. 

ti 

Dhampur. 

B.  Cutler                    .... 

1) 

Barhapur. 

Bahal  Singh 
Alb*'rt  Gulab 

Deacon 

'oa 

Sahlrpur. 
Taj  pur. 
Najlbabad. 

Hiram  Barrow           

II 

M.Johnson                

Local  Preacher. 

Puraini. 

B.  Johnson                 

f  « 

Afzalgarh. 

Kewal  Ram               .  .. 

'                           •■ 

Bijnor. 

Samuel  Falls             

Jhalu. 

UaIIUWAL   DlSfBIOT. 

£.  Thomson               .... 

Elder 

'96 

Pauri. 
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LIST  OF  LOCAL  PliEAGHEIJS.  . 


Name. 


K  wank  in 
Ghiingar  Money 

C.  Khiyali 
Sansram  Mani 
Andrlyas 
Lama  Wilson 
Bhajni 
Mohan  Lai 
Dhan  Singh 
Tlwaru 
Patras 

Daud 

GONDA   DlSTBlCT. 

Lewis  J.  McGcc 

D.  C.  RlchardH 
Buddha  Singh 
Prcm  Dass 
Bhupal  Singh 
Khandhari  Singh 
Lai  Karan 
J.  J.  Todd 
F.  Wlttki 
Nattha  Masih 
Ishrl  Da  S3 
Frank  VV.  Peters 


OUDEB. 


Deacon    '96 

'98 

Elder       '02 

Deacon    '99 

Local  Preacher. 


•  •  ■  ■ 


Isaac  A.  Birkett 

MOU&DABAI)  DibTIlIGT. 


Bala  Das 
Govind  Ram 
Gyan  Masih 
Mohan  Singh 
Dulla  Singh 
Prabhu  Da^s 

B.  S.  Budden 
J.  Robert 
Baldeo  Dass 
Bahal  Slnsh 
NanheMal 
S-  Hastings 
Patras  Singh 
Baldeo  Prasliad 
Prabhu  Dass 
Thomas  Jacob 
Gharan  Sukh 
William  Gulab 
Buddha  Singh 
Ishrl  Dass 
Bojh  Ram 
Mangal  Singh 
Sobran  Singli 
Khurram  Singh 

C.  M.  Harmanand 
Attah  Ullah 

Dal  Chand 
Munna  Lall 
Yaqub  Singh 


»» 


i\ 


i« 


»» 


11 


Appointment. 


Bungedhar... 

Lansdowne. 

Gadoli. 

Mandakhal. 

Bhawani. 

Upalda.  Srinagar. 

Kotdwara. 

^Baqi  A  j mere  Dogadda. 

Pauri. 


i« 


Deacon     '93 

'y9 

Local  Preacher. 

•5 
?1 

1  » 

a  • 
•1 
•1 
«  1 
•  . 


11 


Dhekwali.     . 
Nandpriyag. 


Nan  para. 

Lachhmaiipur,  Bahraich. 
Ellenpur,  Gonda. 
RupaidihH,  Bahraich 
Ikauna,  Bahraich. 
Birpur,  Bahraich. 
Gonda. 

QaisarganJ«  Bahraich. 
ColoneTgRuJ,  Gonda. 
Pachi)erwa.  Gonda. 
Bishanpur,  Gonda. 
Gorakhpur.  Member  of  the  Mu 
kapur  Quarterly  Conference. 
Balrampur. 


Local  Elder.     .  Moradabad. 
I  BInawar. 
;  Moradabad. 
M  Choknsdwna. 

Local  Deacon.      Moradabad. 


»» 


M 


11 


Ujfaani. 
Biidaon. 
Usait. 
.  ,ji  Kochia 

Local  Preacher.    Moradabad 


11 


II 
II 


11 

M 
•t 
11 
It 


1» 


Laundara. 
Ra tan  pur. 
Moradabad. 


II 


M 


Moghulpur. 

Kanth. 

Bilasi. 

Mrouli 

Chaudausi. 

Aiigauj. 

Dataganj, 

BInawar. 

Budaon. 

Kuramarganw. 

Isiainnagar. 

wSahswan 

Bisauli.    
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Namk. 

Okders. 

Appointhkkt. 

Vuran  Mai 

•  •  •  • 

Local  Preacher. 

Mundia. 

(lokul  Prashad 

•  •  •  • 

ti 

RIsauli. 

Cornelius  Singh 

•  •  •  • 

11 

Budaon. 

Kanbal  Lall 

■  •  •  • 

»i 

Kilsi. 

A.  John 

•  •  •  • 

»i 

WazlrganJ. 

Kandir  Singh 
Jhukan  Lall 

•  •  ■  • 

It 

Alapur. 

•  •  •  « 

%t 

QadirCbauk. 

]{aldco  Prashad 

•  •  ■  ■ 

11 

Hhamora. 

Narain  Dass 

•  *  •  • 

11 

Kundarki. 

Masih  Charan 

•  •  t  • 

11 

Moradabad. 

Oui)H  District 

• 

W.  K.  Crawshaw 

•  •  •  • 

Local  I^reacher. 

Luckuow. 

Phillip  Andrew 

«  •  •  • 

'  Duacon 

'110 

It 

W.  A.  Comfort 

•  •  •  • 

Deacon 

'93 

It 

C.  Rubin 

•  •  •  • 

Local  Preacher. 

11 

H.  C.  Sigler 

•  •  •  • 

Deacon 

'93 

Sadar  Bazar 

(^aisar 

•  •  •  • 

Deacon 

'94 

It 

]{oaz 

•  •   a   • 

Local  Preacher. 

11 

Daniel  Richards 

•  •   •  • 

11 

11 

J.  W.  McGee 

•        •  • 

fi 

1* 

J.R.  Cbitambar 

•   •    •  • 

i« 

11 

William  Aioxander 

•  •   «  • 

ti 

11 

].  R.  Mayal 
Nand  Lall 

•  •   •  • 

11 

ft 

•  •   • 

11 

.1       Marianw. 

Mangal  Singh 
JlyaLall 

*  •   •  • 

Deacoo 

94 

Tikaitnagar. 

•  •    •  • 

Deacon 

'97 

Kbiri. 

Jawahir  Lall 

■  •   •  • 

Dt.'acon 

'97 

Sitapur. 

Ajndhya  Prashad 
.1.  W.  Norton 

•  •   • 

Deacon 

'99 

Misrik. 

■    •        • 

Deacon 

'94 

Rae  Bareilly,  Salon. 

Prom  Masih 

•  •    ■  • 

Local  Preacher. 

Bara  Banki,  FaU>hpur. 
Situpur  Lall  Kurti. 

Din  Dayal 
Kcsbo  Lall 

•    •    a    • 

11 

•    •    •    • 

If 

Rae  Bareilly,  Lall  GanJ. 

Sbarf  ud  Din 

•    •    • 

It 

,1          „         Dalmau. 

Sundar  Lall 

■    •    •    • 

It 

Sitapur,  Lahrpiir. 

Rae  Bareiiiy,  Harchandpur. 

H.  D.  Jacob 

•    •    •    • 

11 

J.  David 

«    •    •    • 

II 

Bara  Banki,  Satrik. 

G.  Mayal 

•    •    «    • 

11 

Kbairabad. 

J.  Todd 

ft    •    •    ■ 

»i 

La  k  him  pur. 

W.  Gunsalvis 

•    •    •   • 

11 

Sidhanli,  Blswan. 

H.  L.  Matbew 

•    •    •    • 

11 

1,       Kamalpur. 

Nanbe  Lall 

•   •    •    • 

*i 

Sitapur  Mitaull. 

Rbola  Nath 

•    •    •    • 

11 

Lakuimpur. 

P.  L.  Smart 

•    •    •    • 

11 

Sitapur. 

Uulxar  Maslh 

•     •    •    • 

11 

Lakhimpur,  Hydrabad. 

Kiddu  Singh 

•    ■    •    • 

n 

Rae  Bareilly. 

Uabdoi  DisTBier. 

R.  Tumor 

Deacon 

'9.5 

Saudi. 

Abdul  Wahid 

•1 

'92 

Hardui. 

Sadal  Masih 

11 

'l« 

Pibanl. 

Cbhote  Lall 

It 

'94 

liassaugunj. 

C.  L.  Samuel 

It 

'ir? 

Balamou. 

J.  Higgin  bottom 

11 

'95 

Satipnr. 
Sand  i  la. 

Baldco  Pershad 

11 

wm 

H.  Andrew 

•1 

i\m 

Mallawan. 

D.  S.  Paul 

Local  Preacher. 

Acbalgunj. 

B.  Cornelius 

«• 

Ranjit  Piirwa. 

Our  Diyal  Singh 

It 

Hardoi. 

Ram  (jiopal 

11 

Sadarpur, 
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LIST  OB*  LOCAL  PREACflERS. 


Name. 


Obdirs. 


Nand  Ram 
Misri  Lall 
Mohan  Natliau 
V.  M.  Lawrie 
J.  Janatlian 
8.  J.  Sliuw 
Chandaii  Das 
W.  Peter  «lngh 
L.G.Singh 

Sambhal  District. 

M.  D.  Khan 
Nirmal  Singh 
Manphul  Singh 
Lachhman  Singh 
Muthra  Pershad 
SuUi<ha  Singh 
lialdco  Porsiiad 
John  Little 
K.Milton 
U.  WhIUi 
C.  S.  Hunter 
.  P.  S.  Morris 
]{.  licnjamin 
S.  Smith 

PiLiBHiT  District. 

Kailn  Singh 
Fazal  Ullah 
Ase  Ram 
(rirdliari  Lall 
Moti  Lall 
Kesri  Singh 
Jhabbn  Lall 
(fhasl  Ram 
Kaliyan  Singh 
(Jhusa  Singh 
Abraham  Lincoln 
Bahadur  Shaw 
tlhan  Lall 
Kallu  Das 
Sohan  Lall 
I).  R.  Rodgors 
Nannch  Mall 
Jialdco  Das 
Haljit 
Har  Sahao 
Khiyaii  Ram 
Moti  Lall 
Lachhman  I 
Kuudan 
S.  A.  Jndson 
Lachhman  II 
Karnabas 
Kadhc  MaL 
Munna  Mahtab 
M.  S.  Cutting 
P.  M.  Dus 
(}irdhari  Singh 
James  Morgan 
John  Pusa 


•    •     9 
■    •    « 


Local  Preacher. 


Elder        '90 
Deacon     '1)1 

Local  Preacher. 

Deacon     '01 
r^ocal  Deacoii*02 

Deacon. 
Local  D(»acon*02 
I  Local  Preacher. 


Elder 

ti 
Deacon 

♦1 

Elder 
Deacon 


•  •  «  • 


•») 
'W 
'W 
•94 

'97 

'02 

Local  Preacher. 


ApPOINTttKNT. 


i        Deacon     '02  ' 
'■■  Local  Preacher.  | 


If 


I         Deacon    '03 
Local  Preacher. 


1* 
•» 
»i 

i» 
i» 
11 
11 
•1 
11 
»i 
»i 


I 


11 
Deacon 


'93 


Baw*an. 

Rindamao. 

Bangarmao. 

Manjhla. 

Ilardoi. 

Unao. 

Pall. 

Rudamao. 

Uardol. 


Shahpure. 

Sharif  pure. 

Rasulpnre. 

Rajpnra. 

Sambhal. 

Darya  pnr. 

SambhaL 

Mubarakpur. 

Narafniya. 

Babrala, 

Bahjol. 

Hasan  pur. 

Gangesrl. 

Bahjoi. 


MIrgauj. 
Ram  pur. 

Mllak. 

BIsulpur. 

Jehanabad. 

Puranpur. 

Neoriya. 

Sliahi. 

Fatehgunj. 

• 

Lobar  Nagra. 

Dibna. 

Sona. 

BIsulpur. 

Shergarh. 

Ciangapur. 

Madhokar. 

Sirauli. 

Gurganw. 

BilHspur. 

BasdharaM. 

Shahl. 

NawabguuJ. 

Bannaiya. 

Dhantiya. 

Ram  pur. 

liisulpur. 

Ram  pur. 

FatehgunJ. 

Pilibhlt. 

NawabgunJ. 
FatehgunJ »  Dalelnagar. 


ptesiMnd  iBlbets'  IRepotts. 

♦ 

BAREILLY-KUMAON  DISTRICT. 

Rev, F.Lu'NJEESLDt Presiding  Elder.— At  the  begioDiDg  of  the  year  there 
was  a  new  grouplDg  of  circuite.  Nine  circuits  on  the  BudaoD  side  of 
the  Bareilly  District  were  attached  to  the  Moraaabad  District,  and  the 
Kumaon  District  was  attached  to  the  old  Bareilly  District,  thus  forming 
a  new  district  with  12  circuits  on  the  plains  and  4  in  the  mountains. 
This  new  arrangement  kept  me  travelling  almost  constantly,  but  en- 
abled me  to  be  in  the  midst  of  my  work  at  all  seasons  of  ihe  year. 

I  held  one  Bhot  Quarterly  in  March,  but  was  notable  to  reach 
them  for  a  second  Quarterly.  The  Pithoragarh  Quarterlies  were  held 
one  in  March  and  one  in  October.  Altogether  I  bpent  about  two 
months  goinff,  coming,  and  holding  meetings  in  Eastern  Kumaon  : 
OTer  two  weeKS  of  this  time  were  spent  in  special  religious  services  and 
in  looking  into  questions  under  dispute ;  also  in  examining  titles  to 
property,  and  settling  boundaries. 

We  held  three  Quarterlies  in  Dwara:  one  in  March,  another  at  the 
time  of  **  Summer  School  and  Workers'  Meeting  "  during  the  month 
of  May,  and  the  other  on  the  last  of  August.  Two  Quarterlies  were 
held  in  Naini  Tal,  besides  one  day  in  Workers'  Meeting. 

In  all  of  the  circuits  on  the  plains,  except  Bareilly,  we  held  three 
Qaarterly  Conferences.  A  Workers*  Meeting  was  held  in  Shahjahan- 
pur  earlvin  May. 

In  all  of  our  special  religious  services  and  Workers'  Meetings  the 
Lord  Jesus  was  in  the  midst  and  many  disputes,  estrangements  and 
hindrances  were  dissolved,  and  new  views  of  Bis  Kingdom  and  our 
obligations  in  it  were  received. 

The  District  Conference  at  Faridpur,  in  November,  was  not  so  well 
attended  as  usual,  owing  to  reports  of  diolera  in  the  villages,  but 
there  was  a  spirit  of  earnest  devotion  manifest  in  the  handling  of  the 
eburch  questions  which  came  before  us.  The  four  impressive  sermons 
of  Bishop  Warne,  and  the  morning  expositions  of  Scripture  by  Dr. 
Scott,  are  still  working  as  good  leaven  in  the  hearts  of  our  workers. 

Tlie  work  of  the  Presiding  Elder  and  Freachers-in-charge  has  been 
exceptionally  difficult  this  year,  owing  to  our  financial  shrinkage.  It 
is  no  easyl  matter*  to  •keep  heart  and  enthusiasm  in  our  workers  when 
the  question  of  a  10%  shrinkage  has  to  be  dealt  with.  The  mere  matter 
uf  arranging  the  figures  to  meet  the  cut  gives  much  anxiety,  but  when 
we  meet  and  face  each  other  and  ask  the  question,  *'  Who  must  look 
elsewhere  for  support?"  the  difiQculty  really  begins.  However,  in  one 
way  and  another  we  managed  in  such  away  that  only  in  men  were 
compelled  to  leave  the  work,  and  most  of  those  who  remain  have  done 
bravely  in  trying  to  maintain  the  work.  We  have  been  led  to  empha- 
size the  great  fact  that  spiritual  fruitfulness  is  not  the  outcome  of 
ftnanolal  arrangements  so  much  as  that  it  Is  the  result  of  abiding  in 
Christ  as  the  branch  abides  in  the  vine.  Or,  to  use  one  of  Paul's  funda- 
mental thonghts,  spiritual  ability  and  comprehension  depend  upon 
our  allowing  Christ  to  make  our  hearts  a  pi  ace  of  residence.  With  these 
two  important  views  of  our  relation  to  Christ  and  his  Church  we  have 
been  sustained  in  the  midst  of  many  discoursging  financial  condi- 
tions.. When  we  note  the  fact  that  in  1895  this  same  field  was  receiv- 
ing Ba.  37,321  from  the  Missionary  Society  **  for  the  work,  "and  in  1001 
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is  receiving  Rs.  24,443,  we  find  cause  for  gratitude  that  our  shrink- 
age in  the  work  is  so  comparatively  smalL  The  total  reduction  is  Rs. 
1^,878,  which  is  more  than  i  of  the  amount  then  received.  Or,  to  put  it 
in  another  form,  it  is  a  reduction  of  Rs.  2,146  annually  for  the  past  six 
years.  Unless  this  rate  of  decrease  in  appropriations  is  checked,  great 
harm  will  come  to  our  work.  It  is  too  rapid  to  be  met  by  indigenous 
resources.  It  means  that  12  years  hence  we  shall  be  receiving  nothing 
from  the  appropriations. 

The  statistics  for  the  year  1901  show  that  we  have  1,937  probation- 
ers, 2,347  full  members,  and  1,915  baptized  children,  making  a  total 
Christian  community  of  6,199.  These  live  in  576  villages.  Of  this 
number,  i,3^2  are  in  our  schools  as  follows:— In  Vernacular,  477  boys 
and  165  girls ;  in  Anglo- Vernacular,  180  boys  and  430  girls.  Total 
number  of  boys,  657.  Total  number  of  girls,  595.  Including  71  boys 
in  Oak  Openiugs  and  130  girls  in  Welleslev,  1,421  non-Christian  bovs 
and  606  non-Christian  girls,  we  have  3,315  scholars  in  our  schools. 
Total  baptisms  289 :  adults  108,  children  of  non-Christians  33,  child- 
ren of  Christian  parents  138. 

I  have  found  but  few  of  our  village  Christians  able  to  read  thn 
Bible,  and  have  emphasized  the  importance  of  putting  our  people  is 
position  to  read  the  word  of  God  for  themselves.  I  hope  our  workers 
may  give  this  matter  immediate  attention. 

Ae  following  table  will  show  at  a  glance  when  each  circuit  was 
occupied  or  circuit  formed,  how  many  have  been  baptized  in  each  cir- 
cuit since,  and  the  distribution  of  our  Christian  community. 
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The  above  table  will  make  clear  the  fact  that  a  large  number  of 
workers  is  necessary  in  order  to  reach  the  people  ^iUi  sj^dcetnatlc 
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teaohisg :  6,109  people,  livinfir  in  576  villages  over  a  wide  extent  of 
territory,  reauire  much  careful  yisiting.  The  table  also  indicates  that 
persona]  work  in  each  small  group  in  a  village  is  required  rather  than 
what  we  call  pulpit  work  before  large  audiences  Our  intention  is  to 
emphasize  more  and  more  the  necessity  of  personal  work  in  leading 
the  people  into  consoious  vital  relations  to  the  Lord  Jesus. 


BIJNOR  DISTRICT. 

Rkv.  W.  a.  Mansell,  Presiding  Elder. —Bijuor  District  is 
at  once  the  newest  district  in  the  Conference  and  one  of  the  old* 
est  centers  of  work.  It  was  opened  by  Bishop  Parker,  be  and  his 
wife  being  appointed  to  this  as  their  first  station  in  1859.  Beins^ 
contiguous  to  Moradabad,  the  conditions  of  the  inhabitants  and 
of  the  accessible  classes  are  much  the  same  as  in  Moradabad  and 
Budaun.  During  the  days  when  the  Sikhs  were  coming  over  to  Chris- 
tianity in  large  numbers,  Bijnor  contributed  its  share.  Then  later, 
when  the  Lai  Begls  turned  toward  Christiaalty,  almost  every  village 
in  the  district  containing  this  class  brought  large  numbers  of  this  class 
to  the  Church  until  at  last  it  was  commonly  reported  that  practically 
all  the  Lai  Begis  in  the  district  had  been  baptized. 

Thus  it  came  about  that  the  Christian  population  of  Bijnor  District 
is  composed  almost  entirely  of  Lai  Begis,  with  a  small  proportion  of 
Sikhs.  That  the  spiritual  condition  of  these  converts  is  not  at  all  sat- 
isfactory has  been  a  matter  of  common  report  for  several  years,  and  is 
sadly  true.     Several  reasons  may  be  given  to  account  for  it. 

The  coming  of  large  numbers  of  any  one  class  to  Christianitv 
tiaturally  makes  it  easier  for  the  individual  to  embrace  the  new  faith 
and  with  ease  of  conversion  comes  a  measure  of  superficiality  In 
faith.  Other  things  being  equal,  those  conversions  are  the  most 
satisfactory  which  are  attended  with  the  greatest  difficulty.  In  most 
oases  the  converted  Lai  Begis  continued  to  live  in  their  old  surround- 
ings and  with  heathen  relatives  around  them,  and  the  traditions  of  their 
ancestors  still  governing  them,  it  was  not  difficult  to  gradually  re- 
lapse into  idolatrous  practices.  And  this  was  especially  the  case 
where  these  practices  were  connected  with  their  means  of  livelihood. 
In  many  cases  their  right  to  live  in  a  village  is  conditioned  upon  tiieir 
performing  certain  services  in  connection  with  the  heathen  rites  of 
their  masters.  We  have  often  occasion  to  quote  1  Cor.  X:  18-20  to  them 
as  bearing  with  marvellous  aptness  on  their  case. 

Another  element  which  must  be  taken  Id  to  account  is  the  lack  of 
adequate  pastoral  oversight  and  training.  Both  on  account  of  their 
low  intellectual  order  and  the  ease  with  which  they  were  converted, 
these  people  needed  the  most  careful  and  painstaking  spi«^itual  training. 
A  good  beginning  was  made,  but  it  was  not  followed  up.  The  teachers 
and  pastors  who  were  provided  were  naturally  from  among  the  Sikhs 
$s  being  the  cUss  that  had  first  embraced  Christianity  and  had  the  first 
advantages  of  education  But  the  Sikh  pastors  found  it  difficult  to 
overcome  their  inborn  prejudice  against  a  class  a  trifie  lower  than 
themselves,  and  with  rare  exceptions  prosecuted  their  work  in  a  per- 
funetory  and  half-hearted  manner. 

Then  there  came  the  period  of  rapid  advance  in  other  directions 
and  the  widening  of  the  field  and  consequent  redaction  of  means  avail- 
able for  the  field  already  occupied.  So  the  number  of  pastors  had  to 
be  gradually  reduced  from  year  to  year,  although  the  need  was  fully 
M  great  as  ever.    Thus,  with  a  constantly  diminishing  number  of  pas- 
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tors,  and  these  not  in  hearty  sympathy  with  their  flocks,  there  came 
about  a  perfectly  natural  spiritual  decline,  or  rather  a  failure  to, realis 
spiritual  advance. 

This,  then,  is  the  condition  which  confronts  us  :  a  large  number  of 
nominal  converts  living  in  their  old  surroundings,  following  their  old 
customs,  more  or  less  inclined  to  idolatry  and  very  little  inclined  to 
spiritual  things,  with  a  force  sadly  inadequate  both  as  regards  numben 
and  training  and  spirituality,  to  grapple  with  the  problem.  But  we 
are  not  discouraged  or  entirely  without  hope.  We  believe  that  a 
spiritual  revival  may  awaken  these  nominal  converts,  and  that  from 
them  a  true  spiritual  Israel  may  be  raised  up.  To  that  end  we  are 
praying  and  working  It  is  our  purpose  to  make  our  Summer  School 
a  center  of  revival  influence  for  the  workers,  and  to  hold  special  ser- 
vices on  revival  lines  in  as  many  circuits  as  we  can  during  this  cold 
season.  A  beginning  has  already  been  made  and  the  results  are  some- 
what encouraging. 

The  Christian  community  in  this  district  numbers  5,966.  An  accu- 
rate numbering  of  the  Christians  actually  present  and  confessing  their 
faith  would  materially  diminish  this  number,  but  it  has  not  seemed  wise 
to  attempt  such  a  revision  at  ihis  time,  the  pastors  having  been  in- 
structed to  make  only  such  corrections  as  actual  removals  and  death 
would  require.  In  some  instances  I  have  been  informed  that  certain 
families  have  not  been  heard  from  for  six  or  seven  years  and  have 
been  asked  for  permission  to  remove  their  names  from  the  register. 
The  permission  was  not  given,  and  an  interesting  instance  of  the  wis- 
dom of  holding  on  came  to  my  notice,  where  a  pastor  reported  that  an 
entire  family  that  had  not  been  heard  from  for  six  years  and  had  been 
given  up  for  lost,  had  just  returned  from  China,  whither  they  had  gone 
as  servants.  They  remained  faithful  to  their  profession,  and  it  U 
needless  to  say  are  distinguished  members  of  their  village  community, 
people  coming  from  all  sides  to  hear  of  their  experiences  In  foreln 
lands.  It  should  be  remembered  that  a  considerable  proportion  of  the 
Christian  servants  serving  all  over  North  India,  and  especially  in  the 
summer  resorts,  come  from  Bijnor  and  the  neighboring  districts. 

There  are  in  the  district  67  schools,  with  1,076  scholars,  and  91 
Sunday  Schools,  with  2,392  scholars.  Our  schools  are  almost  exclu- 
sively of  the  most  elementary  class  and  reach  only  poor  Christians, 
with  a  few  outcastes.  I  believe  that  the  closing  of  the  better  class  of 
schools  intended  to  reach  the  middle  and  higher  classes  is  a  distinct 
injury  to  our  work  as  an  evangelizing  agency  and  tends  to  separate 
us  farther  than  ever  from  the  classes  we  are  yet  hoping  to  reach. 
The  Woman's  Foreign  Missionary  Society  has  a  good  girls'  boarding 
school  at  Bijnor,  under  the  charge  of  Mrs.  Mansell  and  two  assist- 
ants. They  report  a  good  year  with  satisfactory  results  in  the  Govern- 
ment Inspectress's  examination.  Systematic  work  is  also  carried  on 
by  a  large  force  of  Bible-readers,  most  of  whem  are  the  wives   of  our 

Sreachers  and  teachers.  Their  work,  carried  on  often  with  the  greatejt 
ifficulty  and  under  many  disadvantages,  is  worthy  of  much  praise. 
There  are  ten  circuits  on  the  district.  Our  nearly  6,000  ChrlstianB 
live  in  432  villages  and  are  ministered  to  by  23  preachers  and  58  other 
helpers.  There  were  247  baptisms  during  the  year,  of  which  73  were  of 
adults  and  the  rest  of  children.  The  amount  raised  for  pastoral  sup- 
port was  Rs.  369,  of  which  all  but  R8.70  was  from  natives.  The  bene- 
volent collections  amounted  to  Rs.  103-2,  These  Items  show  a  reason- 
able increase. 

We  have  not  stood  still  during  the  year  and  we  have  much  hope 
for  the  future.  With  a  Church  spiritually  alive  in  Biinor  we  can  Btill 
hope  to  do  exploits.    On  account  of  the  burdea  of  oaring  for  our  largt 
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nominal  Christian  community  with  our  small  force  of  workers,  we  have 
not  been  able  to  do  much  for  evangelizing  classes  not  yet  reached, 
but  we  have  not  entirely  disregarded  them.  Our  Sunday  Schools  re> 
gularly  reach  800  non-Christians,  and  bazar  preaching  has  been  re-es- 
tablished in  several  centers  There  are  a  number  of  promising  open* 
ings  among  Chamars,  and  in  spite  of  obstacles  in  the  way,  numbers 
of  them  seem  almost  ready  to  embrace  Christianity. 

We  have  received  many  favours  for  the  mission  during  the  year, 
for  which  we  wish  to  express  our  gratitude.  The  government  officials 
in  the  station  have  been  uniformly  kind  and  helpful.  A  request  for 
subscriptions  for  our  Christmas  treat  and  for  extra  warm  clothes  for 
the  girls  was  generously  responded  to.  The  Independent  Methodist 
Church  at  Nanaat,  Massachusetts,  have  for  many  years  sent  us  their 
communion  [collections  and  this  year  it  has  been  a  very  acceptable 
help  in  the  support  of  a  mohalla  pastor-teacher.  A  kind  friend  in 
Syracuse,  a  classmate  of  Bishop  Parker,  has  also  undertaken  the 
support  of  two  pastor-teach ars,  aud  a  Chautauqua  circle  of  Brantford^ 
Ontario,  has,  through  Mrs.  Messmore,  sent  a  contribution  for  the  erec* 
tion  of  a  church  in  Dhampur,  which  was  completed  and  dedicated  in 
July.  It  is  a  neat  and  very  satisfactory  house  of  worship.  Our  Hin- 
dustani members  of  the  District  Conference  rallied  nobly  to  the  support 
of  the  Parker  Memorial  collection,  contributing  out  of  their  poverty 
the  sum  of  two  hundred  and  thirty  rupees. 

In  every  way  we  have  much  to  be  thankful  for  and  go  forward  to 
meet  the  new  year  with  fresh  hope  and  courage. 


GARHWAL  DISTRICT. 

Rbv.  J.  H.  Gill,  Presiding  £2(2er.— Custom  calls  for  an  annual 
report  from  each  district,  and  I  comply  for  Garhwal. 

In  the  year  just  closed  no  one  event  has  occurred  which  marks  it  as 
very  different  from  the  years  that  precede  it. 

I  have  visited  each  circuit ;  sometimes  in  company  with  Mrs.  Oill, 
and  oftener  alone.  The  Garhwal  Bhot  can  have  only  one  visit  a  year, 
chief!  V  on  account  of  its  distance,  and  of  the  expense  and  difflcultv  of 
travelling.  Other  circuits  have  had  several  visits.  There  have  been 
12  deaths  and  27  baptisms.  The  total  roll  of  Christians  of  all  ages 
amounts  to  800.  A  few  who  proved  to  be  unworthy  have  been  struck  off 
the  rolls.  But  I  am  not  without  hope  that  these  same  persons  may  be 
restored  at  some  future  time.  The'usual  collections  have  been  taken, 
chiefly  from  those  in  the  service  of,  or  in  schools  of,  the  Mission.  It 
seems 'difScult  to  realize  much  from  others,  although  we  preach  the  duty 
of  giving,  and  do  not  fail  to  urge  its  importance.  We  have  a  total  in 
day  schools  of  three  hundred  and  fifty  scholars. 

The  central  school  passed  eight  pupils  in  the  last  Middle  English 
Examination,  of  whom  two  were  Christ!  ans.  Eight  hundred  and  thirty- 
three  scholars  are  reported  In  the  Sunday  Schools.  We  have  collect- 
ed Rs.  152-0-0  for  Ministerial  support,  of  which  sum  about  ninety-two 
rupees  came  from  natives  of  India.  For  Children's  Day  Rs.  18-8-0. 
For  Bible  Society  Rs.  32-8-0.  For  Sunday  School  Union  Rs.  9-18-0. 
W.  F.  M.  S.  collections  are  reported  separately.  Other  benevolent 
collections  have  been  Rs.  82-2-0.  The  Parker  Memorial  ekanda  Is 
being  collected. 

1  have  now  enjoyed  residence  in  the  superb  climate  of  Garhwal  for 
twelve  consecutive  years,  and  if  I  add  my  previous  term  here,  itmak^s 
popiething  likp  20  years  service  in  Garhwal*    Seven  other  Missionar* 
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lee  have  laboured  here,  bn%  none  has  given  so  many  years  to  thie  work. 
From  what  was  practically  a  single  station  (or  two  at  most)  I  have 
seen  it  ezt^ad  its  branches  till  we  have  now  six  circuits  containing  a 
score  of  smaller  outposts.  With  diminishing  Mission  appropriations 
w  may  have  to  draw  in  our  borders.  Still.  Uie  district  will  be  covered 
In  theory  by  the  circuits.  It  is  my  hope  that  itineratiotis  from  each 
center  will  leave  ho  large  section  nnvlslted. 

As  in  other  years  the  Bible,  and  portions  of  the  Bible,  have  been 
sold  and  distributed.  Medicine  has  been  a  means  of  good  in  several 
places,  and  nearly  all  our  older  helpers  know  something  concerning 
Qommon  remedies  and  skilfully  administer  them.  Government  furnish 
tts  with  fifty  rupees  worth  annually,  and  we  supplement  that  with 
three  or  four  times  as  much  more  from  Mission  resources. 

I  desire  thankfully  to  acknowledge  the  great  good  done  to  ovr 
work  by  the  visit  of  Dr.  T.  J.  Scott  and  Mrs.  Soott  of  Bareilly  at  the 
time  of  our  District  Conference  in  October.  We  held  meeting^  contin- 
uously, only  stopping  to  take  food  and  rest.  A  number  of  our  pem>le 
professed  to  be  converted.  I  would  estimate  them  at  at  least  twenty-five 
and  may  be  double  that  number.  All  our  preachers  and  people  who 
were  present  were  greatly  blest.  As  the  Spiritual  meaning  of  the 
Divine  word  was  prayerfully  expounded  and  apprehended  God's  pre- 
sence was  felt,  and  each  meeting  closed  with  a  gathering  about  the 
altar,  when  almost  the  entire  audience  joined  in  an  exercise  of  prayer 
and  devout  consecration  to  God.  There  was  at  the  lectures  and  the 
last  sermon  a  good  attendance  of  non-Christians,  and  one  young  man, 
a  non-Christian,  who  had  expressed  his  doubts  about  Jesus  Christ  be- 
fore, came  to  me  afterwards  and  told  me  that  he  had  no  doubts  now  but 
that  Jesus  Christ  is  the  true  Saviour  of  men.  I  have  a  hope  that  this 
testimony  is  an  index  to  other  hearts,  although  we  have  not  their  posi- 
tive confession  of  the  fact. 

I  can  testify  to  the  growth  of  spirituality  among  our  people  and 
see  here  proof  of  the  Divinity  of  Christianity  in  its  power  to  trans* 
form  men,  women  and  children  from  the  grossness  which  accompanies 
idolatry  to  the  beatiful  symmetry  of  consistent  and  devout  Christian 
life.  This  is  true  of  some  among  our  people.  It  will  be  true  by  and 
by  of  most  of  them.  **  God  is  no  respecter  of  persons ;  *'  His  chosen 
ones  come  from  the  East  as  well  as  from  the  West  The  fruit  of  our 
labours  in  Garhwal  may  be  traced  beyond  our  borders.  Perhaps  a 
half-dozen  Garhwalis  labour  now  in  Kumaun,  as  many  more  in  other 
places  :  though  not  counted  in  our  numbers  they  are  the  outcome  of 
seed  sown  here. 

We  have  been  compelled  by  lessened  resources  to  drop  off  some  of 
our  helpers.  Four,  indeed,  in  the  year  under  review,  had  to  be  let  go. 
Besides  these,  two  others  left  of  their  own  accord  :  one,  who  drew 
rupees  six,  went  to  another  mission  on  rupees  ten  ;  another,  who 
served  us  on  ten  rupees  per  mensem,  weot  into  secular  employment  and 
at  once  earned  thirty  rupees  per  mensem.  Both  these  brethren  left 
with  my  consent  and  took  letters  of  recommendation  with  them.  Of 
course  we  cannot  give  Mission  employment  to  all  whom  we  educate. 
It  is  a  blessed  work  to  be  able  to  fit  young  people  for  usefulness  in  the 
broad  world.  They  are  not  lost  to  the  Church  of  God,  although  our 
statistics  do  not  show  them.  The  non-Christians  educated  in  our  Mis- 
sion meet  us  in  many  places.  It  is  something  that  they  are  our  friends. 
It  is  more  that  they  have  new  ideas  of  God,  of  life  and  of  duty.  Our 
field  is  large  and  needy,  but  we  have  carefully  avoided  debt. 

The  number  of  Christian  boys  supported  by  the  Mission  has  fallen 
to  one  half  of  its  former  strength.  Tnis  was  inevitable  as  funds  d^ 
crease4* 
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PtorBonally,  I  am  able  to  sinff  the  old  hymn: 

**No  foot  of  land  do  I  possess, 

No  cottage  in  this  wilderness.  *' 
But  1  hare  always  felt  it  my  duty  ti  encoura^re  both  our  preaohers 
and  members  to  become  owners  of  a  bit  of  land  for  the  sake  of  Uieir 
children  and  family  relations,  and  the  permaneoce  of  the  Church  here. 
I  think  I  leaye  Garhwal  strong^er  in  this  respect  than  I  found  It  It  has 
been  a  pleasure  to  assist  the  family  of  a  former  Head  Master  to  settle 
among  us.  He  now  owns  in  fee  simple  500  acres.  The  spot  is  in  the 
midst  of  the  rudeet  and  most  untaught  people  of  this  semi-ciyillzed 
district     They  call  themselves  **  benighted  *'  as  the  appelation  is  ap- 

gropriate.  But  I  have  no  doubt  this  Christian  family,  under  God'e 
leasing,  will  bring  with  them  the  light  and  truth  of  Jesus.  I  refer  to 
those  vmo  are  now  settling  in  Bharsar. 

No  preacher  amoag  ua  in  Mission  employ  can  decline  to  itiner- 
ate as  the  needs  of  the  work  demand;  while  this  is  understood  any  as- 
sistance that  a  few  friends  cangive  helps  make  up  the  loss  of  direct  in- 
come when  *  *  cuts ' '  occur. 

If  I  were  to  enumerate  the  needs  of  the  work  as  I  leave  it,  I  would 
say,  first,  give  a  Missiouary  to  the  central  school,  raising  its  grade  to 
Entrance  For  these  steps  endowment  is  needed  and  funds  should  be 
raised.  There  is  an  opportunity  here  now  that  may  be  lost  by  delay. 
We  can  have  the  higher  education  of  an  entire  district  in  our  own 
hands.  Then  free  tbo  Presiding  Elder  for  touring  through  the  district, 
and  furnish  him  funds  necessary  for  itineration.  Give  to  the  Mis- 
sion a  certificated  native  doctor,  who  can  spend  all  his  time  In 
medical  work.  Provide  endowment  for  fifty  Christian  boys  to  be 
housed,  clothed  and  fed  comfortably,  requiring  from  those  of  them 
who  have  parents  able  to  give,  all  the  fees  the  Mission  authori- 
ties require.  Boys  cannot  be  kept  in  a  Christian  way  for  much 
less  than  five  rupees  each  per  mensem.  We  do  it  on  less,  but 
the  task  is  difficult  and  unsatisfactory.  Prices  in  the  plains  of 
India  are  neither  a  guide  nor  criterion  for  Garhwal.  A  cheaply 
built  chapel  is  needed  wherever  Christians  live.  It  furnishes  three 
conveniences :  a  place  for  worship,  a  place  for  a  little  school,  a 
shelter  for  the  visiting  preacher  or  missionary.  Two  important  sec- 
tions are  still  unoccupied,  namely,  Tehree  and  Pokri  Nagpur.  These 
places  are  visited  annually,  but  a  resident  preacher  should  live  in 
each.  There  are  Garhwali  young  men  now  in  the  Theological  Bchool, 
who  can  fill  these  three  places  when  they  complete  their  course.  But  un- 
less the  process  of  cutting  the  appropriations  ceases,  they  will  not  be 
employed  when  they  are  equippea  and  ready.  I  fear  they  could  not  be 
useful  if  they  attempted  to  live  by  begging  from  the  people.  Later  in 
our  development,  men  will  be  supported ;  but  it  wiu  be  after  a  Mr 
proportion  of  the  inhabitants  are  converted  to  Christ. 

Permit  me  to  put  on  record  what  may  be  deemed  an  outside  mat* 
ter.  It  is  concerning  the  imperative  needs  of  Garhwal  in  secular 
matters  in  order  to  bring  in  civilization  to  the  needy  people.  I  would 
say  a  great  need  is  cart-roads.  The  system  of  foroed  labour  still 
found  here,  whereby  a  traveller  is  furnished  with  coolies  who  an 
compelled  to  serve  at  all  times,  is  a  relic  of  barbarous  tinws  anA 
retards  civilisation.  I  pray  for  roads  that  admit  of  wheeled  vehlotes*- 
Till  this  boon  comes  human  beings  must  do  the  work  of  beastr  at 
burden.    May  God  move  the  hearts  of  this  paternal  Government  to 

give  cart-roads  to  Garhwal.  I  do  not  blame  Government,  for  I  think 
ley  do  the  most  they  can  with  the  resources  in  their  hands  •  But  we 
pray  for  cart-roads  as  an  imperative  necessity  to  progress.  Another 
pressing  need  is  the  abolition  of  the  custom  of  purchasing  wSiPts. 
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This  prevailB  almost  uniyereally  in  all  castes.  It  is  called  a  mpde  of 
marriage,  bat  in  some  way  it  should  be  abolished.  The  record  of  ills 
which  come  from  the  custom  is  too  long  to  enumerate  here.  There  is 
an  open  door,  I  may  sav  the  people  are  everywhere  accessible.  Give 
their  children  a  Christian  eaucation  and  the  systems  of  error  that 
enthrall  the  people  will  speedily  decline  and  in  their  stead  truth  and 
righteousness  will  prevail. 

In  conclusion  permit  me  to  say  that  this  session  of  Annual  Con- 
ference completes  for  the  writer  thirty  years  of  service  connected  with 
the  Mission  and  the  North  India  Conference. 

Lansdowne  Cibcuit. 

Rev.  Ghungarmani  writes  :— This  circuit  contains  134,414  souls  in 
three  divisions,  known  as  Salans,  probably  named  from  the  "  Sal" 
tree  which  is  common  here.  The  Mission  Head-quarters  is  in  the  Lans- 
downe Military  Cantonment,  which  accommodates  three  native  regi- 
ments. A  few  Native  Christians  are  in  service  in  the  bands  of  the  regi- 
ments and  in  domestic  service  in  officers'  families,  and  among  tne 
scavengers  employed  to  keep  the  Cantonment  clean-  we  have  work  in 
progress  in  Kotdwara,  Bage  Ajmere  and  Kokani  in  Karanda,  employ- 
ing one  local  deacon,  two  local  preachers,  one  exhorter,  one  teacher 
and  four  Bible-readers.  I  have  spent  most  of  my  time  this  year  in 
the  Bhabar,  for  here  I  see  greatest  hope  for  the  extension  of  God's 
kingdom  among  the  new  settlers.  We  keep  up  study  of  the  Bible 
among  our  assembled  workers,  and  also  out-door  preaching. 

Bainole  Circuit. 

Rev.  F.  W.  Green  wold  works  here  among  a  population  of  50,000 
people.  He  reports  having  visited  15  new  villages  within  a  radius  of 
nine  miles  of  his  own  home.  He  has  done  some  work  on  the  pilgrim 
roote»  which  passes  within^L  couple  of  miles  of  his  head-quarters. 

Eainur  Circuit. 

Rev.  D.  A.  Chowfin  writes  that  he  has  67  Christians  in  his  terri- 
tory, which  comprises  a  population  of  70,000  souls.  '  Itinerating, 
preaching,  distribution  of  medicine  and  Sunday  and  day  schools  are 
all  in  use  in  the  effort  to  reach  the  people  and  to  carry  the  Gospel  to 
them.  Some  interesting  conversations  were  held  during  the  year  with 
passing  pilgrims  to  the  shrines,  showing  that  the  knowledge  of  Jesus 
Christ  is  spreading  among  the  people.  £leven  deaths  from  plague 
bocured  late  in  the  year.  Great  eif  orts  were  made  to  prevent  its  spread, 
and  these  efforts  were  successful.  Hev.  Khwankin  of  Bungedhar  reports 
tours  within  a  radius  of  6  miles,  where  he  regularly  visits  16  villages. 
The  people  here  are  worshippers  of  the  gods  called  Baneshwar  and 
Ghandiyal. 

Srinaqar  Circuit. 

Rev.  Edward  Thomson,  local  elder,  is  preacher- in-charge  and 
native  doctor.  He  lives  at  Chopra  and  tours  east  to  Katsyun  and  west 
to  Srinagar,  besides  assisting  at  head-quarters.  He  reports  six  bap- 
tisms and  two  deaths.  He  is  assisted  by  three  local  preachers  and 
three  ezhorters  and  teachers. 

Ramni  Circuit. 

Rev.  d.  Mansell  labours  among  the  people  of  Upper  Garhwal.  He 
i^  f ^  i^om  any  other  mission  helper.    The  Thibetans  and  traders  at 
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the  northern  passes  famish  him  with  all  he  can  do  the  year  roun*!. 
His  influence  amonsf  the  Ramneites  is  wide  spread,  and  it  was  a  plea- 
sure to  the  missionary  to  see  how  readily  the  people  responded  to  his 
call  for  them  to  assemhle  for  religious  service.  They  are  quite  be- 
nighted, but  work  among  them  is  full  of  hope  and  the  school  at  Ramni 
Is  alone  compensation  for  all  the  labour  and  expense  of  this  branch 
mission.  Daring  the  year  300  persons  have  received  medical  aid. 
Brother  Mansell  still  needs  a  dwelling-house. 
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Rev.  W.  Pevsxs,  Presiding  £2der.— Thank  God,  this  year  has 
been  spent  also  in  the  fulfilment  of  His  service.  All  the  work  of  this 
district  was  guided  by  the  Divine  help.  In  the  beginning  of  the  year 
we  had  given  up  ourselves  wholly  for  His  service  and  we  had  promised 
that  we  would  do  as  He  would  like  us  to  do.  We  carried  out  the  same 
promise  throughout  the  year  and  we  are  glad  to  say  that  He  helped  us 
a  great  deal  and  we  eot  the  victory  over  many  dificulties.  He  made 
easy  for  us  all  the  difficult  undertakings  which  were  quite  a  mystery  to 
us.  He  solved  for  us  all  the  difficult  problems.  The  chief  thing 
worth  noticing  in  this  year  is  that  a  great  revival  has  taken  place  in 
all  the  circuits.  I  visited  the  work  of  nearly  every  place  not  less  than 
three  times  during  this  year,  and  held  the  revival  meetings  In  different 
places.  Many  souls  were  blessed  and  many  Christians  received  the 
Daptismofthe  Holy  Ghost.  The  work  has  made  very  good  progress 
this  vear.  Let  us  go  back  a  little  to  the  early  history  of  tnese  two 
districts  which  are  now  called  by  the  name  of  Gonda  District.  One  for« 
eign  missionary  and  his  wife,  with  ten  native^members,  constituted  the 
whole  community.  But  now  the  number  has  risen  to  1,300  including 
men,  women  and  children.  Is  not  this  a  wonderful  change?  Certain* 
ly  it  is.  In  this  way  we  find  that  some  or  other  improvement  is  made 
in  the  way  of  coUectinc:  the  subscriptions,  in  the  cause  of  self-support, 
etc.  There  is  a  vast  difference  between  the  present  and  the  past  condi- 
tion. I  dare  say  the  work  has  progressed  ten  times  more  than  what  it 
was.  Bach  and  every  circuit  has  made  some  progress.  Wherever  we 
go  we  meet  with  a  number  of  inquirers  seeking  after  truth.  They  are 
taught  regularly  and  we  hope  they  will  soon  become  Christians.  At 
present  we  have  adopted  the  method  of  baptizing  those  persons  only 
who  are  within  our  reach  and  can  properly  be  trained,  we  have  not 
opened  any  new  work  this  year.  We  are  not  many  in  number  ani  we 
have  enough  work  already  to  do  in  the  old  centers.  We  are  glad  to 
report  that  our  old  work  is  not  much  suffering.  The  work  is  carried 
on  regularly  among  the  new  converts  and  among  those  people  who  live 
around  them.  We  are  trying  to  impress  on  their  minds  the  truth  of  tlie 
Gospel  and  to  bring  them  into  the  fold  of  Christ.  The  difficulty  with 
oor  work  lies  in  the  fact  that  it  is  not  only  among  two  or  three  sects 
of  people  but  it  is  spread  among  all  classes,  creeds  and  sects.  The 
work  has  progressed  more  than  we  expected,  having  such  a  small  num- 
ber of  workers  in  the  field.  But  there  is  nothing  in  this  world  whksh 
can jj^ove  an  obetacle  in  the  way  of  spreading  His  Kingdom. 

The  reduction  of  money  last  year,  checked  the  progress  of  the  work 
to  a  very  great  extent.  Three  schools  which  were  teaching  the  majori- 
ty of  the  Christian  students  were  abolished,  owing  to  the  want  of 
mone]F«  The  dismissal  of  several  co-workers,  l)ecause  of  this  reduc- 
tion, prevented -us  from  malring  the  progress  we  ought  to  have  made. 
Both  the  work  and  the  workers  suffered  a  great  loss.     We  are  having 
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such  reduotioDs  of  money  eince  4  or  5  years.  This  has  greatly  hinder- 
ed our  work,  but  at  the  same  time  we  tried  our  best  to  carry  on  the 
work  successfully  and  we  have  reason  to  believe  that  it  will  continue 
in  the  same  state.  This  is  Bis  work,  it  will  take  root  and  spread.  He 
will  think  out  some  plan  or  other  which  will  be  beneficial  to  us. 

Looking  at  the  present  condition  of  the  community  in  general,  we 
cannot  say  that  it  can  stand  absolutely  on  its  feet  just  now.  They 
have  not  so  much  income  as  to  take  up  all  this  burden  on  themselves 
at  once.  But  the  time  is  coming  when  we  shall  see  the  churches  self- 
supporting.  1  do  not  mean  to  say  that  we  are  not  upholding  the 
cause  of  self-support ;  we  are  trying  our  best  to  encourage  it,  but  we 
can  do  only  as  much  as  our  financial  circumstances  allow. 

I  want  to  make  myself  more  clear  by  saving  that  we  left  no  stone 
unturned  in  propagating  the  cause  of  self-support -though  some- 
times we  met  with  difficulties.  We  prefer  giving  to  receiving,  but  we 
see  that  the  majority  of  the  community  is  poor  and  they  cannot  give 
as  much  as  we  expect  them  to  give. 

As  far  as  possible  the  sacraments  and  the  ceremonies  in  connec- 
tion with  marriage  and  burial  are  observed  according  to  the  doctrines 
of  the  Methodist  Church.  Still,  we  cannot  declare  that  all  of  our 
Christians  are  perfectly  strong,  but  it  is  our  constant  endeavor  to 
make  them  perfectly  strong  Christians  who  would  reflect  the  true  image 
of  Christ  in  our  midst. 

This  year  many  were  converted  and  got  the  new  life.  We  had 
very  good  meetings  in  the  Christian  MeUi  this  year.  We  are  very 
thankful  to  Rev.  S.  Knowles,  Rev.  J.  W.  Robinson,  Rev.  C.  L.  Bare, 
Mrs.  Parker  and  Bishop  W  arne,  who  kindly  took  part  in  our  meet- 
ings. About  96  preachers,  boys  and  girls  confessed  having  fully  re- 
ceived the  baptism  of  the  Holy  Ghost.  The  Bishop's  preaching  made  a 
great  impression  and  filled  us  all  with  the  fire  of  zeal  for  His  work. 

Meetings  in  connection  with  the  League  are  held  in  every  circuit  of 
the  district,  and  the  Hicague  is  in  a  good  condition.  The  work  is 
carried  on  in  the  power  of  the  Spirit,  and  the  work  of  the  Gospel  is 
greatly  helped  by  it.  I  hope  this  work  will  take  root  in  this  country 
and  goon  improving.  Temperance  meetings,  also,  are  held  in  most  of 
these  places.  These  are  helpful  not  only  to  the  Christians  but  to  the 
non-Cnristians  also. 

There  was  mela  preaching,  also,  in  most  places,  and  thus  hundreds 
heard  the  Gospel.  Many  confessed  that  ours  is  the  right  religion  and 
in  fact  said  that  they  believe  in  their  hearts,  but  that  it  is  difficult  to 
leave  all  their  social  connections  and  relatione.  Indeed,  this  is  the 
greatest  difficulty  in  this  country  and  it  will  require  a  deal  of  time 
and  perseverance  to  get  over. 

The  schools  are  in  good  condition.  The  Christian  boys'  and  girls' 
schools  show  some  passes  every  year  and  are  well  managed.  Nearly 
all  of  them  receive  Government  aid  and  their  Inspectors  and  Assist- 
ant Inspectors  visit  them  and  make  favourable  reports  on  them  once 
or  twice  a  year. 

Sunday  Schools  are  held  in  every  preacher's  station  and  in  some 
large  stations  there  are  many  such  schools.  These  are  all  in  good 
condition,  and  Christian  and  non-Christian  pupils  learn  religious  and 
moral  truths  in  them.  The  Gonda  GirlB'  Boarding  School  is  in  charge 
of  Miss  Scott,  who  manages  it  zealously,  and  every  year  two  or  three 
girls  pass  the  Middle  Examination. 

Miss  Hoge  is  our  Lady  Evangelist  and  is  a  great  help  to  our  spir- 
itual improvement.  She  is  ever  ready  to  help  us  in  any  difficulty,  and 
tries  to  lead  the  poor  and  erring  ones  with  Christlike  love  and  sym- 
pathy. 
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The  Twentieth  Century  Forward  Movement  is  just  now  in  its  com- 
menoement,  but  it  is  hoped  the  movement  will  become  strong  during 
the  year.    This  seems  likely  to  result  in  much  good  in  time  to  come. 

Now  I  pray  the  Lord  to  grant  us  greater  wisdom  and  strength, 
spiritual  and  physical,  to  carry  on  this  work  with  greater  force  and 
greater  success. 


HARDOI  DISTRICT. 

Rev.  Samuel  Tupper,  PreHding  Elder.— There  are  nine  circuits 
in  the  district.  I  have  visited  every  circuit  twice  and  tlirice  this 
year,  and  held  meetings  in  conjunction  with  Quarterly  Conferences, 
and  visited  almost  all  the  sub-circuits  of  the  district,  and  found  that 
the  workers  are  doing  good  work.  There  are  no  missionaries  in  the 
district.  There  are  33  schools  and  730  students,  368  of  whom  are 
Christians.  The  Bible  and  Catechism  are  taught  every  day.  We  have 
six  schools  for  girls  also,  in  which  )35  students  are  taught  All  the 
schools  appear  to  be  improving,  and  they  are  in  a  better  state  than 
last  year.  Most  of  the  day  schools  in  the  district  are  Holmes  Schools. 
One  hundred  and  twenty  persons  have  been  baptised  this  year.  So  in 
my  district  there  are  1,319  Christians,  and  they  gave  Rs.  600.  There 
are  eighty  Sunday  Schools,  which  are  flourishing.  They  show  an 
increase  in  numbers.  In  no  way  are  the  boys  neglected;  in  fact, 
many    non-Christians  begin  to   acknowledge  Christ  and   sing   His 

g raises  in  oar  schools.  The  Twentieth  Century  Forward  Movement 
as  done  a  great  deal  of  good  in  the  district,  and  64  persons  were 
reported  as  real  converts  and  many  were  made  stronger. 

The  Hardoi  Girls'  School,  supported  by  the  Woman's  Foreign 
Missionary  Society  and  Mr.  and  Mrs.  John  O.  Holmes  of  Pittsburg, 
has  made  excellent  progress.  Many  of  the  girls  have  learned  needle 
work,  and  some  are  learning  knitting.  Mrs.  Parker  was  very  much 
pleased  with  the  school,  when  she  examined  the  girls  on  her  first  visit 
this  year. 

There  are  4  ministers,  8  local  deacons,  14  preacherjB,  20  exhorters 
and  29  teachers  in  this  district. 

There  are4Epworth  Leagues,  and  the  work  of  the  Epworth  League 
is  very  strong  and  supports  the  work  of  the  Master  efficiently ;  it  is  a 
great  help  in  our  work. 

There  is  a  great  need  of  a  new  and  large  church  building  at  Hardoi. 
The  congregation  has  outgrown  the  poor  mud-walled  chapel.  The 
Church  has  raised  about  Bs.  400  for  a  church  building  at  Hardoi. 
Bs.  1 ,500  are  needed  for  this  mu  3h-needed  work. 

This  year  our  District  Conference  and  camp-meetings  have  given 
us  great  spiritual  blessings  and  assurance,  and  many  threw  them- 
selves at  His  feet,  and  presented  themselves  a  living  sacrifice  and 
resolved  to  work  with  all  their  might  to  bring  others  into  the  kingdom 
of  Christ.  Bishop  F.  W.  Warne,  D.  D.,  was  with  us  for  three  days 
in  our  camp-meetings  and  it  was  a  season  of  great  blessing,  and  many 
were  greatly  benefited  spiritually,  and  were  really  converted.  It  is 
hoped  these  will  prove  faithful  and  loyal  servants  for  the  Master's  work. 

The  Hardoi  District  Christians  have  given  Rs.  280  for  *'  The 
Bishop  ParRer  Memorial  Fund,"  half  of  which  will  go  to  the  Morada* 
bad  High  School,  and  the  other  half  to  the  Reid  Christian  College  at 
Lucknow. 

The  Qovernment  has  given  three  small  pieces  of  land  for  Christian 
grave-yards  at  SandiU,  Acholganj  and  Sandi. 
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Taking  a  general  view  of  the  whole  work,  we  feel  that  it  has  made 
good  progress  and  that  God  has  continaed  to  bless  us.  May  Ihe  Al- 
mighty God  bless  all  the  work  and  the  workers  abundantly  by  Hii 
Holy  Spirit. 
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Rev.  L.  a.  Core,  Presiding  Elder.—Since  the  Conference  a  year 
ago  the  Moradabad  District  is  composed  of  parts  of  three  Civil  uis- 
tricts,  or  Zillas.  Of  the  fourteen  circuits,  five  are  in  the  Aforadabad, 
seven  in  the  Budaon  and  two  in  the  BareiUy  Zlllas,  respectively. 

The  working  force  of  the  district  consists  of  seven  missionaries, 
men  and  women,  five  assistants,  eleven  Hindustani  members  of  Confer- 
ence, forty-three  ordained  and  unordained  preachers,  ninty-seven  ex- 
horters  and  other  workers.  Of  the  Z  an  ana  workers,  Bible-women  and 
teachers  there  are  one  hundred  and  twenty-seven,  making  a  total  of 
two  hundred  and  ninety -four.  The  Christian  community  to  which  this 
band  of  men  and  women  ministers  number  14,619,  living  in  1,200  Tillages 
and  mohallas.  If  we  deduct  from  the  total  of  workers  the  unpaid 
preachers  and  exhorters,  those  whose  work  is  exclusively  in  the  schools 
and  zananas,  we  have  left  about  z26  who  are  free  to  do  evangelistic 
work.  This  makes  about  65  Christians  to  each  worker.  Many  of  these 
workers  are  living  on  from  one  to  four  rupees  a  month  and  are  them- 
selves not  far  in  advance  of  the  people  whom  they  are  supposed  to 
teach.  Those  who  know  how  scattered  and  ignorant  our  common 
people  are,  and  how  difiScult  it  is  to  make  them  to  comprehend  even 
the  most  fundamental  truths  of  our  religion,  will  readily  concede  that, 
considering  the  character  and  needs  of  the  flock»  each  shepherd  has  all 
he  can  possibly  care  for. 

Aggressive  work  under  these  circumstances  is  almost  out  of  the 
question.  It  is  true  we  have  this  year  re-established  in  all  the  larger 
places  bazar  preaching.  With  the  exception  of  this,  and  of  our  two 
Anglo- Vernacular  and  two  or  three  small  Vernacular  schools,  we  are 
doing  very  little  aggressive  work  among  non-Ghristians.  Our  con- 
stantly diminishing  force  of  workers  has  compelled  us  to  do  this,  yet 
we  regard  it  as  a  calamity  to  our  work.  The  closing  of  so  much  work 
and  dismissing  of  so  many  workers  has  created  in  uie  minds  of  many 
both  in  and  out  of  the  Mission  the  impression  that  the  Mission 
is  a  vanishing  force. 

Two  more  serious  results  have  to  be  noted  in  connection  with  re- 
duced funds.  First  is  the  practical  disappearance  of  the  village  and 
mohalla  school.  In  some  places  they  still  try  to  keep  up  the  form, 
though  the  content  has  well  nigh  disappeared.  With  the  exception 
of  a  few  of  the  larger  places  we  have  no  longer  in  reality  any  village 
schools.  Teachers  have  either  been  dismissed  or  given  charge  of  sub- 
circuits  with  from  ten  to  twenty-five  villages,  thus  making  it  impossible 
for  him  to  do  more  than  teach  the  Catechism.  While  educationally 
considered  the  small  schools  were  never  a  great  success,  yet  it  has 
been,  all  through  our  work,  the  *'  thin  edge  of  the  wedge  "  which  has 
resulted  in  the  eventual  tearing  asunder  of  the  l<$g  of  heathenism, 
We  sincerely  deplore  the  necessity  which  is  causing  the  disappearance 
of  this  useful  institution. 

The  second  serious  result  of  reduced  means,  is  the  refusal  on  the 
part  of  many  parents  to  allow  their  girls  to  go  to  the  boarding  schools. 
The  two  boys'  boarding  schools  hc^ve  an  ^Drollment  of  only  140, 
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while  those  of  girls  show  an  enrollment  of  187.  Both  boys'  schools  are 
running  beyond  their  means,  while  the  two  girls'  schools  could  easily 
provide  for  forty  or  fifty  more  pupils.  Parents,  in  view  of  these  facts, 
are  refusing  to  send  their  girls,  when  their  boys  are  prohibited  from 
similar  advantages.  They  ask— Where  will  our  bovs  find  wives  if  they 
remain  in  ignorance  while  their  sisters  are  educated  r  Something  must 
be  done  to  place  our  two  boys'  boarding  schools  on  a  better  financial 
basis,  to  prevent  not  only  them  but  also  the  girls*  schools  from  follow- 
ing in  the  footsteps  of  the  village  school. 

Encouraging  progress  has  been  made  in  the  matter  of  pastoral 
support.  We  have  two  churches— those  in  Moradabad  and  Budaon— 
that  are  self-supporting  The  contribution  from  the  common  people 
this  year  was  about  Rs.  300,  or  about  2  annas  a  family.  The  entire 
collection  from  the  Native  Church  for  pastoral  support  and  benevo- 
lences this  year  was  Rs.  l,200,|or  an  average  of  six  and  a  quarter  annas 
per  family.  The  figures  of  last  year  are  not  available  for  comparison, 
but  there  is  no  question  but  progress  is  being  made.  At  this  point  1 
wish  to  call  attention  to  the  contribution  made  by  the  Hindustani 
workers  towards  the  Bishop  Parker  Memorial  Scholarships.  At 
District  Conference  in  Chandausi  Rs.  560  were  subscribed  in  a  few 
minutes.  Such  generous,  hilarious  giving  I  have  never  seen  in  this 
or  any  other  country.  The  Missionaries  of  Bijnor  and  Moradabad 
Districts  raised  money  to  found  one  scholarship  on  the  Bishop  Parker 
foundation.  The  Hindustani  people  of  the  same  districts,  not  to  be 
outdone,  banded  together  and  out  of  their  poverty  have  founded  an- 
other. 

In  those  circuits  where  for  two  or  three  years  special  effort  has 
been  put  forth  to  root  out  idolatrous  customs,  progress  is  reported. 
There  has  been  a  marked  decrease  in  the  number  of  heathen  mar- 
riages and  funerals  among  our  people  in  most  parts  of  the  district. 
Yet  while  this  is  true,  idolatry  is  far  from  rooted  out.  It  is  a  stubborn 
foe  and  gives  way  slowly.  Old  customs  are  not  nearly  so  tenacious 
among  the  farming  class  as  among  those  who  dwell  in  the  cities. 
Most  of  our  people  outside  four  or  five  larger  cities  are  farmers. 

One  of  the  things  that  has  pained  me,  as  I  have  visited  among  the 
villages,  is  a  spirit  I  sometimes  meet  with,  which,  for  the  want  of 
a  better  name,  I  will  call  sullen  indifference,  as  if  the  Mission  were 
the  enemy  of  the  people,  and  had  done  them  an  injury.  I  cannot 
account  entirely  for  this  and  fortunately  it  is  not  frequent.  So  many 
discharged  workers  are  found  in  every  circuit  and  they  are  almost 
to  a  man  secretly  or  openly  fostering  a  spirit  of  opposition.  They 
either  cannot  or  will  not  see  any  just  reason  for  their  discharge,  so 
are  ready  to  oppose  any  effort  for  the  elevation  of  the  people  in  their 
village.  Then,  again,  another  cause  is  found  in  the  breaking  up  of  the 
village  school  and  withdrawing  of  worker,  and  not  unfrequently  un- 
faithfulness on  the  part  of  the  worker  in  charge  in  part  accounts  for 
this  grievance. 

But  in  my  travels  among  the  villages  I  rarely  have  found  a  vil- 
lage wholly  bad,  and  for  every  one  that  is  indifferently  good  I  have 
found  three,  the  condition  of  which  was  such  as  to  make  me  **  thank 
God  and  take  courage." 

Rev.  W.  B.  Empey,  preacher-in-charge  of  Moradabad  circuit, 
writes : — 

**  Every  worker  in  the  circuit  has  a  definite  plan  of  work,  so  that 
each  village  receives  an  equitable  amount  of  visitation.  Over  this 
again  is  one  who  visits  all  the  work  outside  of  the  city,  according  to 
a  definite  plan  In  this  way  the  preacher-in-charge  can  superin^nd 
with  greater  effectiveness, 
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**  In  what  visits  we  have  been  able  to  make  to  the  ylllaget  we  have 
been  met  with  many  pleasant  surprises  in  the  spiritual  condition  of 
the  people. 

^*  Revival  meetings  have  been  held  in  two  of  the  villages  in  the  city 
with  marked  results.  Good  work  is  being  done  in  our  High  School 
with  Mr.  N.  Jordan  as  Head  Master.  We  are  gratified  at  the  large 
attendance  of  non-Christian  boys.  Of  the  total  number  on  roll,  22^, 
about  160  are  non-Christian.  Fifteen  are  being  sent  up  for  the  Middle 
examination,  of  whom  six  are  Christians;  and  for  the  Entrance  nine, 
of  whom  four  are  Christians.  From  these  classes  we  have  reason  to 
expect  fair  results.  i 

'*The  Boarding  has  been  under  the  careful  management  of  the  pas- 
tor. Rev.  M.  Haqq.  Lack  of  funds  has  compelled  us  to  turn  away 
many.  Special  work  has  been  done  among  the  boys  with  very  encour- 
aging results  A  converts  class  has  been  formed,  which  meets  once  a 
week  under  the  leadership  of  Rev.  J.  Jacob.  The  class  is  forming  a 
nucleus  which  we  trust  may  grow  and  reach  all  who  come. 

**Two  special  features  of  the  year  have  been  the  opening  of  work 
among  the  Cham  are  in  the  city,  and  the  re -establishment  of  bazar 
preaching  twice  each  week.'' 

Brother  Hewes  writes  as  follows  :  — 

'*  Budaun  is  situated  near  the  center  of  the  government  district  of 
the  same  name,  which  has  an  area  of  two  thousand  square  miles  and  a 
population  of  about  a  million  people.  Good  roads  in  all  directions 
give  access  to  all  important  centers,  as  well  as  surrounding  villages. 
A  good  metalled  road,  10  miles  in  length,  is  the  nearest  connection  with 
the  l^ailway.  Budaun  city  contaicjs  between  thirty-five  and  forty  thou- 
sand inhabitants. 

**This  work  was  begun  in  1860  by  Dr.  Humphrev  and  has  grown 
and  extended  till  gradually  eight  new  circuits  have  been  formed  and 
set  off,  while  the  youths  of  this  vicinity  Jiave  been  educated  and  sent 
out  to  evangelize  the  regions  beyond.  Kasgani,  now  an  important 
district  in  the  North- West  India  Conference,  was  for  a  number  of  years 
one  of  the  four  centers  of  the  Budaun  circuit. 

'  **Budaun  has  been'^  a  generous  patron  of  the  Theological  Seminary, 
sending  many  of  its  best  young  men,  while  but  few  of  them  have  re- 
turned to  build  up  their  own  people.  One  prominent  member  of  the 
North- West  India  Cooference  estimated  that  about  one-third  of  the 
workers  of  that  confereni^  had  come  from  Budaun. 

*'The  Budaun  circuit  contains,  besides  the  city,  about  one  hundred 
villages  lying  to  the  east  of  the  Sot  river.  Christians  live  in  nearly 
sixty  of  these  villages,  l>ut  that  does  not  imply  that  these  villages  are 
evangelized.  It  means  only  that  one  of  the  least  numerous  and  influ- 
ential castes,  living  by  themselves  in  one  corner  of  the  village,  have 
become  Christians.  The  Christians  of  this  circuit  are  almost  all  from 
one  class  of  people,  of  whom  much  the  larger  part  have  already  be- 
come Christians,  while  a  smaller  mumber,  very  nard  to  influence,  still 
hold  out  against  all  efforts  and  are  stumbling-blocks  in  the  way  of 
many  not  yet  well  established  in  the  faith.  ^ 

*'Each  circuit  now  has  its  definite  boundaries,  beyond  which  it  can- 
not expand  territory.  A  few  more  villages  within  the  bounds  may 
still  be  reached,  and  some  further  gains  may  be  seen  in  villages  where 
Christians  now  live,  but  such  gains  will  not  be  rapid. 

'*  But  expansion  may  take  place  in  another  way.  and  that  is  to  work 
among  other  castes.  About  one-fourth  of  the  population  of  this  vicin- 
ity is  Mohammedan,  while  the  remainder  i^  divided  into  nearly  sixty 
castes  and  sub-castes.  There  is  so  little  of  social  meeting  between 
tbese  various  castes  that  work  does  not  sprei^d  from  one  to  ai^other. 
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Each  to  the  others  is  a  sort  of  Samaritan.  It  is  difficult  for  even  a 
trained  worker  to  break  over  the  barriers  and  win  the  friendship  of 
men  of  other  castes.  The  Chamar  caste  comprise  about  one-seventh  of 
the  population  of  this  region,  and  many  of  them  listen  readily  to  our 
teaching,  but  very  few  are  ready  to  accept  Christ.  In  adjoining  cir- 
cuits numerous  converts  were. made  from  this  caste  years  ago  and  a 
number  have  become  mission  workers.  They  can  reach  their  own  peo- 
ple better  than  others. 

''During  the  past  year  more  attention  has  been  given  to  this  caste, 
and  one  man  and  one  woman  have  specially  worked  among  them,  main- 
taining a  school  of  eleven  boys  and  another  of  twelve  girls.  They 
desire  to  have  schools  for  their  children.  The  young  man  who  has 
been  doing  this  work  will  go  to  the  Theological  Seminary  next  month, 
to  receive  further  training.  We  trust  the  Lord  will  send  the  right  man 
to  take  his  place. 

*'The  pastor  of  the  Budaun  Church  is  supported  by  his  congrega- 
tion, with  some  help  from  the  missionaries.  Constant  effort  is  made  to 
encourage  the  people  to  assume  the  entire  support  of  their  pastor,  with- 
out help  from  others. 

*' A  workers'  meeting  was  held  in  May,  and  spiritual  blessings  were 
received  by  many,  while  some  sought  and  found  pardon.  The  boys  and 
girls  were  greatly  helped  by  the  service  conducted  by  Bishop  Warnein 
we  beginning  of  November.  A  number  witnessed  to  pardon  received 
at  that  time. 

"While  we  are  often  grieved  by  the  weakness  and  sin  of  professed 
believers  in  Christ,  yet  we  do  not  doubt  that  the  work  is  deepening 
and  widening,  and  the  spiritual  tide  rising.  The  past  year  seems  to 
have  been  one  of  normal  growth  rather  than  of  unusual  manifestations. 
We  have  strong  hopes  that  the  coming  year  will  show  the  same  steady 
progress." 

In  summing  up  the  work  of  the  district  I  am  safe  in  asserting  that 
in  spite  of  all  the  difficulties  and  hindrances,  clear,  definite  progress 
has  been  made.  There  has  been  an  increase  in  collections,  and  there 
have  been  more  conversions  than  in  any  previous  year.  A  better 
spiritual  state,  both  among  the  workers  and  the  common  people,  ia 
apparent 
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Rev.  J.  W.  Robinson,  Presiding  Elder.-— In  reviewing  the  work 
of  another  year  it  is  impossible  not  to  feel  that  within  the  bounds  of 
the  Oudh  District  we  are  attempting  a  stupendous  work  with  a  very 
inadequate  force.  Seven  missionaries,  nine  Woman's  Foreign  Mis- 
sionary Society  missionaries,  eight  Hindustani  members  of  conference, 
thirty-five  local  preachers  and  thirty- two  exhorters — this  is  the  force 
with  which  we  are  attempting  to  reach  a  population  shown  bv  the  last 
census  to  be  almost  six  millions.  All  of  the  missionaries,  both  men 
and  women,  during  the  past  year,  have  been  tied  down  to  institutional 
work,  as  was  also  one  of  the  members  of  conference  and  a  number  of 
local  preachers,  thus  leaving  us  with  a  force  of  only  about  sixty  work- 
ers, many  of  whom  are  of  the  lowest  grade,  for  this  immense  popula- 
tion. C^e  worker  to  one  hundred  thousand  people,  and  this  in  a 
province  that  was  chosen  by  the  founders  of  our  mission  as  our 
own  special  field,  and  which  has  been  left  by  other  missions  practically 
unoccupied  because  of  our  claim  to  it.    One  to  one  hundred  thousand  I 
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That  is  the  number  of  our  workers  as  compared  to  the  population  ! 
What  are  these  among  so  many  ?  This  is  the  question  that  often  con- 
fronts us,  and  it  must  be  confessed  sometimes  almost  discourages  us. 
Yet  the  work  of  the  year  within  the  district  has  been  one  of  growth  in 
stability  and  some  advancement  in  numbers. 

The  following  condensed  summary  of  our  statistics  gives  in  out- 
line ft  part  of  the  work  that  has  been  done  : 
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In  the  district  during  the  year  one  hundred  and  eighty-one  persons 
received  baptism,  but  sixty-seven  deaths  and  numerous  removals  from 
the  Lucknow  and  Lakhimpur  circuits  almost  counterbalance  this  in- 
crease. However,  our  rolls  are  correct  and  they  indicate  we  now 
have  a  community  of  about  two  thousand  persons.  In  reality  we  have 
more  than  this  number  of  adherents.  In  the  Lucknow  English  Church, 
only  inembers  and  their  children  are  reckoned.  But  in  fact  there  is  a 
community  of  almost  a  thousand  who  count  themselves  adherents  and 
who  look  to  us  to  christen  their  children,  to  marry  their  young  men  and 
women,  and  bury  their  dead.  In  Rae  Bareilly  district,  also,  there  is  a 
community  of  Nuts,  or  gypsies,  baptized  by  us  many  years  ago  and 
still  claiming  to  be  Christians,  out  whose  nomadic  habits  prevent  our 
teaching  them  properly,  and  who  have  not  been  counted  in  our  statis- 
tics. iU'raneements  are  being  made  whereby  these  people  and  their 
children  shall  receive  proper  instruction. 

Our  converts  have  been  from  all  classes.  As  a  rule  the  lower  caste 
converts  have  been  more  stable  than  usual,  and  we  have  had  a  number 
of  quite  satisfactory  conversions  from  among  the  Brahmans.  One 
notable  case  in  the  Sitapore  circuit  was  that  of  a  Swami,  who  has 
proved  so  satisfactory  that  he  has  been  accepted  in  the  Bareilly  Theo- 
logical School  as  teacher  of  Sanskrit.  While  rejoicing  in  this  success 
amone  bigh  caste  people,  it  speaks  volumes  for  our  method  of  work 
that  this  owaml  was  won  through  a  preacher  who  was  not  from  the 
same  caste. 

In  Lakhimpur*  and  Lucknow  circuits  we  have  lost  heavily  through 
the  removal  of  many  of  our  people.  Some  of  these  have  gone  to 
places  where  we  have  work  and  will  help  swell  the  statistics  where 
they  join,  but  quite  a  number  have  moved  to  parts  where  we  have  no 
work-ana  are  permanently  lost  to  us.    In  the  Sitapore  and  Barabanki 
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Circuits  the  work  has  been  without  unusual  features,  but  in  the  Rae 
Bareillvi  Sidhauli,  Malihabad  and  Tikaiatnagar  circuits  there  has  been 
a  decidedly  hopeful  increase  in  our  numbers.  Throughout  the  year 
the  preachers-in-charge  have  been  earnestly  pressing  their  work  and  it 
seems  to  all  that  the  outlook  at  most  points  is  better  than  it  has  been 
for  some  years. 

The  heavy  cut  in  appropriations  at  the  beginning  of  the  year 
decreased  our  schools  by  nine-  This  is  to  be  regretted,  as  our  small 
schools  are  not  only  educational  but  evangelistic  in  tendency.  Few 
things  would  help  our  evangelistic  work  more  than  the  establishment 
of  a  small  school  in  every  point  occupied  by  us. 

The  result  of  the  Forward  Movement  has  not  been  as  great  in  out- 
ward results  as  we  had  expected,  but  its  eiTect  has  been  tu  arouse  our 
workers  to  a  more  earnest  appreciation  of  their  duties  and  to  greater 
effort  in  winning  men  to  a  real  Christian  experience.  In  most  of  the 
circuits  revival  meetings  were  held  with  good  resuUs.  During  the  Da- 
sehra  meetings  at  Lucknow  about  fifty  in  the  Hindustani  Church  and 
seventy  in  the  English  Church  claimed  conversion. 

Our  most  hopeful  work  is  among  the  young  people.  In  our 
thirteen  Ep worth  Leagues  we  have  over  six  hundred  young  people 
being  trained  to  ways  of  religious  and  civic  usefulness.  Some  of 
these  chapters  are  quite  elementary  in  their  workings,  but  others  are 
as  full  of  zeal  and  power  as  any  to  be  found  anywhere.  We  are 
proud  of  our  young  people.  The  **  terrible  second  generation,"  some- 
times heard  of  in  other  missions,  is  with  us  now,  but  as  a  rule  the 
young  people  are  improvements  on  the  first  generation.  Our  com- 
munity fs  not  growing  in  size  alone,  but  in  character  and  ability  to 
do  and  to  be  something  In  this  teeming  empire. 

The  forced  reduction  of  workers  at  the  beginning  of  the  year  com- 
pelled us  to  close  some  of  our  Sunday  Schools,  but  added  effort  pre- 
vented a  decrease  in  the  number  of  boys  and  girls  who  attend.  Within 
our  Sunday  Schools  we  this  year  have  over  seven  thousand  five  hundred 
children,  an  increase  over  last  year  of  almost  eight  hundred. 

Lucknow  is  the  seat  of  much  of  our  conference  institutional  work, 
and  in  Sitapore  is  located  a  bovs'  and  a  girls' boarding  school.  These 
institutions  absorb  a  great  deal  of  our  energy  and  cost  much  money, 
but  they  are  profitable  and  necessary  parts  of  the  work 

The  large  press  at  Lucknow,  in  charge  of  Rev.  D.  L  Thoburn,  has 
had  a  successful  year  financially,  and  the  time  seems  nearer  when  it  can 
devote  more  of  its  energies  to  the  printing  and  dissemination  of  religious 
literature.  Of  the  38,000,000  8vo  pages  issued  ihis  year,  the  large  part 
has. been  commercial  work,  but  yet  an  enormous  amount  of  good  evan- 
gelical literature  has  been  sent  out  to  all  parts  of  India,  and  the  periodi- 
cals here  issued  are  used  by  almost  all  denominations.  We  welcome 
Mr.  Schultheis  to  this  work. 

The  Deaconess  Some  in  Lucknow  is  a  center  of  ceaseless  Christian 
activity.  The  Home  for  Homeless  Women  department  has  given 
slialter  to  about  ninety  women,  forty  of  whom  are  still  present.  Many 
have  been  helped  to  permanent  employment  and  others  have  been  found 
homes.  From  this  refuge  four  have  passed  to  the  other  world.  The 
Deaconess  Home  department  is  an  arm  of  power  in  both  English  and 
Hindustani  work.  It  is  especially  useful  in  reaching  the  very  large 
number  of  nominal  Christians  among  the  Hindustani  people  who  are 
continually  drifting  to  this  large  city.  Into  some  two  hundred  such 
homes  these  workers  go  and  teach  and  teach  again  the  elementary  truths 
of  our  religion.  Among  other  things  reported  :  rails  have  been 
made  on  people  1,148  times,  2,660  papers  and  tracts  have  been  distribu- 
ted, 155  meetings  led,  245  times  prayer  and  bible  readings  given  in  homes 
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sixty  garments  distributed  to  poor,  eighty  rupees  spent  in  relief  work, 
twenty  people  induced  to  pursue  regular  courses  of  Bible  reading,  two 
meetings  held  weekly  for  recent  converts,  seven  societies  kept  up,  one  of 
which  has  provided  the  Home  with  a  complete  nursing  outtit,  a  child- 
ren's Bible  class  conducted,  a  lending-library  for  English  people  and 
zanana  women  maintained,  a  refiedhment  tent  arranged  for  as  a  tem- 
perance measure  during  Volunteer  week,  a  meeting  maintained  among 
the  railway  people,  three  children  from  unsafe  homes  rescued,  twelve 
public  temperance  meetings  arranged,  about  two  thousand  people  enter- 
tained with  the  object  of  helping  them  spiritually,  and  numerous  other 
devices  have  been  carried  out.  Misses  Bardie  and  Ingram  have  the 
hearty  thanks  of  all  the  Lucknow  workers  for  having  inaugurated  and 
carried  out  a  most  practical  and  helpful  Christian  work  in  that  needy 
city. 

In  reporting  the  work  of  the  Woman's  College  the  fact  that  stands 
out  most  prominently  is  the  death  of  its  founder  and  principal.  Miss 
Isabella  Thoburn.  So  wise  had  been  her  counsel,  so  lovable  her 
character,  so  intelligent  her  administration,  so  thorough  her  work,  that 
to  us  she  seemed  an  integral  part  of  the  institution,  aside  from  whom  it 
could  not  exist.  Her  death  showed  us  that  she  had  builded  better  than 
we  knew,  that  she  had  wrought  so  well  that  even  her  own  sudden  tak- 
ing away  could  not  injure  the  work  of  her  life.  We  sincerelv  mourn 
the  Joss  of  this  saintly  woman  and  we  feel  that  in  a  sense  her  place  can- 
not be  filled,  but  we  rejoice  to  know  that  the  work  she  loved  goes  on  as 
before.  Tne  tribulations  of  the  year  have  been  unusual.  Early  in  the 
term  the  health  of  Miss  Nichols  gave  way  and  after  many  months  in  the 
hills  it  had  been  decided  that  she  must  go  to  America.  Then  came  the 
scourge  of  cholera  that  carried  away  Miss  Thoburn  and  invalided  Miss 
Newton,  and  in  the  press  of  work  which  this  involved  Miss  Sircar  broke 
down.  It  seemed  nothing  less  than  providential  that  at  this  time  a  sud- 
den and  unexpected  change  in  the  health  of  Miss  Nichols  enabled  her  to 
come  back  and  take  up  the  work  Miss  Thoburn  had  laid  down.  Our 
heartiest  thanks  are  due  to  the  Bombay  Conference  and  the  North- Wefet 
India  Conference  for  loaning  us  the  services  of  Miss  Robinson  of  Bom- 
bay and  Miss  Winslow  of  Meerut.  With  their  help  work  can  be  car- 
ried on  successfully  until  successors  to  Miss  Thoburn  and  Miss  Newton 
arrive  The  government  examinations  were  met  ^ith  exceptionally  (rood 
results,  and  the  director's  report  gave  high  praise  to  the  school.  With 
its  one  hundred  and  ninety  girls  and  its  splendid  staff,  this  college  and 
school  has  a  bright  future  before  it  in  spite  of  its  great  loss  in  the  death 
of  Miss  Thoburn  and  the  invalding  of  Miss  Newton. 

The  Business  Department  of  the  Reid Christian  College,  in  charge  of 
Rev.  J.  N.  West,  is  perhaps  one  of  the  most  successful  feeders  of  self- 
support  that  has  yet  been  inaugurated.  Its  object  is  to  train  young 
men  to  act  as  amanuenses  in  mercantile  and  government  offices,  and  to 
this  end  it  trains  the  students  in  shorthand,  typewriting,  book-keeping, 
penamanship  and  general  business  methods.  It  takes  Christian  young 
men  who  otherwise  would  be  almost  helpless,  and  through  this  teaching 
secures  for  them  lucrative  positions.  The  good  salaries  they  receive 
enable  them  to  live  in  comfort,  place  them  among  the  respectable 
middle  classes,  and  enable  them  to  give  liberally  toward  the  support  of 
their  church  in  all  its  departments.  During  the  past  year,  in  this  de- 
partment, seventy-five  have  been  enrolled  and  sixteen  have  received 
diplomas  and  also  secured  good  posts.  Our  graduates  are  now  to  be 
found  in  all  of  the  leading  government  offices  in  Northern  India.  A 
very  lar^e  number  of  testimonials  which  have  been  gathered  from  offi- 
ces in  which  these  young  men  work,  certify  to  the  fact  that  they  are 
satisfactory  and  successful. 
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Of  the  work  of  the  Reid  Christian  College,  Priaci pal  Bare  thus  writes- 
'*  A  review  of  the  work  in  the  College  the  past  year  Bhows  steady 

frowth.  The  attendance  has  been  as  follows :  in  College  classes  30, 
Ddustrial  Department  6,  Business  Department  75,  Collegiate  (Bigh) 
School  140,  and  Nakhas  ( Branch)  Middle  School  150  -  total  403.  This 
Is  24  larger  than  it  was  last  year,  and  53  larger  than  two  years  ago. 
It  is  gratifying  to  know  that  if  our  funds  would  allow  us  to  hold  out 
a  little  aid  in  the  way  of  concession  of  tuition  and  boarding  fees  to 
poor  worthy  Christian  and  non-Christian  lads,  we  could  at  once  increase 
the  attendance  in  all  departments  of  our  institution. 

**  The  examinations  held  were  those  of  the  Kducational  Department 
and  University.  Nakhas  Middle  School  passed  2  out  of  6  in  the  Anglo- 
Vernacular  Middle  examination,  and  the  Collegiate  Middle  School  9 
out  of  ll,ornearly  82percent.  In  the  Entrance  and  School  Final  exam- 
ination 4  out  of  12  passed.  In  the  Intermediate  or  First  Arts  exam- 
ination 2  out  of  7,  and  in  the  Bachelor  of  Arts  6  out  of  10  candidates 
passed.  As  the  percentage  of  passes  in  some  grades  was  low,  the 
results  in  the  Middle  and  B.  A.  examinations  were  very  gratifying. 
**  Every  encouragement  is  afforded  students  to  take  a  practical  in- 
terest in  outdoor  games.  An  Athletic  Association  has  been  organized 
In  the  college,  and  a  new  cricket  ground  prepared  at  a  cost  of  some 
Rs.  125.  A  new  tennis  court  is  also  being  made.  While  we  cannot 
boast  this  year  of  any  great  victories  won  on  the  tournament  field,  I 
think  we  can  say  that  a  larger  number  of  our  boys  are  playing  regu- 
larly than  ever  before. 

'*  The  Business  Department  continues  to  draw  students  in  ever  in- 
creasing numbers.  The  attendance  for  the  past  year  was  75,  the 
largest  in  its  history.  Sixteen  of  these,  after  completing  the  course 
of  study  prescribed,  passed  out  into  service.  Well  qualified  men 
from  this  department  have  no  trouble  in   securing  good   lucrative 

Sositions.  The  constant  aim  of  the  management  is  to  raise  the  stan- 
ard  of  qualification  for  admission.  It  Is  hoped  that  all  who  con- 
template taking  a  Business  course  will  first  pass  at  least  the  Entrance 
or  School— Final  examination. 

* '  We  gratefully  acknowledge  that  the  health  of  our  students  has 
been  wonderfully  preserved  during  the  past  year.  Death  has  not 
claimed  one  of  them.  Cholera  has  rasred  in  the  city,  and  hundreds 
have  fallen  before  this  terrible  disease.  It  entered  the  Lucknow 
Woman's  College  and  removed  from  our  midst  the  fair,  brave,  wise 
and  good  Miss  Thoburn.  Others  were  brought  down  nigh  to  the 
gates  that  open  out  upon  the  other  world.  But  this  **  pestilence  "  did 
not  come  nigh  us ;  and  while  we  mourn  for  those  who  are  not,  we  are 
very  grateful  to  our  Heavenly  Father  that  cholera  has  not  entered  the 
ranks  of  our  faculty  and  students.  Our  sincere  thanks  are  due  the 
Civil  Surgeon,  Lt. -Colonel  Anderson,  and  the  Assistant  Surgeon, 
Doctor  Ram  Lai  Chakravarti,  for  their  great  kindness  in  every  case 
of  sickness. 

'*  Moral  and  religious  instruction  in  school  and  college  Is  supreme- 
ly important.  It  is  our  constant  aim  to  give  such  instruction  as  will, 
if  needed,  improve  the  moral  and  spiritual  condition  of  our  students. 
The  foundation,  of  course,  for  such  teaching  must  be  our  Christian 
Scriptures  and  the  great  principles  of  Christian  ethics.  At  the  same 
time  we  hold  ourselves  open  to  receive  truth  from  any  quarter.  The 
Bible  is  a  daily  text-book  in  all  departments  of  school  and  college 
work.  Two  Y.  M.  C.  Associations  meet  evey  Wednesday  evening  for 
prayer  and  the  study  of  God's  word. 

**  It  may  not  be  out  of  place  here  to  remark  that  the  need  these  days 
fpr  proper  moral  apd  spiritual  instruction  in  schpol,  board ing-hous^ 
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and  college  is  very  widely  felt.  There  is  a  growing  conviction  that 
more  should  be  done  to  save  our  youth  from  forming  notions  that  are 
more  or  less  sceptical,  agnostic  or  atheistical  in  their  nature.  Men 
saturated  with  such  teaching  are  to  be  feared.  They  may  become  a 
menace  to  the  highest  welfare  of  society  and  state  No  greater  mis- 
fortune  could  overtake  India  than  that  her  young  men,  in  drawing 
away  from  a  belief  in  gods  many  and  lords  many,  should  drift  so  far 
to  the  other  extreme  as  to  believe  in  none  at  all. 

*'  We  reported  a  year  ago  that  Rs.  3,550  had  been  received  on  the 
Permanent  Scholarship  fund,  and  Rs.  5,400  on  the  Endowment  of  a 
Native  Professorship,  total  Rs.  8,950,  These  funds  have  grown  till 
we  now  have  Ks.  6,063  in  the  former,  and  Rs.  8,179  in  tbe  latter,  malc> 
ing  a  total  of  Rs.  14,242.  To  this  must  be  added  Ks.  402  received  on 
the  Bishop  Parker  Memorial  Professorship,  and  Ks.  476  for  the  pur- 
pose of  building  a  wall  round  tbe  College  grounds 

*^We  greatly  need  eudowment  funds,  especially  for  scholarships 
and  professornbips  Many  poor  but  wortby  Christian  and  non-Chriot- 
ian  lads  could  be  encouraged  in  their  efforts  to  get  au  education  if  a 
little  help  could  now  and  then  be  given  them  by  Wdy  of  conceision  of 
fees,  loan  of  text-books,  &c.,  &c  After  careful  study  of  the  needd  of 
our  College  we  have  come  to  the  conclusion  that  we  must  not  rest  till 
we  have  at  least  $'iO0,0UU  for  permanent  endowment  and  $100,000  for 
permanent  scholarships.  On  the  permanent  endowment,  and  as  a 
part  of  it,  we  hope  to  raise  $30,000,  with  which  to  endow  a  professor- 
ship in  memory  of  Bishop  Parker.  $3U0  founds  a  permanent  scholar- 
ship, and  $30  supports  a  student  a  year.  Any  amount  will  be  gladly 
received  on  the  above  funds.'* 

The  school  for  boys  at  Sitapore,  under  Rev.  J.  H.  Messmore,  has 
this  year  been  very  successful  in  the  Government  examinations,  and  the 
number  of  non-Christians  in  attendance  has  much  increased.  This 
school  is  a  powerful  factor  in  the  mission  work  at  this  place,  and  one 
of  the  best  Sunday  Schools  in  the  Conference  is  maintained  in  connec- 
tion with  it.  The  school  for  girls,  under  Miss  Loner,  has  had  also  a 
successful  year,  earning  an  increased  grant-in-aid  and  good  results 
in  the  examinations  Sewing  is  taugrht  an  hour  a  day,  .and  lessons 
in  cooking  are  also  given.  So  successful  has  this  practical  part  of 
the  education  of  tbe  girls  been  that  when  the  cook  of  the  school  had  to 
retire  the  work  was  taken  up,  and  successfully,  by  the  pupils  of  the 
school. 

The  Hindustani  Church  in  Lucknow,  of  which  Rev.  Ganga  Nath  is 
pastor,  has  made  good  progress  this  year.  It  is  entirely  self-support- 
ing and  the  amount  given  to  the  collections  has  been  remarkable.  In 
the  support  of  the  pastor  very  little  Is  received  from  Europeans  and 
we  bid  fair  to  have  here  one  of  the  first  really  self-supporting  churches 
in  this  part  of  India. 

At  the  last  Conference  the  English  Church  was  left  without  a  pas- 
tor and  the  presiding  elder  was  asked  to  supply  the  pulpit,  pending  the 
arrival  of  a  man  from  home.  For  some  reason  this  reinforcement  did 
not  arrive  until  a  month  ago  and  the  extra  burden  made  both  church 
and  district  unsatisfactory.  However,  congregations  were  kept  up  and 
the  new  pastor.  Rev.  P.  S.  Hyde,  comes  to  a  self-supporting  post. 

The  year  has  had  its  lights  and  shades.  A  heavy  cut  at  tne  begin- 
ning and  another  prospective  one  at  the  end.  with  unfaithfulness  on 
the  part  of  one  or  two  of  the  lower  grade  workers,  have  furnished  the 
shadow.  The  bright  part  has  been  the  faithful  and  devoted  work  of 
our  preachers,  American  and  Hindustani. 
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Rev.  e.  A.  Cutting,  Presiding  Elder,— The  reduction  of  the  Mis- 
sion and  Goucfaer  g^rant  by  Rupees  one  thousand  and  forty -nine, 
obliged  us  to  dismiss  thirty-one  workers  from  our  field.  As  the  dis- 
missed workers  were  relatives  and  headmen  of  our  Christians,  it  pro- 
duced  very  hard  feeling  against  our  work;  it  lessened  our  Sunday 
worship  attendance;  it  turned  some  to  their  old  religion,  who  no  long- 
er allow  us  to  hold  meetings  in  their  houses.  Thus  our  woik  has 
become  more  difficult  and  our  progress  impeded. 

Though. our  Christian  community  nnmbers  6,415,  they  do  not  un- 
derstand the  duty  of  giving  and  most  of  them  are  only  nominal 
Christians.  Beside:)  this,  they  belong,  most  of  them,  to  a  poor  begging 
class  'Of  people,  and  after  all,  ibey  give  pretty  well  according  lo  iheir 
present  ability.  We  tried  our  best  to  increase  self-support  and,  praise 
the  Lord,  we  have  raised  Rupees  104  over  the  amount  raif^ed  last  year. 
In  my  opinion  the  time  fur  self-support  among  this  class  of  people 
has  not  yet  come. 

We  have  8i  schools,  but  only  14  regular  teachers.  Twelve  hun- 
dred pupils  are  taught  by  our  preachers.  There  are  88  Sunday 
Schools  of  both  sexes,  in  which  4,000  pupils  study  the  Scriptures.  We 
teach  our  children^ to  give  for  Uod's  glory,  and  they  have  made  some 
progress  in  giving. 

We  held  70  revival  meeting;!,  in  which  some  have  been  awakened 
and  a  few  have  witnessed  that  they  have  received  the  new  birth.  Idol- 
atry is  going  down,  while  the  triumphal  kingdom  of  Jesus  gets  vic- 
tory day  by  day. 
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H.  J.  Adams,  Presiding  £{cler.— Sambhai  District  consists  of 
12  circuits  with  a  good  number  of  sub-circuits  where  the  preach- 
ing and  teaching  work  is  carried  on.  I  thank  God  for  the  spiritual 
and  bodily  strength  which  Be  so  bountifully  bestowed  upon  me,  aa 
well  as  on  those  who  are  working  in  this  district.  This  year  God 
blessed  our  work.  Several  revival  meetings  were  held  during  the  year, 
in  which  the  Lord  gave  us  special  strength  to  preach  the  Gospel  and 
glorify  his  name,  and  He  was  with  us  in  every  way.  I  visited  almost  all 
the  circuits,  sub-circuits  and  villages  several  times,  and  saw  the  work 
done  in  them,  in  all  the  sub-circuits  there  are  local  preachers, 
ezhorters  and  pastor-teachers  who  perform  their  duties  satisfactorily. 
These  sub-circuits  consist  of  several  villages  and  muhallas,  where 
the  workers  are  posted  and  who  work  and  live  there  all  day  and  night 
hold  all  the  religious  meetings  and  preach  the  Gospel.  These  work- 
ers not  only  preach  the  Gospel  but  teach  the  young  and  old  daily. 
The  preachers -in -charge  visit  their  circuits  and  sub-circuits  at  least 
once  a  month.  The  Christians  are  taught  regularly  and  very  well  and 
these  people  show  the  Christian  spirit  in  every  way.  The  new  converts 
can  pray  and  are  becoming  temperate. 

There  are  2,410  full  members  in  Sambhal  District,  2,082  probation- 
ers and  2,124  children.  The  numerical  strength  of  the  Church  of  this 
district  is  6,616.  We  had  only  183  baptisms  this  year,  for  much  stress 
was  laid  on  the  building  up  of  the  Church  as  a  spiritual  one.  And  I  am 
glad  to  aay  that  the  results  of  our  efforts  have  been  n^anlfes^,  for 
the  Church  has  improved  in  spirituality. 


XXii  PRESIDING  ELDERS'  REPORTS. 

This  year  we  collected  Kg.  1, 435,  and  lb  shows  ao  increase  over  the 
last  year.  Rs.  612  were  collected  for  pastor's  support  and  efforts  are 
made  to  collect  more  than  that. 

There  are  84  Sunday  Schools,  where  about  4,990  scholars  are  taught 
every  Sabbath.  We  begrin  our  Sunday  Schools  with  fervent  prayers 
and  the  scholars  learn  the  Sunday  School  f^ssonp,  the  Catechism,  Ibe 
Ten  Commandments,  and  the  Apostle's  Creed  willingly.  We  have  61  daj 
schools,  in  which  686  students  receive  secular  and  religious  teaching 
daily.  There  is  an  Anglo-Vernacular  Middle  school  in  the  cHv  of 
Sambhal,  where  the  boys  are  prepared  for  the  Middle  Examination- 
This  year  the  Magistrate  of  the  district  annexed  the  Municipal  school 
to  our  school.  We  got  the  building  of  the  Municipal  school  with  all 
its  furniiure,  together  with  an  aid  of  Rs.  700  a  year  from  the  Municipal 
Board.  The  educational  work  is  in  good  condition  now,  and  the 
Christian  and  non-Christian  boys  read  together.  The  work  is  prosper- 
ing in  every  possible  way. 

We  have  10  chapters  of  the  Ep worth  League  in  this  district,  and 
we  see  that  the  boys  and  girls,  the  young  and  the  old  are  much  bene- 
fited by  means  of  the  Epworth  League.  They  get  religious  and  moral 
instruction  through  the  League. 

At  the  time  of  every  Quarterly  Conference  revival  meetings  were 
held.  In  last  Augusta  special  mee  ing  for  workere  was  held  in  Sam- 
bhal for  a  week,  by  means  of  whicli  the  mission  workers  were  refreshed 
for  their  heavy  work. 

Our  District  Conference  was  held  from  November  26  to  December 
1  in  Chandausi,  with  the  Moradabad  District  Conference.  We  are  much 
indebted  to  Bishop  F.  W.  Warne,  Elevds.  P.  M.  Buck,  W.  A.  Mansell 
and  others,  who  kindly  came  and  attended  our  Conference,  and  helped 
us  in  every  possible  way.  They  helped  us  by  means  of  their  good  and 
interesting  sermons  and  exhortations  and  the  people  were  spiritually 
benefited,  f^everal  persons  confessed  their  sins,  many  received  the  bap- 
tism of  the  Holy  Ghost,  and  many  the  purity  of  heart.  We  praise  the 
Lord  for  ihe  blessings  which  Be  sent  upon  the  brethren  and  sisters  of 
this  district. 

Efforts  were  made  this  year  that  the  Christian  rites  and  ceremonies 
be  observed  among  our  Christians  at  the  time  of  marriage  and  burying 
the  dead,  and  I  am  glad  to  say  that  these  were  observed  to  a  great 
extent. 

The  Hindus  and  Mohamedans  show  a  tendency  to  hear  the  word  of 
God,  and  we  are  trying  to  open  the  work  among  the  high  castes,  and 
I  strongly  trust  a  day  will  soon  come  when  all  the  barriers  of  caste, 
religion,  etc  ,  will  be  broken  and  these  people  will  accept  Christ  as 
their  only  Saviour.  We  pray  that  God  may  send  forth  his  blessings 
in  great  abundance  on  this  district,  as  well  a^  on  the  M.  E.  Church 
throughout  India  and  all  the  world.— ^men. 


statistics. 


N,  B.—For  explanations,  apparent  errors  and  remarks,  see  Statistical 
Report. 

Many  reports  of  collections  contained  annas.  These  cannot  be  shown 
here.  Tney  are  represented  in  the  columns  by  an  x.  The  totals  contain 
the  sums  of  all  these  omitted  fractional  parts  of  a  rupee. 

The  total  income  from  all  sources  is  for  the  most  part  the  income  of  fees 
in  schools,  and  is  used  in  the  running  expenses.  These  schools  are  practi- 
cally self-supporting.  The  real  income  is  shown  in  the  regular  collections 
which  are  disposed  of  according  to  disciplinary  usage. 
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•  • 

•  • 

X 

•   • 

y 

V     • 

Ix 

X 

X 

X 

1 

■    • 

•  • 

1 

I 

•  • 

1 

•  • 

3x 

10 

9x 

X 

8 

6 

8 

7 

2x 

Ix 

5x 

X 

X 

X 

X 

2 

X 

•  ■ 

•   • 

X 

Ix 

Ix 

1 

1 

X 

2 

1 

I 

1 

1 

2 

ix 

Ix 

1 

1 

3x 

•   • 

1 

1 

9    • 

Ix 

1 

1 

•    ■ 

•  • 

2 

1 

1 

X 

•  • 

X 

«  • 

Ix 

Ix 

Ix 

2 

X 

X 

•    ■ 

•  • 

2x 

•  • 

ix 

1 

1 

2x 

l.'yx 

16x 

10 

•  • 

7x 

27x 

Rs. 


12 

X 

3 


15x 


2x 
3x 


6 


47x 

5x 

12 

7 

15 

lOx 

8 

9 

7 

26x 

Ux 

6x 

166 


Rs.  Rs.  Rs.  Rs. 


8 

3x 

19x 

5x 

15x 

58x 

6 
4x 

7 
4x 

5 
154 
4x 
.'>x 


301x 


9 

9 
15 
4x 
2x 
6x 
Ilx 

7 
4x 
4x 
9x 

8 

91 


90 
14 
20 
18 
S9 
24 
15 
18 
14 
41 
22 
20 

325 


26 


16 


25 


42     30 


Rs. 

81 
47 

118 
32 
98 

22.'i 
30 
35 
58 
38 
36 

585 
88 
44 


1,465 


Rs.    I  Rs. 


103 


2,430    1,260 


Rs. 


4,051 


2',600 


6,584 


72 
62 

120 
57 
29 
37 
77 

125 
29 
55 
97 
59 

819 


192 
39 
57 
91 
91 
99 
53 
66 
51 
91 
59 
81 

960 


3,760 


192 


233 


192 


223 


12 


12 


60 


(K) 


Rs. 


ia3 


3,690 


6,551 


R^ 

81 
47 
221 
32 
98 
3,915 
30 
35 

38 
36 
7.136 
38 
44 


10,344  11,809 


72 
62 

120 
57 
29 
37 
77 

137 
29 
55 
97 
59 


12 


12 


425 

»  • 

50 


831 


617 
39 

107 
91 
91 
99 
53 
56 
51 
91 
59 
81 


475    1,435 


IfORTH  INDfA   GONFERBNCE  STATISTICS 
CHURCH 


GoimA  UlBTRICT. 

Bahraich 

Bhiiwa 

Balrampur 

ColonelgAnj 

Eaisargiin] 

Mankapur 

NawabgftD] 

Nanpara 

Honda 

Total 

fi8. 

1       300 
i       MO 

i    'wo 

i    "300 

S    5,300 
a    8,650 

1     3,000 
1          90 
8    1.100 
1    3,000 
3I4.0U0 

a  24,'000 
122,000 

13 

8 

-RiT 

400 
140 

80 

'300 

."■ 

350 
8.500 

WO 

-RiT 
3.OO0 

"boo 

350 

13,600 
14,450 

2,600 
140 
630 

■300 
1.0S0 

550 
35,800 

31,070 

ET 

3660 
3000 

.. 

■rT 

300 
800 

Sir 

50 

i 

rT 

39 

Rs. 

159 
67 
58 
S3 

32 
58 

le 

38 
151 

59S 

53 
14 
79 
(S- 
470 

Tse 
'20 

lo-V 
1.'.; 

1|| 

74 
86 
18 
49 

355 

32 

12 
'JO 
11 

Ones  D18TRIOT. 
Lakblmpiir 

"St'iSX     :: 

BaralmnkI 

Sitapur 

Sidliaull 

Lncknow,  RiDd.      .. 

Lucknolif,  Eiig. 

Mallbabad 

700 

2;560 

11,000 

51,000 

10,000 

60 

300 

siooo 

376500 

3,900 
5.660 

«i.500 

38,000 

60 

33! 

40( 
15 

300 
54 
85 

133 

7110 

'is 
IOO 
150 

m 

10->8 

30 
SO 

65 

V 

7J 

« 
30 

45» 

is 

793 

it 

\i 
14 
15 
78 
34 
16 
47 

e 

80 

n 

so 

10 
76 

360 

nil 

1300 
1883 

60 
60 

it 

; 

2( 
8i 

38 
H 

10 

1 

3 

8 
2 
2 
S 

85 

S 

10 

18 

Total 
Hardoi  DienuoT. 

HaUawan 
Plhttnl 

Sand) 

Sandila 

187.150 

i    'ioo 
s  ilsoo 

i        TOO 

'3 

3 

S 

75,580 

1,350 

"350 
TOO 

934 
9,234 

3X9100 

sisoo 

■i31Sao 

7.850 

850 
8,300 

i;634 

_._ 
3660 

Tptal 

4  s,eoo 

5..500  11,334 

JOIIO 

Uarbwal  Distbict. 

BalDoli 

KafnuriBungldbar. 
Lanadowoe      and 

Kotdwara 
PaurlandUttdoli    ,. 
Ramni 
Srloagar 

Total 

5    8.550 
1        350 
1        100 

7    B,000 

i 
s 

2 
3 

'i5o    '.'.       '150 

3,700    1,000    3,700 

10,400  31,800  50,750 

ISO,      ..     1       .500 

""1  '^  1   *" 

13,750  38,800  K..-,W 

FOR  THE  TEAR  ENDINO  WITHSOth  NOVEMBER,  1901. 
FINANCES. 


Bknrvolknt  COLLRCTIOnO. 

OthkrCoi. 

InCOMR  EARNRD  IN 
SnUTBEKH  Asiit. 

1 

For 
Ml^sloK. 

i 

1 

s 

h 

II 

1 

i 
1= 

|0 

1 

S 

1 

1 

1 

1 

a 
■S 
< 

s 

CO 

I 

1 

i 

i| 

1 

il 
1 

1 
1 

P 

s 

P 

1 
1 

1 

= 

1 

111 

1 

i 
1 

1 

4 

1 

11 

1 

i 
1, 

Is 
at 

11 
1- 

3 

1 
2 
2 

1 
! 

( 
SI 

1 

SO 

3 

141 

» 

K.. 

1 
1 

■  Rs 

4^ 

3x 

1 

! 
I 

It 
9Ix 

30 
12 
24 

9 
8 
10 

M 

177 

4ii 

Ti 
200 
ix 

eoo 

36 
17 
31 
13 

8 
15 
3 
Z 
143 

268 

31X 

3i 
102> 

,.S 

7X 
f506> 

2054 

K. 

'"5 

E. 

ISi 

8; 
45 

40 
73 
22 
30 
299 

401 
41 

B 

586 

74 
74 

"ao 

13 
1.056 

781 
158 
157 
4S 

"31 

"l 

73 
88 

a      « 

Si 
'■■3 

"i 

-[. 

II. 

3'. 
1 

1  . 
3s. 

3x 

■ 
2x 

8.t 

1 
2 

1 

"1 

1 

■3 

1 

» 

S4( 

1,355 

B 

7i 

1 
3 

'22 

17 

Si 
i 

; 

5 

871 

84 
IT 
181 
164 

715 

43 

l.»55 

3.465 

5.354 

1,37: 

36 

4,408 

■- 

5,668 

18 
40 
820 

T;fll5 
8.818 

..        1.863    3.733 

61        143 

17 
18        199 

40       204 

3.044    3,760 

49 

58,000  70,323  71,978 

-.    t    ■■    1  3.ia5 

..     1     ..              32 

Mtt 

34x'l9T!t 

128  1420 

550 

58,000  73,486  77.84f. 

3 
15 
3 
3 
1           4 

4 
2 

B 

3 

1 

9 

I 

j 

J 

8 
25 

SB 

15 

10 
7 
12 
13 
13 
9 
20 

Iso 

2 
lOX 

2 
13U 

8 

158. 

lis 

lis 

-i- 

5S 
ST7 
85 
23 
30 
87 
38 
27 
69 

"75 

"15 
"30 

■iso 

"90 
■30 

'iso 

55 
367 
25 
32 

30 
1U7 
3-* 
37 
219 

V> 

..  |!8x 

630 

75 

185 

200 

1.953 

1.953 

890 

I 

"n 

'u 

i 

9 
33 

14 
321 
19 
14 

SIO 

1.349 

1.349 

601 
604 

i 

3 

33 

I 

54x  . 

1  , 

6> 

75x 

a,iTi 

14 

18 

..  II8X 

32x1 

9ji 

»'s 

2.26t 

NORTH  INDIA  CONFERENCE  STATISTICS 
CQUBCB 


Chdrcb  PBopBRrr. 

HlNISTBBIAL         , 

Sdppobt.         1 

MAHES  OF 
CIECUITS. 

1 
1 

2; 

1 

■5 
% 
> 

1 

1 

1 

a 

a. 

1 
> 
s 

1 
I 

1 

c 

1 

• 
> 

a 

1 
g 

i 

i 
1 
1 

So 

ii 

se|   a 

Mil 

a 
1 
1 

1 
1 

|3 

1 

ita'. 
547 

18 
34 

s 

281 
21 

1 

209 
58 

BAKlLLY-KUMiOM 
DlBTBlOT 

Bar*mv  aectitm. 

BareillySadarBaiar 
Faridpar 

KheraBaJhe.a       .. 
Mlranpur  Kftlra     .  . 
Mohamdl 

Panahpur 
Powayan 

Sbabfahanpur  East. 
SbB  h]  ahanpui  West. 
Tllhar 

Bareltly  ToUl    . . 

Kumaim  Stctltm. 
Bbot 
Dwarabat-Lobba  . . 

NalBlTal-Haldwanl, 
Nairn  Tal,  Eng.      . . 
Plthoragarh 

3 

2 

1 

28 

\ 
Z 
1 
3 

12 

40 

1 
4 

1 

9 

1!1.073 

400 

W 

4,000 

SO 

'« 

0,500 
4.20(1 
1.500 

33,383 

3,400 
3,600 
8,800 
25,000 
3,500 

41,800 

74,583 

5 

1 
3 
3 

i 
a 
2 
2 

: 

1 
- 

i 

3 

10 

22 
57 

2 

* 
1 

"i 
1 

'2 

1 

3S,IJ00 
300 
36( 

3,000 

■w 

700 

340 

5.260 

9,000 

1,500 

56,360 

300 
3,300 

sslooc 
5,aot 

103700 
1,000 

"ioo 

'  3 

13,000 
37,325 

60 

144188 

1,900 
2,8iO 
30,200 
1S4500 
23,000 

Ks. 

153773 
1.70( 

5« 
7,1™ 

30( 
1,7(« 
443 
33.760 
40.525 
3,060 

233831 

4.500 
9.700 
29,.'l00 
237500 
30,700 

311900 

545731 

its. 

'■'■ 

E8. 

51 

4.'. 

72 

'40 
396 
60 

540 
34 
n 

'36 

60 

340 

17 
22 
33 
38 
37 
19 
26 
51 
151 

51 

Its. 
200 

'24 
57 

i 

"a 
lu 
3 

1 

KumaoD  Total    . . 
Baretlly-Kumaon 

ToUl 

39.300 
95,560 

231400 
375588 

inma    ., 

51 

BUHOB  DlSTBIOT. 

i&r        :: 

KIrathpur 
Mandawar 
Nagina 

Najibabad 
Nurpnr 

Seobara 
dherkot 

100 
930 
000 

■"b5 
4,000 

'350 
5,975 

1,100 
6,280 
1,300 

500 

■450 
"550 

10.030 

a, 

525 

1.300 
9.735 

1,700 

■500 

95 

4.450 

'wo 

Total 

2,535 

L8,58C 

( 

Urand  Total  1901     . 
Total  IWO      . 
Increase 
Decrease 

; 

227957  HH 

340599 

846093 

I1,I1.M1 

losm 

200 

I                    ■! 

a28520'»''33l22" 
..     |.. 16.37' 

853005 
5.912 

10 

iiu 

560 

300 

fc; 

1" 

1" 

|sj:: 

793 

FOR  THE  TEAR  EKDINQ   ^VTTlTSOth  N07KMBER,  1901. 

FINANCES. 


Bbnrtolbkt  Collrctionb. 

Othbb  Coi.- 

1 

■: 

Is 

1 

INCOMR  RABNan  IK 

Soothe RN  Asia. 

1 

For 
Mission- 

ART 

SOCIKTT. 

1 

5 

fa 

1 . 

1 
1 

-i 

J 
1 
a 

1 

1 

5 
S 

1 

II 

1 
-I. 

1 

Ii 

1 
S 

Si 

1 

3 

j 

! 
i 

H 

1 

1 

s 

s 
1 

5- 

ii 

1 

0 

a] 
(i\ 

a 

3 
3) 

3! 

Si 

"i 

13 

10 

.      23      24 

Vfl 

4'x 

flx 

lU 

10 

81 

9\ 
Ox 
67 
B4X 
5 

3711 
(04> 

mx 

51(1 
14(1 

858 

1339 

Sx 

eax 

41 

2x 

ex 

3x 
3x 
4x 

I03> 

K. 

100 

"3 

3 
3 

817 
33 
39 

48 
3S 
29 
35 
63 

85:; 

374 
63 

1.712 

2(V 

338 

3,340 

510 

4.312 

6,0M 

2.3P7 

"37 

"96 
2!694 

5.790 

48 

278 

1.132 

7.300 

621 

9.379 

IS^OTO 

1,032 
24 

■;», 

2.371 

215 
1,286 
33.1BO 

34.G5I 

37.032 

460 

50 

3!  458 

3.88B 
74 

"37 

:: 

ee 

613 

39 
41 

85 
38 
29 
131 
63 
7,672 
887 
63 

"l 

;    ^      ' 

1\ 

lii 
3 

Ik 

IX 

13 

2 

77x 

! 
1 
9 
7x 

1 

1 

! 

lOx 

1 

.  "3 
1 

1   28x 

15x 

Hftx 

3X 

38k 

265 

365 
265 

'3( 

"3 

33 
45.1 
220 
235 

ICO 

*24 
400 

561 
661 

3.W8 

"18 

18 

3,966 

12,129 

48 

493 

2.418 

4U.350 

639 

13.841 

Mx 

A'i 

174X 

24 

2x 
lOl 

2S 
32S 
Hx 

377, 

6X 

50 
51 

73x 

1 

X 

Sx 

4      8 

10 

at 

104 

TBI 
3.«66 
43.590 

4     8X 

'.        3 

1 

le 

76x 

1 

X 
X 

llK 

390 
426 

adx 

176 
203« 

BOX 

'ix 

1 
1 

43.948 
.56.077 

48.260 

22 

1 

2 

1 
1 

a7x 

«5. 
1! 

1 

l»3 

62,101 

"o 

b 
1952 
4001 
852 

5 
40 

35 

34 

32-i 
46 

19 
32 
28 

31 

21 
31 

501 

16,934 

409 

469 

091 
46 
19 
33 
28 
31 
30 
28 
31 

489 

SoiTTS 

51.113 

63.048 

469 
143938 

970 

879 

110 

735 

203 

1   102 

ism'im 

^d;8849 

160873 

1.140 
102 

120 
10 

661 

148 

M 

8      8Q 

3      13 

~l 

20,844 

39.752 
1,026 

48.077 

3.035 

53.633 

9.415 

130163 
13,476 

151306 
~9^ 

3,910 

'         1 

NORTH  INDIA  CONFERENCE  STATISTICS 

SCHOOL 


VERNACULAR  SCHOOLS. 

BOTS*  SCHOOI^S. 

GiRT^*  Schools. 

No.  ON  Roll  at 

1 

« 

No.  ON  Rot 

X  AT 

END  OF  YEAR. 

s 

END  OF  YEAR. 

• 

NAMES  OF 

^ 

& 

a 
S 

CIRCUITS. 

0 
PC 

• 

B 
fl8 

ally  A 
year. 

00 

5 

00 

P 
d8 

illy  A1 
year. 

• 

OB 

a 

• 

Ob 

a  0 

0 
1 

• 

00 

a 

-•a 
« 

1.4 

X 

0 

• 

°5 

ee  0 

i« 

IZ 

• 

a 

s 

u  a 

B 

09 

1 

a 

s 

u  a 

£» 

^ 

0 

0 

> 

0 

ja 

0 

0 

► 

j^QQ 

0 

^ 

H 

[< 

^ 

^ 

» 

H 

< 

MOBADABAD  DI8TBIOT. 

Aonla 

1 

40 

•  • 

40 

19 

1 

1 

19 

20 

12 

Bbamora 

4 

50 

•• 

50 

34 

2 

15 

■  * 

15 

9 

Btlsi 

3 

53 

16 

69 

62 

1 

24 

.  • 

24 

20 

Binawar 

3 

35 

•  • 

35 

15 

•  • 

•  • 

. . 

Bisaull 

3 

48 

10 

58 

43 

2 

17 

10 

27 

21 

Budaon 

9 

81 

28 

109 

64 

10 

19 

127 

146 

118 

Cbandausl 

5 

55 

30 

85 

72 

4 

20 

18 

38 

25 

Dataganj 

1 

24 

•  • 

24 

16 

1 

9 

■  « 

9 

5 

Kakraltt 

4 

53 

20 

72 

60 

2 

22 

14 

3d 

30 

Kanth 

2 

16 

1 

17 

11 

■  ■ 

•  • 

Eundarkl 

5 

70 

30 

100 

75 

4 

M 

11 

31 

22 

Moradabad 

9 

100 

68 

168 

120 

23 

90 

235 

325 

208 

Tbakurdwara 

4 

46 

30 

76 

51 

4 

22 

30 

52 

40 

UJbanl 

5 

52 

3 

55 

25 

1 

8 

4 

12 

8! 
518 

Total 

58 

722 

236 

958 

667 

55 

267 

468 

735 

PlUBHlT  DI8TBICT. 

Baberi 

5 

54 

10 

64 

44 

Bisalpor 

5 

48 

9 

57 

48 

1 

10 

1 

11 

8 

Fathganj 

5 

70 

38 

108 

90 

2 

15 

17 

32 

24 

Jahanabad 

4 

35 

•  • 

35 

25 

•  • 

•  • 

Mlrganj 

3 

108 

■  • 

106 

100 

•  • 

•  • 

•  • 

•  • 

Milak 

3 

34 

V    • 

34 

25 

1 

5 

3 

8 

6 

Nawabganj 

4 

62 

•   • 

62 

52 

3 

20 

10 

30 

19 

PUibblt 

6 

77 

11 

88 

70 

4 

45 

40 

85 

60 

Puranpur 

4 

50 

«  « 

50 

44 

2 

7 

•  • 

7 

5 

Rampar 

5 

84 

30 

114 

80 

2 

19 

5 

24 

13 

Slraal! 

i 

95 

22 

117 

98 

6 

46 

7 

53 

44 

Sbahl 

7 

92 

2 

94 

78 

2 

26 

• 

•  • 

26 

16 

Total 

58 

809 

122 

931 

754 

23 

193 

83 

276 

195 

Sambhai.  District. 

Sambbai 

4 

20 

27 

47 

39 

4 

20 

44 

64 

55 

Babukhera 

2 

12 

• 

12 

8 

1 

6 

6 

4 

Babjoi 

2 

14 

15 

29 

24 

1 

8 

•  • 

8 

6 

Dbanaiira 

2 

19 

•  • 

19 

14 

1 

5 

5 

4 

Gunnaur 

1 

15 

•  • 

15 

12 

1 

..     1 

Hasanpur 

3 

25 

•  ■ 

25 

18 

0 

27 

27 

20| 

Naralniya 

5 

38 

•  • 

38 

20 

3 

"•a 

•  * 

23 

Rasulpur 

r^ 

30 

9 

39 

27 

3 

20 

8 

28 

20. 

Rajpura 

3 

U 

'i6 

35 

25 

•  « 

1 

Amroha 

4 

60 

10 

70 

54 

3 

18 

10 

28 

18 

Sbarlfpiir 

^ 

11 

i 

18 

15 

1 

5 

5 

3 

Sbahpur 

4 

38 



19 

12 

31 

22 

3 

19 
124 

200 

289 

219 

ISOl 

Total 

278 

KW 

378 

278 

22 

413 

327, 

I 

FOR  THE  YEAR  ENDING   WITH  SOth  NOVEMBER,  1901. 
STATISTICS. 


EUROPEAN  AND  A  NOLO- VERNACULAR 

SCHOOLS. 

GRAND  TOTALS. 

BoTs*  Schools. 

GiRis*  Schools. 

• 

* 

Total  Nomber  on  Rolls  at 
end  of  year. 

1 

• 

m 

1 

& 

a» 

& 

m 

o 

1 

8 

9 

No.  ON  Roll  at 

BHD  OP  TJBAIi. 

Average  Dally  Attend- 
ance for  year. 

• 

m 
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